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The  NICARAGUA  CANAL, 


By  Geo.  W.  Davis, 
General  Manager  Nicaragua  Canal  Construction  Company. 


[A  lecture  delivered  be/ore  the  Franklin  Institute^  January  8,  i8g2,\ 

Mr.  Davis  was  introduced  by  Dr.  Wm.  H.  Wahl,  Secre- 
tary of  the  Institute,  and  spoke  as  follows : 

Members  of  the  Franklin  Institute,  Ladies  and  Gen- 
tlemen : 

With  the  subject  chosen  for  this  night's  address,  or  the 
broader  one  of  inter-oceanic  communications  in  general,  you 
are  already  familiar.  I  recall  that  my  friend  Admiral  Ammen 
read  a  paper  on  this  subject  before  this  Institute  some  two 
years  since,  and  I  have  interpreted  your  wish  to  be,  to  hear 
from  me  something  pertinent  to  the  present  aspects  of  the 
problem  of  joining  the  two  oceans,  rather  than  to  traverse 
Vol.  CXXXIV.  i 
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2  Davis :  \  j.  f.  I., 

the  ground  already  covered  by  those  who  have  preceded 
me. 

At  the  time  Admiral  Ammen  read  his  paper  on  "  Isthmian 
Canal  Routes/'  December,  1889,  the  world  had  just  learned 
of  the  collapse  of  the  Panama  bubble,  although  assurances 
from  Paris  of  speedy  resumption  of  work  were  afterwards 
lieard.  The  untimely  and  lamented  death  of  Captain  Eads 
had  occurred  shortly  before,  and  the  ship  railway  project 
has  since  had  no  advocates  sufficiently  able  to  keep  it  before 
the  public. 

An  eminent  man,  one  of  the  most  illustrious  of  the 
century,  having  joined  the  waters  of  the  Mediterranean  and 
the  Red  Sea  by  a  sea-level  canal  at  Suez,  asserted  that  by 
no  other  than  a  similar  means  of  transit  at  the  Isthmus  of 
Panama  could  the  demands  of  commerce  be  satisfied.  He 
declared  that  the  work  at  the  last-named  locality  would  be 
"  easier  to  begin,  to  finish  and  to  maintain  than  the  Canal  of 
Suez;"  and  straightway  hundreds  of  millions  of  money, 
even  double  the  sum  he  demanded  at  first,  were  thrust  upon 
him.  After  the  expenditure  of  vast  treasure  and  the  sacri- 
fice of  thousands  of  human  beings,  but  a  small  portion  of 
the  total  cube  to  be  extracted  had  been  moved,  and  not  only 
was  the  problem  itself  still  unsolved,  but  it  had  become 
manifest  at  last  that  there  had  been  no  proper  appre- 
ciation from  the  outset  of  the  nature  and  value  of  its 
factors. 

Another  great  man,  having  gained  well  deserved  fame 
and  prestige  by  the  execution  of  engineering  works  of  vast 
value  to  the  nation  and  people,  boldly  proposed  the  novel 
idea  of  wheeled  transportation  over  Tehuantepec  of  the 
largest  deep-sea  vessels.  The  brilliant  reputation  gained 
by  this  engineer  in  the  opening  of  the  Mississippi  to  deep- 
sea  vessels,  and  in  the  execution  of  other  very  important 
works,  secured  to  Captain  Eads  an  attentive  hearing,  and  for 
many  years  his  scheme  had  many  supporters.  Most  earnest 
efforts  were  made  to  secure  Government  aid  for  the  project, 
and  he  endeavored  to  launch  the  enterprise  as  a  private  under- 
taking, but  the  world  looked  upon  the  scheme  as  a  colossal 
experiment  and  his  attempts  failed  utterly,  the   common 
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sense  of  mankind  proving  in  this  instance  a  safer  guide  than 
the  confident  assertions  of  a  sanguine  enthusiast. 

The  use  of  locks  at  Suez  was  unnecessary,  and  at  Panama 
was  at  first  declared  inadmissible  because  of  inevitable 
delays  incident  to  the  raising  and  lowering  of  vessels  from 
one  level  to  another.  When  the  sea-level  plan  of  construc- 
tion at  this  locality  was  resolved  upon,  there  was  no  pre- 
cedent that  could  be  cited  in  refutation  of  the  argument 
advanced,  but  before  the  work  at  Panama  had  come  to  a 
standstill,  the  world  had  learned  that  the  impediment  to 
rapid  transit  of  deep-sea  vessels  occasioned  by  locks  was  of 
very  small  moment,  for  at  Sault  Ste.  Marie  a  lock  almost  as 
large  as  any  required  on  the  Isthmus  had  been  passing  ves- 
sels daily  by  the  score  up  to  3,000  tons  capacity.  The 
English  had  already  entered  upon  the  construction  of  the 
Manchester  Ship  Canal,  having  spent  several  years  in  studies 
and  surveys,  and  the  most  careful  consideration  of  all 
existing  methods  of  overcoming  the  difficulties.  Among 
others.  Captain  Eads  was  called  in  as  a  consulting  engineer, 
and  the  plan  of  a  sea-level  canal  throughout  from  Liverpool 
to  Manchester  had  many  earnest  and  able  advocates,  but  the 
lock  system  was  finally  adopted  and  the  work  is  now  almost 
completed.  In  another  year  the  Etruria  and  Teutonic  may 
discharge  and  load  at  the  Salford  Docks  if  it  should  be 
desired,  and,  locking  down  sixty  feet,  reach  the  sea  some 
thirty-five  miles  away  in  less  than  six  hours.  Confronted 
with  such  demonstrations  of  the  falsity  of  his  reasoning,  M. 
1  de  Lesseps  at  last  withdrew  his  objections  to  the  lock,  but 
collateral  difficulties  at  Panama  of  almost  insurmountable 
magnitude  confronted  him  ;  besides  the  canal  proper,  he 
was  obliged  to  provide  two  other  artificial  channels,  of 
capacity  adequate  to  conduct  to  the  sea  the  entire  drainage 
— tributary  to  the  Chagres  on  either  hand — of  the  flood 
waters  that  have  been  known  to  raise  the  level  of  that 
stream  fifty  feet  in  a  few  hours,  producing  veritable  cata- 
::lysms  that  flood  the  whole  valley  all  the  way  from  the  foot- 
riills  to  the  sea.  Confronted  with  these  colossal  besetments, 
being  compelled  to  admit  the  false  premise  on  which  his 
plans  were  based,  the  people  of  France,  becoming  informed 
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as  to  the  true  conditions,  refused  further  advances  of  funds, 
the  inevitable  collapse  came,  and  now  the  courts  of  his 
country  are  endeavoring  to  fix  the  responsibility  for  the 
disaster. 

It  may  be  that  some  time  in  the  future  th6  inventive 
genius  of  mankind  will  devise  methods  for  the  economical 
transportation  of  loaded  ships  overland,  but  as  yet  these 
plans  only  exist  in  theory  and  must  so  remain  until  prac- 
tical experiment  has  given  a  demonstration.  Must  the 
pressing  demands  of  ocean  commerce — supplied  so  readily 
at  Suez,  at  Manchester,  at  Amsterdam  and  at  Sault  Ste. 
Marie— remain  unfulfilled  at  the  American  Isthmus  until 
the  theories  become  realities,  or  shall  the  barrier  be  pierced 
and  the  seas  united  by  means  known  to  be  entirely  adequate 
to  all  requirements  of .  safety,  economy  and  efficiency — 
means  that  have  been  in  constant  use  from  the  day  when, 
more  than  400  years  ago,  da  Vinci  built  in  Lombardy  the 
first  lock  of  which  we  have  record  ? 

The  failure  of  others  to  achieve  elsewhere  the  impossible 
should  not"  restrain  us  from  an  eflfort  to  overcome  the 
barrier  that  separates  the  two  oceans, -if  the  work  is  within 
the  limits  that  always  hedge  commercial  enterprises.  The 
questions  J  are  therefore  proper:  What  do  we  know  of  the 
magnitude  of  this  undertaking,  what  the  means  required, 
what  the  time  needed  for  its  accomplishment  and  what  its 
measure  of  usefulness  ? 

I  shall  not  detain  you  with  an  account  of  the  efforts  of  the 
early  navigators  to  discover  "  The  Secret  of  the  Strait,"  nor 
shall  I  allude  to  the  surveying  expeditions  sent  out  by 
governments  and  individuals  during  the  last  half-century 
with  the  object  of  locating  the  spot  where  the  difficulties 
are  least  forbidding.  All  this  is  a  matter  of  history  familiar 
to  you  and  not  pertinent  to  my  subject,  but  it  is  of  moment 
that  some  account  shall  be  given  of  the  steps  taken  to  eluci- 
date the  problem  at  Nicaragua,  for  unless  our  knowledge  be 
sufficient  to  enable  us  to  value  all  the  difficulties,  we  are 
deserving  the  same  reproach  that  justly  came  home  to 
M.  de  Lesseps — namely,  that  we  entered  upon  the  work  of 
construction  before  we  fully  understood  the  magnitude  of 
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the  task.     We  cannot  hope  to  interest  capital,  unless  we  can  1 
convince  the  ablest  engineers  and  financiers  of  the  practica-  /  / 
bility  of  our  project,  and  we  know  that  before  the  money/ ; 
will  be  forthcoming  the  ground  must  be  examined,  the  plans 
studied,  the  measurements  verified,  and  the  estimates  in  all 
their  parts  justified,  for  in  the  launching  of  the  Nicaragua 
project  there  can  be  no  repetition  of  the  spectacle  that 
attended  the  presentation  of  the  Panama  scheme — the  out- 
pouring of  a  nation's  wealth  with  no  other  security  than  the 
prestige  of  a  great  name. 

The  American  solution  of  the  problem  of  inter-oceanic 
communication  has  morved  less  rapidly  but  more  surely  on 
its  way,  as  a  full  and  intimate  knowledge  of  its  charac- 
teristics has  been  obtained,  and  it  now  commands  public 
attention  and  confidence  with  constantly  increasing  assur- 
ance of  ultimate  success.  The  physical  features  of  the 
lake  and  river  route  by  Nicaragua  have  been  carefully  and 
minutely  studied  in  all  their  relations,  and  have  been  made  \  I 
the  subject  of  plans  thoroughly  elaborated  in  all  details,  I 
and  of  estimates  as  thoroughly  ^nd  carefully  calculated. 
Every  doubtful  or  difficult  feature  has.  been  closely  scruti- 
nized and  competent  engineers  pronounce  the  project 
unembarrassed  by  any  difficulty  save  that  of  magnitude, 
which  in  this  age  is  a  hindrance  only  when  it  advances  the 
cost  of  construction  beyond  the  limit  of  remunerative 
returns. 

I  will  sketch  very  briefly  the  means  employed  to  supply 
the  informa^tion  that  is  felt  to  warrant  the  confident  assur- 
ance I  have  just  uttered. 

EARLY  SURVEYS. 

For  the  first  complete  instrumental  survey  of  the  Nicara- 
gua route,  one  that  responds  to  the  demands  of  engineering 
science,  we  are  indebted  to  a  citizen  of  Philadelphia,  Mr. 
Oliver  W.  Childs,  who  in  1849-50  examined  the  whole  route 
and  pointed  out  the  least  depression  that  anywhere  exists 
in  the  American  Cordillera,  from  Alaska  to  Patagonia.  The 
general  accuracy  of  Mr.  Childs'  work  has  been  fully  con- 
firmed by  all  subsequent  examinations.     The  Government 
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survey  of  LuU-Menocal  in  1872-73  was  the  next  instru- 
mental  survey,  and  in  the  judgment  of  the  Commission 
appointed  by  the  President,  at  whose  head  was  the  Chief  of 
Engineers  of  the  Army,  this  was  sufficient  to  demonstrate 
its  superiority  to  all  other  routes  from  Tehuantepec  to 
Darien. 

In  1876-77,  Mr.  Menocal,  while  engaged  upon  civil  work 
in  Nicaragua  added  largely  to  existing  knowledge  regard- 
ing the  topography  near  Grey  town.  In  1880,  he  also  made 
a  re-survey  of  the  western  division  of  the  route — this  by 
orders  of  the  United  States  Government— and  by  the  same 
authority  in  1885  the  same  officer  conducted  very  extensive 
examinations,  looking  to  the  divergence  of  the  line  from 
the  San  Juan  River  where  it  leaves  the  hills,  and  so  to  the 
avoidance  of  grave  difficulties  of  drainage  and  maintenance, 
inevitable  if  the  Childs*  and  Government  location  were  fol- 
lowed  all  the  way  to  the  sea. 

SURVEYS   FOR   LOCATION. 

In  1887,  the  present  concession  for  the  utilization  of  this 
route  was  granted  by  the  Government  of  Nicaragua  to  the 
agent  of  the  present  company,  and  in  the  autumn  of  the 
same  year  the  work  of  final  survey  was  begun  under 
the  direction  of  Mr.  Menocal  (who  had  been  appointed- Chief 
Engineer),  and  was  uninterruptedly  prosecuted,  so  that  by 
the  close  of  the  year  1888  these  definitive  survfeys  for  loca- 
tion and  construction  had  been  substantially  completed, 
permitting  the  preparation  of  plans  for  building  and  the 
detailed  estimates  of  cost. 

The  first  corps  of  engineers  despatched  consisted  of  forty- 
five  persons  for  technical  work  and  100  laborers,  and  was 
reinforced  from  time  to  time  as  occasion  required.  They 
were  organized  into  six  land  surveying  parties,  one  hydro- 
graphic  party  and  two  parties  equipped  for  earth  and  rock 
borings.  They  re-located  the  entire  canal  line  and  acquired 
the  most  minute  information  concerning  its  every  physical 
feature.  In  this  connection  I  must  call  to  your  attention 
this  fact  which  I  think  worthy  of  note,  that  while  the  length 
of  artificial  canal  is  less  than  thirty  miles,  the  total  length 
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of  lines  actually  surveyed  by  transit  and  level  in  cross-sec-    ( 
tioning,   location  of  locks,  dams,  embankments,  railroads,    / 
flowage  lines,  etc.,  is  not  less  than  4,000  miles. 

Upon  the  open,  unprotected  sea-beach  in  front  of  the 
Greytown  lagoon — which  was  the  former  capacious  harbor 
of  San  Juan  del  Norte — all  supplies  had  to  be  landed,  and 
this,  in  itself,  was  a  very  serious  and  expensive  operation, 
for  the  vessels  had  to  lie  at  anchor  in  the  open  roadstead 
two  miles  from  land,  where  they  were  almost  constantly 
exposed  to  the  northeast  "  trades."  These  winds  here 
usually  have  a  velocity  of  ten  to  twenty  miles  an  hour,  and 
of  course  produce  a  violent  surf,  which  had  to  be  passed 
through  in  each  trip  between  ship  and  shore.  So  difficult 
and  tedious  was  the  landing  of  cargoes  there  during  the 
earlier  operations  before  the  opening  of  the  harbor,  that  it 
was  no  uncommon  occurrence  for  vessels  laden  with  only 
ordinary  packages  of  goods  to  depart  without  discharging 
their  freight. 

At  first  it  was  attempted  to  shelter  the  men  in  tents,  but 
experience  soon  showed  that  canvas  was  neither  an  eco- 
nomical nor  suitable  protection.  During  all  the  surveying 
and  other  preliminary  work  inland,  and  even  up  to  the 
present  time,  the  workmen  of  all  classes  have  lived  in  tem- 
porary huts,  thatched  with  palm  leaves,  and  many  thousands 
of  dollars  have  been  expended  for  labor  (there  was  no  other 
outlay)  on  such  structures. 

The  surveys  were  necessarily  slow  and  expensive,  for 
they  were  prosecuted  in  a  tropical  forest,  where  nothing 
could  be  seen  at  a  distance  of  fifty  feet,  and  where  every  step 
had  to  be  preceded  by  the  blow  of  a  machete  to  clear  away 
the  tangled  mass  of  vines  and  other  vegetation  that  every- 
where obstructed  progress.  The  country  along  the  line 
from  San  Juan  to  Ochoa  was  entirely  without  highways  or 
other  means  of  communication,  except  in  a  few  localities, 
where  navigation  of  the  small  streams  was  possible  by 
canoes  after  clearing  the  water-courses  from  logs,  stumps 
and  other  obstructions.  From  the  small  coast  settlement 
of  San  Juan,  where  all  supplies  were  landed  and  stored,  all 
the  way  to  Ochoa,  a  distance  of  thirty  miles,  the  method  of 
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transport  of  provisions  and  all  other  supplies,  except  in  the 
restricted  localities  where  canoes  could  be  used,  was  similar 
to  that  employed  by  explorers  in  the  heart  of  Equatorial 
Africa,  viz  :  packs  of  suitable  weight  borne  on  the  shoulders 
of  men,  up  and  down  hills,  so  steep  that  support  in  climbing 
must  be  had  from  the  brushwood  or  trees,  much  of  the  time 
with  the  rain  pouring  in  torrents;  through  marshes  and 
swamps  where  for  long  stretches  the  men  had  to  flounder 
along  in  water  and  mud  waist-deep,  and  this  through  a 
wilderness  as  wild  and  trackless  as  that  about  the  head- 
waters of  the  Congo.  No  description  can  give  an  accurate 
idea  of  the  tediousness,  difficulty  and  weariness  of  this  task. 

The  Government  and  other  surveys  by  Childs  and 
Meriocal  previous  to  1886  had  sufficed  to  demonstrate  the 
feasibility  of  the  general  line  of  the  San  Juan  River  and 
Lake  Nicaragua  from  Greytown  to  Brito  for  the  Inter- 
oceanic  Ship  Canal  route,  but  the  present  company, 
appreciating  the  importance  of  ameliorating,  if  possible, the 
difficulties  to  be  encountered,  could  not  properly  omit  the 
most  careful  investigations  of  very  extended  adjacent  areas, 
in  the  hope  of  revealing  an  improved  location  in  whole  or 
in  part.  While  the  Government  survey  of  1872  served  to 
demonstrate  the  entire  practicability  of  the  Nicaragua 
route,  it  will  be  interesting  to  know  that  of  the  line  as  now 
located  between  the  Atlantic  and  the  San  Juan  River,  at 
San  Carlos  mouth,  and  also  between  the  Pacific  and  Lake 
Nicaragua,  a  total  distance  of  forty-nine  miles,  but  about 
eight  and  one-half  miles  coincides  with  the  Government 
route  of  1872. 

The  Government  survey  of  1885  proved  the  superior 
advantage  of  a  line  diverging  from  the  San  Juan  River 
near  the  mouth  of  the  San  Carlos,  over  the  earlier  location 
in  the  San  Juan  Valley,  but  the  execution  of  the  work  on 
this  route,  remote  from  the  river,  involved  the  piercing  of  a 
ridge  or  spur  of  hills  at  a  point  which  was  some  500  feet  high, 
unless  a  lower  and  practicable  pass  could  be  found,  but  the 
dense  forest  prevented  an  easy  determination  of  this  point. 
The  passage  across  this  ridge  was  but  two  or  three  miles 
long,  yet  in  order  to  eliminate  all  doubt,  and  make   certain 
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that  no  improvement  was  possible,  it  was  necessary  to 
examine  the  whole  watershed  and  the  approaches  thereto 
for  many  miles  on  either  bank,  to  meander  every  neighbor- 
ing creek  and  rivulet  to  their  origin  on  the  Divide ;  in  fact, 
to  examine  about  ever}'  square  rod  of  this  highland,  so  as  to 
permit  the  accurate  plotting  of  all  the  information  and  the 
correct  representation  of  all  the  topographic  details  on 
charts  that  could  be  studied  at  leisure. 

Therefore,  it  is  that  the  examinations  have  covered  not 
only  the  one  line  first  selected,  but  any  and  all  routes  that 
presented  any  indications  of  practicability.  So,  too,  has  it 
been  necessary  to  explore  every  range  of  neighboring  hills, 
and  every  small  stream,  in  order  to  determine  the  limits  and 
area  of  basins  drained  by  streams  flowing  to  or  across  the 
line.  The  Costa  Rican  bank  of  the  San  Juan  River  was 
critically  examined  from  Rio  San  Carlos  to  the  Colorado 
bifurcation,  in  the  hope — which  finally  proved  delusive — of 
finding  a  practicable  site  for  erection  of  a  dam  twenty 
miles  below  Ochoa,  that  would  permit  the  avoidance 
altogether  of  the  ridge  before  mentioned,  and  the  location  of 
the  line  from  the  supposititious  site  of  the  dam  at  Point 
Sarapiqui  through  the  San  Juanillo  valley  to  the  port  at  San 
Juan  del  Norte;  but  the  whole  country  on  the  Costa  Rica 
bank  of  the  river  back  for  several  miles  was  found  low  and 
flat,  intersected  with  creeks  and  lagoons,  forbidding  the 
further  consideration  of  the  alluring  suggestion  of  inun- 
dating the  lower  San  Juan,  and  so  saving  many  millions  of 
expense  in  heavy  rock  cuttings ;  but  it  cost  much  time  and 
money  to  ascertain  that  this  idea,  which  had  been  urged  by 
some  intelligent  men,  was  impracticable. 

So  soon  as  the  first  corps  of  engineers  was  landed,  the 
surveying  parties  were  organized  and  at  once  pushed  out. 
Traversing  the  lowlands  for  a  few  miles  back  of  Port  San 
Juan,  were  some  sluggish  streams  whose  courses  favored 
the  idea  of  utilization  for  water-borne  carriage  of  supplies. 
A  steam  snag  boat  was  immediately  set  at  work  removing 
the  obstructions,  and  barriers  too  heavy  and  massive  for 
displacement  otherwise  were  broken  up  with  dynamite.  The 
San  Juanillo  and  Deseado  were  thus  cleared  and  utilized 
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for  a  distance  of  upwards  of  thirty  miles  of  their  course,  but 
the  streams  were  so  crooked  that  the  actual  land  mileage 
accomplished  was  only  about  one-third  the  distance  by 
water.  The  trails  for  the  packers  were  cut  out,  foot  bridges 
built  across  impeding  streams  and  ravines,  so  that  supplies 
could  be  transported  with  certainty,  though  slowly,  to  and 
beyond  the  Eastern  Divide. 

The  San  Juan  River  has  long  been  used  by  a  steamboat 
transportation  company,  and  a  large  part  of  the  produce  of 
Nicaragua  has  for  forty  years  been  moved  from  the  interior 
by  this  route.  Steam  transport  via  the  river  was,  of 
course,  availed  of  by  the  engineers  when  it  served  their 
needs,  but  much  of  the  surveying  work  was  remote  from  the 
river,  and  hence  its  unavailability,  except  in  the  region 
beyond  the  Divide  toward  Ochoa,  where  the  canal  and 
river  were  in  closer  proximity.  As  will  be  seen  by  refer- 
ence  to  the  map,  the  canal  line  beyond  the  dividing  ridge 
intersected  the  valleys  of  the  San  Francisco,  Chanchos  and 
Danta.  The  channels  of  these  streams  were  also  cleared  and 
made  available  for  canoe  trafl&c  from  the  San  Juan  River. 
Numerous  camps  and  depots  of  supplies  were  constructed 
and  stocked  wherever  necessary,  and  fleets  of  light  steel 
canoes  were  employed  as  means  of  communication  and 
supply. 

The  idea  was  early  entertained  of  utilizing  the  channel 
of  the  San  Juan  River  for  slack  water  canal  navigation,  and 
thus  making  it  serve  as  a  portion  of  the  inter-oceanic  ship 
transit  route.  Childs,  in  185 1,  demonstrated  its  suitability 
for  such  use  and  the  Government  survey  of  1872  confirmed 
the  earlier  observations  and  deductions,  but  in  both  these 
projects  it  was  proposed  to  construct  at  each  of  the  principal 
rapids,  dams  and  locks  of  low  lift,  and  thus  to  convert  the 
stream  into  a  series  of  pools  or  reaches.  The  general  level 
of  the  canal  at  any  point  would,  therefore,  conform  closely 
to  ythe  natural  level  of  the  river.  Such  a  treatment  of  the 
problem  would  have  precluded  the  shortening  of  the  line 
and  reduction  of  the  expense  gained  by  the  adoption  of  the 
nearly  direct  "overland  route"  from  this  point  to  the  sea. 
The  excavation  involved  in  passing  from  Rio  San  Carlos, 
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through  the  Eastern  Divide  at  the  natural  level  of  the 
waters  in  the  river,  would  have  demanded  double  the  work 
and  expense  that  should  suffice  if  the  **lake  level"  were 
extended  to  the  San  Carlos,  and  maintained  all  the  way- 
through  the  eastern  dividing  ridge  as  is  now  proposed. 

The  confident  belief  was  early  expressed  by  the  Chief 
Engineer  that  a  series  of  low  dams  in  the  upper  San  Juan 
was  not  the  best  treatment,  for  he  believed  the  "lake  level  " 
could  be  maintained  to  or  below  the  junction  of  the  San 
Carlos,  and  so  the  rapids  in  the  river  could  be  all  submerged^ 
but  he  realized  that  this  treatment  would  demand,  as  a  sine 
qua  non,  the  erection  and  maintenance  of  a  massive  dam-^ 
across  the  main  stream  near  the  point  where  the  canal 
diverged — high  enough  to  raise  the  water  level  at  its  site 
to  that  proposed  for  the  lake  itself;  in  other  words,  the  dam 
had  to  be  high  and  strong  enough  to  hold  back  the  flow  of 
this  powerful  river  when  its  level  should  be  raised  fifty-six 
feet.  It  was  soon  ascertained  that  the  natural  conditions, 
at  a  place  named  Ochoa,  were  favorable  as  to  the  width  of 
stream,  character  of  bottom  and  solidity  of  abutments,  for 
the  erection  of  such  a  dam,  but  on  further  examination  of 
Costa  Rican  territory  it  became  necessary  to  make  sure  that 
the  waters  when  so  raised  would  not  escape  through  the 
hills  and  lowlands  bordering  the  river  on  this  bank.  Sur- 
veyors spent  many  weeks  in  the  investigation^  and  secured 
exact  information  that  fortunately  proved  the  feasibility  of 
the  plan  of  embaying  the  waters  of  the  river,  and  converting 
its  valley  into  an  extension  of  the  lake,  upwards  of  sixty 
miles  in  length. 

The  information  collected  by  former  expeditions  in 
regard  to  the  topography  west  of  the  lake,  was  so  complete 
that  to  elucidate  the  problem  of  quantities  and  cost,  less 
new  surveying  work  was  there  required  than  along  the 
eastern  divisions.  Nevertheless,  the  whole  line  was  re-sur- 
veyed, and  the  additional  information  thus  secured  enabled 
the  engineer  to  introduce  important  changes  and  improve- 
ments in  location  and  plans  of  construction,  that  could  not 
be  embraced  in  the  earlier  designs. 

Every  stream  whose  valley  was  to  be  utilized  in  whole  or 
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in  part  was  thoroughly  examined  or  traced  in  many  cases  to 
its  source,  its  flow  at  high  and  low  water  was  gauged  and 
every  question  connected  with  water  supply  and  disposal  of 
surplus  discharge  was  carefully  studied. 

But  the  work  of  the  surveyor  was  not  ended  with  the 
completion  of  these  examinations  of  the  ground.  It  was 
impossible  to  classify  the  material  to  be  removed  and  assign 
a  cost  per  unit,  until  exact  knowledge  was  had  of  the  nature . 
of  the  concealed  strata  in  all  localities  where  excavations 
would  be  required.  So  the  surveyors  for  "final  location  and 
construction  "  had  to  be  equipped,  not  only  for  obtaining 
an  accurate  knowledge  of  the  surface  of  the  earth,  but  as 
well  of  the  strata  beneath  the  surface.  For  this  purpose  a 
boring  and  drilling  equipment  was  provided,  with  which, 
at  the  site  of  all  important  works,  such  as  dams,  embank- 
ments and  locks,  as  well  as  at  the  points  where  heavy  cut- 
tings will  be  required,  subterranean  examinations  have 
been  made  in  great  numbers.  Earth  augers  were  used 
where  there  was  no  rock,  and  when,  this  was  encountered 
the  annular  diamond  drill  was  used,  and  cores  of  the  rock 
itself  brought  up  and  preserved  for  future  reference  and 
examination  by  engineers  and  contractors  proposing  to 
submit  tenders  for  work.  Owing  to  the  transportation  dif- 
ficulties, steam  drills  were  impracticable  and  the  work  was 
accomplished  with  hand-power. 

THE  ROUTE  AND  PROPOSED  CANAL. 

Probably  some  description  of  the  canal  itself,  with  the 
physical  conditions  under  which  it  is  to  be  built,  would  not 
be  inappropriate  at  this  time.  Briefly,  then,  the  distance 
from  Greytown  upon, the  Atlantic  Coast,  to  Brito,  upon  the 
Pacific,  is  170  miles,  of  which,  however,  a  little  less  than 
twenty-seven  miles  is  actual  canal  in  excavation ;  the 
remainder  of  the  distance  is  free  navigation  in  the  San  Juan 
River,  in  Lake  Nicaragua  itself,  and  in  basins  formed  by 
flooding  the  vallefys  of  several  smaller  streams,  such  as 
the  Deseado  and  San  Francisco  upon  the  eastern  side  and 
the  Rio  Grande  and  Tola-  on  the  western.  But  the  key 
of  the  situation,  and  the  one  thing  which  renders  it  pos- 
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sible  to  build  the  canal  and  operate  it  successfully,  is 
found  in  the  lake  itself,  which  is  an  inland  sea,  something 
like  100  miles  long  and  50  miles'  wide,  and  varying  in 
depth  to  240  feet.  This  lake,  by  receiving  the  waters  which 
come  down  from  the  mountains  into  this  great  reservoir, 
prevents  any  sudden  flood,  and  therefore,  removes  all 
danger  to  the  canal  from  any  excessive  flow,  which  other- 
wise would  occur.  The  outlet  of  the  lake  is  the  river  San 
Juan,  which,  however,  has  two  or  three  rapids,  that  can 
now  only  be  passed  by  steamers  at  high  water;  during  the 
low  water  period  freight  has  to  be  trans-shipped  around 
these  rapids  over  a  short  tramway  or  carried  over  them  in 
smaller  boats.  But  the  river  itself  is  from  thirty  to  130  feet 
in  depth.  There  is  to-day  plying  upon  the  waters  of  Lake 
Nicaragua!  a  steamer  which  was  built  at  Wilmington,  Del. 
The  vessel  steamed  to  Greytown,  was  taken  up  the  river, 
and  has  been  doing  the  entire  trading  business  upon  that 
Lake  for  eight  years.  That  steamer,  when  it  lies  at  what 
would  be  the  beginning  of  the  canal  on  the  west  side,  is 
only  twelve  miles  from  the  Pacific  Ocean,  and  from  the  mast- 
head, if  there  were  a  mast  upon  it,  the  Pacific  Ocean  could 
be  readily  seen.  As  I  have  before  remarked,  this  lake  with 
its  outlet  is  the  key  to  the  situation  which  makes  the  canal 
possible,  and  in  fact,  it  seems  to  open  out  a  natural  course 
for  the  inter-oceanic  route. 

All  the  surveys  and  plans  of  the  United  States  Govern- 
ment, were  based  upon  following  the  river  San  Juan 
throughout  its  whole  course,  and  rendering  it  navigable  by 
removing  the  rapids  of  which  I  have  spoken  and  of  building 
several  dams  and  locks.  Whilst  this  plan  was  undoubtedly 
possible,  our  company  conceived  the  idea  that  we  could 
abandon  the  lower  San  Juan,  for  the  first  twenty-five  miles, 
where  it  is  very  crooked  and  spreads  out  in  several  chan- 
nels over  what  is  really  a  delta,  such  as  is  found  at  the 
mouth  of  the  Nile  and  of  the  Danube.  After  careful  and 
painstaking  surveys,  a  route  was  found  striking  directly 
from  Greytown  across  the  lowlands,  following  the  valleys 
between  the  hills  to  a  point  called  Ochoa,  on  the  San  Juan 
River  and  which  saved  at  least  thirty  miles  in  distance  over 
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that  involved  by  following  the  river  in  all  of  its  windings. 
The  discovery  of  this  route  will  very  greatly  diminish  the 
difficulties  of  building  and  maintaining  the  canal,  and  will 
add  very  greatly  to  its  value  when  completed. 

For  the  first  ten  miles  from  Grey  town  the  line  runs 
directly  across  low  ground,  raised  but  little  above  the  sea. 
Here  the  canal  will  be  made  entirely  by  dredging,  which  is 
now  in  progress.  The  soil  is  composed  entirely  of  sand  and 
clay  that  is  easy  to  work,  and  maintains  its  slopes  after  it 
has  been  worked.  The  end  of  this  section  brings  us  to 
the  first  lock,  and  then  the  next  three  and  one-half  miles 
include  the  locks  with  their  dams  and  raise  the  canal  to 
the  level  of  Lake  Nicaragua.  From  the  Divide  cut  the 
canal  traverses  basins  which  are  created  by  damming  the 
streams  which  flow  across  the  line  and  whose  valleys  are 
flooded.  Through  these  basins  there  is  little  excavation  to 
be  done.  Some  gaps  in  the  foot-hills  have  to  be  closed  by 
dams  and  embankments.  Just  beyond  the  third  lock  we 
come  to  one  of  the  most  difficult  parts  of  the  undertaking — 
the  rock  cut.  Difficult,  I  say,  because  of  the  length  of  time 
required  to  take  out  the  rock,  for  there  is  no  work  simpler 
than  rock  excavation,  or  more  carefully  estimated  as  to  its 
final  cost  and  the  time  required.  This  cutting  is  between 
two  and  three  miles  in  length,  and  averages  about  140  feet 
in  depth,  but  much  of  the  material  taken  out  is  to  be  utilized 
for  works  on  the  canal  itself.  By  means  of  the  railroad 
which  is  now  building,  this  rock  will  be  carried  down  to 
Greytown  to  be  used  upon  the  breakwater  or  pier;  the 
embankments  in  the  foot-hills  will  be  constructed  in  large 
part  from  the  rock  taken  from  this  cut,  and  at  the  point 
where  we  strike  the  San  Juan  River,  called  Ochoa,  there 
is  a  dam  to  be  constructed  across  the  river  which  will  hold 
the  waters  at  the  level  of  the  lake.  This  dam  also  will  be 
constructed  from  the  rock  taken  from  excavation.  If  we 
had  not  this  cut  we  would  have  to  procure  the  material  from 
other  sources  of  supply. 

As  said  before,  the  canal  goes  into  the  San  Juan  River 
at  Ochoa,  and  from  that  point  to  the  lake,  a  distance  of 
sixty-four  miles,  there  is  free   navigation,  the  river  being 
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of  a  width  for  the  largest  steamers  to  pass  and  repass  each 
other  at  full  speed  without  danger.  The  rapids  of  which  I 
have  spoken  are,  of  course,  to  be  deeply  submerged,  and 
the  canal  enters  Lake  Nicaragua  at  San  Carlos.  Beyond  this 
point  some  dredging  is  to  be  done  in  soft  mud  to  reach  the 
required  depth,  and  after  that  it  is  clear  sailing  across  Lake 
Nicaragua,  a  distance  of  fifty-six  miles,  to  the  point  where 
the  canal  leaves  the  lake  upon  the  western  side. 

The  length  of  the  canal  on  the  west  of  the  lake  to  Brito 
is,  by  the  line  followed,  seventeen  miles.  The  point  where 
the  canal  crosses  from  the  lake  is  the  lowest  land  in  the 
whole  range  of  mountains  reaching  from  the  United  States 
down  to  the  southern  point  of  South  America.  The  pass  is 
only  forty-three  feet  above  the  surface  of  the  lake.  A  cut  of 
about  five  miles  is  here  to  be  made,  leading  to  what  is 
known  at  the  Tola  basin,  and  the  average  of  excavation  is 
only  twenty-one  feet.  The  canal  then  traverses  this  large 
basin,  covering  many  thousand  acres  and  of  an  average 
depth  of  about  fifty  feet.  At  the  farther  end  of  the  basin 
three  locks  bring  the  canal  down  to  the  level  of  the  Pacific 
Ocean  at  Brito.  There  is  now  only  a  partial  harbor  at 
Brito,  and  a  breakwater  has  to  be  constructed  there  as  at 
Greytown  upon  the  east  side.  Upon  the  northern  side  of 
the  harbor  there  is  a  natural  headland  of  rock,  which  pro- 
jects into  the  ocean  a  considerable  distance.  We  build 
a  breakwater  to  the  south  of  this  natural  headland,  and 
then  by  some  dredging  we  secure  a  safe  and  commodious 
harbor. 

This  is  a  brief  description  of  the  work  which  has  to  be 
done.  There  are  no  unsolved  problems  in  it.  Engineers 
who  have  examined  it  and  the  practical  builders  who  have 
gone  over  it,  one  and  all  say  that  it  is  simply  a  plain  work. 
It  comes  down  to  a  certain  number  of  yards  of  rock  to  be 
excavated,  a  certain  amount  of  earth  to  be  removed,  locks  to 
be  built,  and  dams  to  be  constructed  and  the  creation  of 
harbors;  in  short,  there  are  no  physical  or  engineering 
difficulties  whatever  in  the  way.  If  the  canal  had  been 
proposed  to  be  built  of  the  ordinary  dimensions  it  could 
have  been  done  for  a  very  moderate  sum,  but  the  plan  of 
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our  company  calls  for  the  construction  of  a  canal  which  will 
pass  the  largest  ship  afloat.  The  minimum  depth  of  water 
i^  to  be  twenty-eight  feet.  The  size  of  the  locks  is  to  be 
650  feet  in  length  and  80  feet  in  width,  and  30  feet 
in  depth.  There  is  no  experiment  about  these  locks  or 
their  capacity  to  pass  the  traffic. 

As  I  have  said,  there  is  no  experiment  in  the  construc- 
tion and  operation  of  thesef  locks.  The  United  States  Gov- 
ernment built  the  first  great  lock  of  the  world;  that  is,  at  the 
Sault  Ste.  Marie,  connecting  Lake  Superior  and  Lake 
Huron.  That  lock  is  the  prototype  of  those  we  propose  to 
build,  and  of  the  same  size  with  the  exception  that  ours 
have 'a  greater  lift.  The  wonderful  success  of  the  canal  at 
the  Sault  Ste.  Marie  has  induced  building  similar  locks  in 
other  parts  of  the  world.  As  to  their  capacity  to  pass  com- 
merce, I  need  simply  to  call  your  attention  to  the  fact  that 
last  year,  in  234  days,  the  time  the  Sault  Ste.  Marie  lock 
was  open  for  navigation,  it  passed  nearly  9,000,000  tons  of 
shipping,  or  nearly  fifty  per  cent,  more  than  passed  through 
the  Suez  Canal.  The  Government  of  Holland  is  building  a 
similar  lock  of  these  dimensions  on  the  Amsterdam  Canal. 
The  German  Government  is  also  building  four  great  locks 
of  the  same  dimensions  or  larger,  upon  a  great  sea  canal 
across  the  Peninsula  Holstein,  which  is  to  connect  the 
Baltic  with  the  North  Sea,  thus  saving  a  distance  of  700 
miles  over  the  route  around  Denmark,  but  the  work  is  being 
constructed  as  a  matter  of  national  defence,  for  it  connects 
the  naval  station  at  Keil,  upon  the  Baltic,  with  the  mouth 
of  the  Elbe,  upon  the  North  Sea.  This  canal  is  over  sixty- 
three  miles  in  length,  and  the  amount  of  excavation  to  be 
done  upon  it  is  fully  equal  to  the  excavations  incurred  upon 
the  Nicaragua  Canal.  The  world  has  heard  little  of  this 
great  work,  because  it  is  being  carried  on  entirely  by  the 
German  Government,  having  therefore  but  one  stockholder; 
there  are  some  8,000  men  employed  upon  it.  The  canal  will 
be  completed  and  opened  in  three  or  four  years  from  the 
present  time. 

CAPACITY   OF  THE   CANAL. 

The  Suez  Canal  has  been*found  of  inadequate  capacity  to 
supply  the  increasing  requirements  of  commerce,  although 
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nearly  7,000,000  tons  passed  through  it  in  1890.  To  supply 
these  requirements  and  permit  greater  speed,  its  width  —now 
seventy-two  feet  on  the  bottom — is  being  increased. 

At  Nicaragua  it  has  been  felt  to  be  necessary  to  provide 
at  first  for  the  most  ample  capacity.  As  regards  dimensions 
of  the  canal  prism,  provision  has  been  made  as  follows  : 


Width' 

-Feet. 

Length 

Miles ' 

Top. 

Bottom, 

9H 

288 

120 

2H 

210 

120 

SH 

184 

80 

8 

80 

80 

21H 

basins 

64H 

river 

l^% 

lake 

H 

locks 

Depth— Feet. 
28 

Area  of 
Cross-section 
Square  Feet. 

5712 

30 
30 

4.950 
3.673 

30 
30  and 

2,400 
upwards 

30 

tt 

30 

30 

169^ 

A  speed  of  five  miles  per  hour  is  taken  as  a  minimum  in 
those  sections  of  the  canal  having  a  cross-section  equal  to 
or  greater  than  that  at  Suez.  It  is  conceded  too  that  in  the 
eight  miles  having  a  sectional  prism  of  2,400  square  feet, 
the  speed  may  fall  to  two  and  one-half  miles  per  hour.  In 
the  basins  seven  miles  per  hour,  in  the  river  eight  miles 
and  in  the  lake  ten  miles  are  certainly  practicable,  for  it 
must  not  be  forgotten  that  the  100  miles  at  Suez  have  been 
traversed  in  less  than  fifteen  hours.  As  regards  the  time 
required  for  our  six  lockages,  I  would  remark  that  it 
requires  eight  minutes  to  empty  the  great  .lock  at  Sault  Ste. 
Marie,  and  eleven  minutes  to  fill  it.  The  complete  lockage 
of  a  3,000-ton  steamer  there  takes  only  thirty  minutes  and 
it  has  been  done  in  considerably  less  time.  We  allow  forty- 
five  minutes  at  Nicaragua  for  this  operation.  Basing  our 
computations  on  these  figures,  we  find  it  will  require  ' , 
twenty-eight  hours  to  pass  a  ship  from  ocean  to  ocean  h 
through  the  170  miles  of  canal,  basins,  river,  lake  and 
locks. 

The  water  supply  is  ample  for  a  business  exceeding  by    ^^ 
nine  times  the  maximum  that  we  expect  for  many  years  to 
come. 
Vol.  CXXXIV.  2 
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ESTIMATED   COST. 

The  total  cube  of  earth  and  rock  to  be  extracted  reaches 
the  aggregate  of  slightly  above  70,000,000  cubic  yards. 

Of  this  34^  million  yards  of  dredging  are  estimated  at 
20  cents;  5 J  million  of  same  material  at  30  cents;  15^ 
million  yards  of  earth  excavation  at  40  cents,  and  \  million 
at  50  cents;  6^  million  of  rock  excavation  at  $1.25;  7 
million  yards  of  same  at  $1.50  and  \  million  sub-aqueous 
rock  at  $5. 

In  embankments  nearly  10,000,000  yards  of  material 
will  be  needed.  The  estimated  cost  of  depositing  this  in 
place  is  taken  at  prices  varying  from  twenty  cents  to  $1.50 
per  yard. 

Of  masonry,  over  634,000  cubic  yards  will  be  required. 
This  will  be  principally  of  concrete;  all  the  ingredients 
except  cement  are  at  hand.  This  is  assumed  to  cost  in 
place  from  $6  to  $10  per  cubic  yard.  It  is  also  provided 
that  the  banks  of  the  canal  in  many  stretches  shall  be 
revetted  with  stone  laid  on  the  earth  slopes  and  264,000 
yards  are  provided  for  at  a  cost  of  $2  per  cubic  yard  for 
transportation  and  placing. 

For  land  clearing  $350,000  are  allowed  and  forty-five 
miles  of  railroad  at  $60,000  per  mile,  and  eighty  miles  of 
telegraph  line  at  $500  per  mile.  For  lock  machinery,  etc., 
nearly  $2,000,000  are  allowed.  Appropriate  amounts  are  also 
set  aside  for  electric  lighting,  buoying  of  the  whole  canal 
line,  light-houses  at  the  termini  and  beacons.  In  fact,  every 
expense  that  can  enter  into  the  construction  has  been 
anticipated  and  costs  allowed. 

The  following  is  a  recapitulation  of  Mr.  Menocal's  esti- 
mates,  corrected  to  January  31,  1890: 

RECAPITULATION. 

Eastern  Division, ^23,686,048  30 

San  Francisco  Division, 5.163,318  10 

Lake  and  River  Division, 5,692,556  70 

Western  Division, : 17,525.417  45 

$52,067,340  55 
Surveys,   hospitals,   shops,    management  and   con- 
tingencies, 25  per  cent., 13,016,835  45 

Grand  total, $65,084.17600 
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Early  in  the  year  1889  the  eagineering  estimates,  plans 
and  all  oflBcial  data  that  had  been  previously  collected,  and 
that  had  a  bearing  upon  the  technical  question  were  sub- 
mitted to  a  board  of  distinguished  civil  engineers  for  their 
revision  and  opinion. 

The  gentlemen  referred  to  were : 

Mr.  John  Bogart,  State  Engineer,  State  of  New  York. 

Mr.  E.  T.  D.  Myers,  Railroad  Engineer,  Richmond,  Va. 

Mr.  A.  M.  Wellington,  editor  Engineering  News,  of  New 
York. 

Mr.  H.  A.  Hitchcock,  Prof.  Engineering,  Dartmouth 
College. 

Mr.  Charles  T.  Harvey,  former  Chief  Engineer,  St. 
Mar}'''s  Falls  Locks. 

All  are  well-known  and  distinguished  in  their  profession. 
The  report  of  these  gentlemen  is  an  exhaustive  document, 
going  at  length  into  all  the  details.  They  give  their 
reasons  in  full  for  increasing  some  of  the  estimates  sub- 
mitted and  make  a  much  larger  contingent  allowance  than 
did  Mr.  Menocal.  .  They  estimate  the  total  cost  of  the  work 
at  $87,799,570. 

Other  engineers  of  high  repute  have  examined  all  our 
data,  which  are  very  voluminous,  and  contracting  engineers 
have  also  submitted  proposals  for  different  sections  or 
divisions  of  the  work  after  a  careful  and  minute  inspection 
of  the  whole  line.  A  contracting  firm  of  entire  competence 
and  responsibility  stands  ready  to  contract  for  all  the  work 
required  west  of  the  lake,  for  a  sum  within  our  engineers' 
estimate. 

The  work  is  projected  as  a  private  enterprise,  and  we  are 
well  aware  that  other  expenses,  which  the  engineers  cannot 
take  into  account,  must  be  provided  for ;  such  as  commis- 
sions for  raising  the  required  capital,  interest  on  the 
several  amounts  paid  in  during  construction  and  accruing  < 
before  the  line  can  earn  dividends.  We  base  our  calcula- 
tions on  a  total  expenditure  of  all  kinds — to  be  incurred 
before  the  route  is  opened  for  traffic — of  $100,000,000,  which, 
is  substantially  what  the  Suez  Canal  cost. 

The  time  required  for  the  execution  of  this  great  work, 
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which   is,   perhaps,  the  most   important  undertaking  yet 
remaining  for  our  race  to  accomplish,  is  estimated  at  six 
years  by  conservative  engineers  who  have  studied  carefully 
every  physical  question  connected  with  it. 
^  \^To  be  continued.'] 


The    development    of    AMERICAN  ARMOR- 

PLATE. 


By  F.  Lynwood  Garrison. 


\Concluded  from  vol,  cxxxiii^  p,  4S3'^ 
THIRD   DAY,  JANUARY  1 3,  1 892. 

Both  plates  tested  on  this  day  were  made  by  Carnegie, 
Phipps  &  Co.  One  of  them  was  a  low-carbon  steel  plate 
and  the  other  was  high-carbon  nickel-steel,  both  treated  by 
the  Harvey  process.  The  plates  corresponded  in  their 
chemical  composition  with  two  plates  from  the  Bethlehem 
Iron  Company  tested  in  the  former  trials.  Their  value 
for  comparative  purposes  was  somewhat  lessened  by  the 
fact  that  neither  was  up  to  the  proper  dimensions.  They 
should  each  have  been  lo^  inches  thick  with  a  superficial 
area  of  8  x  6  feet.  The  steel  plate  was  warped  in  temper- 
ing, and  in  order  to  get  a  flat  surface  for  securing  it 
to  the  backing  it  was  planed  down  so  that  its  thickness 
at  the  sides  was  reduced  about  an  inch.  The  reduction 
at  the  points  of  impact  was  not  so  great.  The  nickel- 
steel  plate  was  cracked  at  one  end,  and  about  twenty  inches 
were  cut  oflf,  reducing  it  almost  to  a  square.  Owing  to 
this  reduced  area,  but  four  shots  were  fired  at  it  instead  of 
five,  as  at  the  other  plates.  Three  six-inch  shots  were  fired 
so  as  to  form  an  isosceles  triangle  with  its  apex  two  feet 
below  the  centre  of  the  upper  edge  of  the  plate,  and  the 
base  angles  two  feet  from  the  bottom  and  two  feet  from  the 
right  and  left-hand  sides,  respectively.  The  fourth  shot  was 
from  the  eight-inch  g^n  at  the  centre  of  the  triangle.  The 
points  of  impact  on  the  steel  plate  were  the  same  as  in  the 
six  plates  previously  tried — a  six-inch  shot  at  each  comer  and 
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an  eight-inch  shot  at  the  centre.     All  the  conditions  of  the 
trial  were  as  before. 

Round  I, 

The  first  shot  was  at  the  upper  right  left  corner  of  the 
steel  plate,  which  was  completely  perforated,  with  a  total 
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Fig  25 — Harvey  low-carbon  steel,  Carnegie  (back). 

penetration  of  thirty-nine  and  one-half  inches.     The  plate 
was  not  cracked.     {Fi^s,  2j,  24^  25  and  -?p.) 

Round  2, 
First  shot  at  the  apex  of  the  triangle  in  the  nickel-steel 
plate.   The  projectile  penetrated  eleven  and  one-half  inches, 
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and  rebounded  slightly  broken,  leaving  an  irregular  hole 
from  which  chips  of  metal  flew  over  the  bomb-proof  and  far 
out  into  the  Potomac  River.  No  cracks  were  visible.  {Figs. 
26^  2j,  28  and  ^p.) 

Round  J, 

Second  shot  at  the  upper  right-hand  corner  of  the  steel 
plate.  It  penetrated  thirty  inches  in  the  plate  and  backing, 
and  cracked  a  triangular  piece  off  the  upper  right-hand 
corner  of  the  plate  with  a  crack  connecting  this  fracture 
with  the  shot  hole.     {Figs,  2j,  2^,  2j  and  2g) 

Round  ^. 

Second  shot  at  the  lower  right-hand  angle  of  the  triangle 
on  the  nickel-steel  plate.  It  penetrated  thirteen  inches, 
leaving  another  ragged  hole  from  which  there  was  another 
shower  of  chips.  There  was  still  no  crack  in  this  plate. 
{Figs.  26.  2j,  28  and  ^p.) 

Round  5. 

Third  shot  at  the  lower  left-hand  corner  of  the  steel 
plate,  and  penetrated  thirty-five  inches  in  the  plate  and 
backing.  The  previous  cracks  were  widened,  and  a  new 
crack  developed  between  the  two  upper  shot  holes.  {Figs, 
23,  24,  25  and  2g) 

Round  6. 

Third  shot  at  the  lower  left-hand  angle  of  the  triangle 
on  the  nickel-steel  plate.  It  penetrated  eleven  inches  and 
remained  intact  in  the  shot  hole.  A  slight  crack  extended 
to  the  side  of  the  plate.     {Figs,  26,  27,  28  and  ^p.) 

Round  7. 

Fourth  shot  at  the  lower  right-hand  corner  of  the  steel 
plate.  It  penetrated  the  plate  and  backing  forty-three 
inches,  and  a  new  crack  was  opened  up  from  the  upper 
left-hand  hole  to  the  left  edge.    {Figs.  2j,  24,  25  and  ^p.) 

Round  8, — Eight'iuch  Gun, 

Fifth  shot  at  the  centre  of  the  steel  plate.  It  went  clear 
through  the  plate  and  backing,  struck  the  sand  bank  behind 
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them  and  glanced  over.    It  was  picked  up  uninjured.    {Figs. 
23,  24,  2S  and  2p,) 

Hound  g, — Eight-inch  Gun, 

Fourth  shot  at  the  centre  of  the  nickel-steel  plate,  which 
had  been  so  weakened  by  the  three  shots  already  grouped 
so  close  together  that  it  was  wrecked.  The  projectile 
encountered  so  little  resistance  that  it  went  on  into  the 
sand  mound.  Cracks  from  two  inches  to  three  inches 
extended  from  the  centre  through  each  shot  hole  to  the 
edges.    [Figs,  26,  27,  28  and  ^9.) 

It  is  very  clear  from  the  above  results  the  steel  plate 
was  very  inferior,  being  little  or  no  better  than  the  com- 
pound plate  tried  at  Annapolis  in  1890. 

The  penetrations  in  the  nickel-steel  plate  were  eleven 
and  one-half,  thirteen  and  eleven  inches  for  the  six-inch 
projectiles,  a  slight  crack  being  developed  at  the  third  shot. 

Considering  the  disadvantages,  as  compared  with  the 
previous  tests  under  which  this  plate  was  tried^  it  certainly 
made  a  very  good  defence,  and  probably  if  of  the  same 
dimensions  and  tested  in  the  same  manner,  would  have 
made  as  good  showing  as  the  similar  Bethlehem  plate. 

The  same  peculiarities  as  regards  the  chipping  of  the 
metal  about  the  points  of  impact,  will  be  observed  in  these 
plates  as  in  all  the  others  treated  by  the  Harvey  process. 

Met/tods  of  Hardening  the  Surface  of  Armor-plates, — Within 
the  last  few  years  two  methods  have  been  suggested  for 
producing  ah  intensely  hard  face  upon  steel,  alloyed-steel 
or  compound  armor-plates.  Several  other  schemes  for  pro- 
ducing a  similar  result  have  been  proposed,  but  the  only 
ones  that  have  in  any  way  been  successful,  are  the  Harvey,, 
and  the  Tresidder  processes.  The  former,  an  American, 
and  the  latter  a  British  adaptation  of  two  old  and  well- 
known  devices  for  superficially  hardening  steel,  viz:  in  the 
Harvey  process,  hardening  by  cementation,  and  in  the  Tre- 
sidder, by  quenching  with  a  spray  or  sprays  of  water. 

The  function  and  desirability  of  this  extra  hard  face  is 
sufficiently  obvious  when  we  consider  the  well-known  fact 
when  a  projectile  enters  a  certain  distance  into  an  armor- 
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plate,  it  receives  great  support  from  the  surrounding  mass 
of  metal,  so  that  any  resistance  offered  to  it  when  it  has  half 
buried  itself  is  very  much  less  effectual  than  if  applied  to 
the  surface. 

This  simple  fact  accounts  for  the  failure  of  compound 
armor  composed  of  a  hard  steel  plate  sandwiched  between 
soft  iron  and  steel  plates.  It  has  been  found  that  a  projec- 
tile which  was  unable  to  penetrate  a  hard  steel  plate  under 
ordinary  circumstances  would  do  so  if  a  layer  of  wrought 
iron  was  added  to  the  front  of  the  steel  face. 

The  aim  of  these  two  processes  is  precisely  the  same,  but 
the  means  quite  different.  For  the  sake  of  brevity  we  may 
consider  the  change  in  the  Harvey  as  chemical,  and  in  the 
Tresidder  as  molecular,  although  as  a  matter  of  fact  there  is 
probably  a  combined  chemical  and  molecular  change  in 
both  cases. 

Harvey  Process. — This  process  was  patented  in  1888,  im- 
proved and  strengthened  by  subsequent  patent  in  1891.* 
It  is  described  in  the  patent  specifications  as  follows : 

"  The  armor-plate  having  been  farmed  of  the  desired  size 
and  shape  from  a  comparatively  low  steel,  such  as  Bessemer 
steel  or  open  hearth  steel,  containing  (say)  'lo  to  '35  per 
cent,  of  carbon,  is  laid,  preferably,  flatwise  upon  a  bed  of 
finely  powdered  dry  clay  or  sand  deposited  upon  the  bottom 
of  a  fire-brick  cell  or  compartment  erected  within  the 
heating  chamber  of  a  suitable  furnace.  The  plate  may  be 
so  embedded  that  its  upper  surface  is  in  the  same  plane 
with  the  upper  surface  of  those  portions  of  the  bed  of  clay 
or  sand  which  adjoins  the  sides  and  ends  of  the  plate,  or 
the  plate  may,  if  desired,  be  allowed  to  project  to  a  greater 
or  less  distance  above  the  surface  of  the  clay  or  sand.  In 
either  case  the  treating  compartment  is  then  partially  filled 
up  with  granular  carbonaceous  material,  which,  having 
been  rammed  down  upon  the  plate,  is  covered  with  a 
stratum  of  sand,  upon  which  there  is  laid  a  covering  of 
heavy  fire-bricks.  The  furnace  is  then  raised  to  an  intense 
heat,  which  is  kept  up  for  such  period  of  time  as  may  be 

*  U.  S.  Patents  376,194,  and  460,262. 
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required  for  the  absorption  by  the  metal  adjoining  the 
upper  surface  of  the  plate  of  (say)  an  additional  one  per 
cent,  (more  or  less)  of  carbon;  or,  in  other  words,  the 
quantity  of  carbon,  in  addition  to  that  originally  present, 
which  may  be  necessary  to  enable  the  said  metal  to  acquire 
the  capacity  of  hardening  to  the  desired  degree.  The 
temperature  of  the  heating  chamber  outside  of  the  treating 
compartment  is  brought  up  to  a  height  equal  to  or  above 
that  required  to  melt  cast  iron,  and  is  kept  up  for  a  greater 
or  less  length  of  time,  according  to  the  depth  of  the  stratum 
which  it  is  intended  to  charge  with  an  excess  of  carbon. 
This  period,  however,  will,  of  course,  vary  according  to  the 
efficiency  of  the  furnace. 

"The  degrees  of  efficiency  possessed  by  different  furnaces 
can  only  be  satisfactorily  ascertained  by  actual  trial. 
When  ascertained,  the  reproduction  of  given  results  merely 
requires  the  re-establishment  of  the  conditions  as  to  time 
and  temperature  under  which  said  results  have  been  pre- 
viously observed  to  be  obtained.  This  involves  merely  the 
maintenance  of  the  furnace  at  a  heat  sufficient  to  melt 
cast  iron  for  the  period  which  by  previous  observation  has 
been  ascertained  to  be  the  period  required  for  adding  to 
the  tenacity  of  the  steel  and  for  the  supercarburization  of 
the  plate  to  the  prescribed  extent  and  depth.  For  example, 
a  plate  (say)  ten  and  one-half  inches  in  thickness,  composed 
of  a  comparatively  low  steel  containing  (say)  -35  per  cent, 
of  carbon,  may  be  charged  with  additional  quantities  of 
carbon,  gradually  varying  in  amount  from  (say)  one-tenth 
of  one  per  cent,  at  a  depth  of  three  inches  beneath  the 
surface  of  the  exposed  side  of  the  plate  to  one  per  cent,  at 
the  surface  thereof  by  a  continuance  of  the  treatment  for  a 
period  of  (say)  120  hours  after  the  furnace  has  been  raised 
to  the  required  temperature. 

"  The  statement  that  the  heat  at  which  the  furnace  is 
maintained  is  sufficient  to  melt  cast  iron  is  to  be  regarded 
as  approximate  merely.  The  more  intense  the  heat  the 
better,  and  while  it  will,  of  course,  be  understood  that  the 
longer  the  treatment  is  continued  the  greater  will  be  the 
depth  to  which  the  carbon  penetrates  beneath  the  surface 
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against  which  the  carbonaceous  material  is  packed,  it  is 
also  to  be  remarked  that  the  penetration  of  the  carbon  is 
greatly  facilitated  by  the  continuous  firm  compression  of 
the  carbonaceous  material  against  the  plate.  As  a  general 
rule,  the  thicker  the  armor-plate  the  greater  will  be  the 
permissible  depth  of  supercarburization.  A  ten-and-one- 
half-inch  plate  and  a  depth  of  supercarburization  of  three 
inches  are  herein  referred  to  merely  for  the  purpose  of 
illustration.  After  the  conclusion  of  the  carburizing  treat- 
ment the  plate  is  taken  out  of  the  furnace,  and  without 
removal  of  the  carbonaceous  material  from  its  surface,  is 
allowed  to  cool  down  to  the  proper  temperature  for  chilling. 
During  the  cooling  operation  the  carbonaceous  material 
protects  the  hot  supercarburized  surface  from  the  air,  and 
thus  prevents  the  formation  of  scale,  which,  if  present, 
would  interfere  with  the  subsequent  hardening  of  the 
metal  beneath  it.  The  carbonaceous  material,  however, 
may  without  injurious  consequences  be  temporarily  re- 
moved from  and  quickly  replaced  upon  small  portions  of 
the  supercarburized  surface  for  the  purpose  of  exposing- 
them  for  observation.  When  it  is  seen  that  the  super- 
carburized surface  is  so  far  cooled  down  as  to  have  a  dull 
cherry-red  color,  the  carbonaceous  material  is  quickly- 
removed,  and  the  plate  is  then  chilled  by  being,  sprayed 
with  torrents  of  cold  fluid  or  by  being  submerged  and  kept 
in  motion  until  cold  in  a  large  body  of  cooling  fluid. 

**  ^^S^*  3^  is  a  transverse  vertical  section  of  the  furnace, 
showing  the  armor-plate  and  the  cell  or  compartment 
containing  the  bodies  of  material  in  which  the  armor-plate 
is  inclosed.  Fig,  ji  is  a  transverse  section  of  a  portion  of 
an  armor-plate  shaded  to  symbolically  represent  variable 
degrees  of  supercarburization  at  different  depths  beneath 
the  surface  upon  the  side  intended  for  exposure  to  the 
impact  of  projectiles.  In  Fig,  jo  the  furnace  A  is 
represented  as  provided  with  a  movable  cover  A\  or  it 
may  be  constructed  with  reference  to  having  one  or  both 
of  its  end  walls  removed  to  facilitate  the  removal  of  the 
plate  in  a  horizontal  direction. 

"  Within  the  heating  chamber  A'  of  the  furnace  is  the 
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treating  cell  or  compartment  B,  which  is  preferably  pro- 
vided at  the  bottom  with  a  series  b  of  parallel  rails,  which 
are  embedded  in  a  stratum  of  sand  C  of  the  same  height  as 
the  rails  and  are  intended  for  the  support  of  the  armor- 
plate  D,  The  space  around  the  ends  and  sides  of  the 
armor-plate  is  also  filled  with  sand  C  nearly  or  quite  to  the 
top   of  the  plate.    A   stratum   of  granular  carbonaceous 


Fig.  30. 
material  E,  rising  to  a  height  of  (say)  eight  inches  above 
the  upper  surface  of  the  plate  D,  is  tightly  rammed  down 
on  to  the  top  of  the  plate  and  is  surmounted  by  a  stratum 
of  (say)  two  inches  of  sand  F^  covered  by  a  layer  G  of  heavy 
fire-brick.  The  stratum  of  sand  F  and  the  layer  of  fire- 
brick G  not  only  protect  the  carbonaceous  material  from 
the  fire,  but  also  serve  to  weight  the  carbonaceous  material 
down  upon  the  plate." 
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The  treating  compartment  B  is  heated  by  the  flames  and 
hot  products  of  combustion  from  the  fire  chamber  H,  which 
are  led  upward  through  the  flues  H  and  directed  inward 
over  the  tops  of  the  treating  compartment  and  finally  dis- 
charged into  the  chimney  or  smoke  stack  H^. 

The  carbonaceous  material  referred  to  is  probably  char- 
coal, although  it  is  likely  other  substances  have  been  tried. 
The  length  of  time  necessary  to  effect  this  carburization  is 
probably  nearer  two  weeks  or  336  hours,  than  120  hours  as 
stated.  Of  course  the  length  of  this  period  depends  largely 
upon  the  size  of  the  plate  treated ;  it  seems  the  8x6  feet  by 
loj^  inch  plates  tested  at  Indian  Head  required  two  weeks 
or  more.     It  must  be  remembered,  however,  the  process  has 


Fig.  31. 

by  no  means  been  perfected,  and  there  can  be  no  doubt  this 
period  of  time  will  be  materially  reduced  in  treating  the 
larger  plates. 

A  great  difl5culty  met  with  in  treating  armor-plates  by 
the  Harvey  method,  is  their  tendency  to  warp  or  twist  during 
the  operation  or  in  the  subsequent  quenching  and  temper- 
ing.  This  difficulty  is  not,  however,  peculiar  to  the  Harvey 
treated  plates  and  will  be  doubtless  overcome  as  it  has  been 
in  other  cases. 

Another  objection  urged  against  the  Harvey  method  of 
treatment  does  not  appear  to  be  so  serious.  When  iron  or 
steel  is  subjected  to  the  intense  heat  of  the  carburizing 
atmosphere  of  a  cementing  chest  or  furnace,  certain  chemi- 
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cal  reactions  appear  to  take  place  in  the  interior  of  the 
metallic  mass  by  which  gases  and  gaseous  compounds  are 
liberated. 

Percy  states,*  these  gases  are  probably  due  to  the  reduc- 
tion of  part  of  the  protoxide  of  iron,  with  the  evolution  of 
carbonic  oxide.  While  this  might  be  true  with  wrought 
iron  containing  intermingled  slag  or  cinder,  it  seems  pos- 
sible but  to  a  very  slight  degree  with  steel  produced  by 
casting  into  an  ingot. 

It  would  seem  out  of  place  in  a  paper  of  this  character  to 
enter  into  a  discussion  of  these  most  interesting  chemical 
phenomena;  we  know  from  the  researches  of  Miiller  and 
othersf  that  steel  under  most  all  circumstances  contains  con. 
siderable  quantities  of  the  gases  hydrogen,  nitrogen  and 
carbonic  oxide.J 

Furthermore,  we  know  that  when  steel  is  highly  heated 
portions  of  these  gases  and  gaseous  compounds  escape  from 
the  metal ;  it  is  therefore  easy  to  imagine  how  the  blisters 
may  be  formed  by  the  gases  rising  to  the  surface  of  the 
metal  but  not  quite  breaking  through  its  outer  skin  or  layer. 

The  formation  of  these  will  obviously  decrease  the  thick- 
ness and  homogeneity  of  the  hardened  face  of  the  armor- 
plate  and  if  any  depth  below  its  surface  must  somewhat 
decrease  its  ballistic  resistance.  It  is  difficult  to  see  how 
this  obstacle  can  be  overcome  in  the  manufacture  of  the 
plate ;  even  compressed  steel  will  evolve  some  gas  when 
heated.  It  is  difficult  to  see,  however,  how  these  blisters 
can  be  considered  a  serious  drawback  to  the  efficiency  of  an 
armor-plate  unless  they  are  at  a  considerable  depth  below 
the  surface,  which  is  not  often  the  case. 

As  we  have  already  seen  the  Harvey  process  is  essen- 
tially a  cementing  one,  the  additional  hardness  given  by  it 
to  an  armor-plate  being  produced  by  a  superficial  increase 
of  its  content  of  combined  carbon.  This  increase  does  not 
extend  far  into  the  steel,  as  the  amount  of  carbon  thus 
added,  appears  to  vary  inversely  with  the  depth. 

♦  Iron  and  Steel,  p.  772. 

t  Sec  Howe's  Metallurgy  of  Steel,  p.  105,  et  al, 

X  Iron,  1879,  p.  649;  also  1883,  pp.  51,  244  and  245. 
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The  following  analyses  give  the  varj'ing  amounts  of 
carbon  in  two  steel  rails  treated  by  the  Harvey  process. 
The  idea  is  to  make  the  top  of  the  rail,  which  is  exposed  to 
wear,  hard,  whilst  the  balance  of  the  rail  remains  soft  and 
not  subject  to  danger  from  breakage.* 

Amount  of  Carbon. 

, ^ ' 

Depth.  No.  I.  N:  2. 

Inches.         •  Rail.  Rail. 

A 076  076 

\ 0-42  042 

A o'33  031 

i 0-30  0-30 

I 0*30  0-30 

\ 0-33  030 

f 0-30  0*27 

f 0*30  0*28 

I 027  o  26 

ij 027  C*26 

li 0-27  025 

Flange, 0*24  0*27 

The  hard  face  of  the  Harvey  treated  Bethlehem  steel 
plate  of  the  Indian  Head  trials  of  October  31,  1891,  showed 
by  analysis  the  following  composition  :  f 

Combined  carbon o  58  o'56 

Graphitic  carbon 008  005 

Phosphorus,      0043  — 

Manganese, 0498  — 

Silicon, 0093  — 

Sulphur 0019  — 

Specific  gravity 7845  — 

While  the  Harvey  process  has  in  a  measure  accomplished 
the  object  for  which  it  was  designed,  it  seems  to  the 
author  its  present  status  cannot  be  considered  satisfactory. 
It  is  at  the  best  an  exceedingly  difficult  and  cumbersome 
operation  to  superficially  cement  and  then  to  quench  and 
temper  such  large  masses  of  metal  as  ten  and  twelve-inch 
steel  armor-plates.  The  time  required  to  accomplish  the 
object  is  great  and  the  cost  must  be  excessive,  besides,  the 

*  Iron  A/^t',  January  21,  1892,  p.  118. 

t  The  author  is  indebted  to  Mr.  James  S.  de  Benneville  of  Dr.  Genth*s 
laboratory  for  this  analysis. 
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results  obtained  are  uncertain  and  unreliable,  as  the  plates 
may  warp  or  blister  to  such  an  extent  as  to  be  worthless 
for  defensive  purposes.  The  process  will  undoubtedly  be 
improved,  for  as  the  author  has  remarked  before,  many  of 
the  obstacles  to  its  successful  operation  are  mechanical. 
To  the  author's  mind  such  cumbersome  operations  for 
hardening  armor-plate  seem  essentially  wrong;  it.  seems 
to  him  the  properties  which  produce  the  hardening 
effect  should  be  inherent  in  the  metal  itself,  and  whether  it 
be  in  the  ingot  or  finished  state  these  properties  should 
remain  latent  until  developed  in  quenching  and  tempering. 
Whether  such  properties  exist  in  ordinary  high-carbon 
steel  or  nickel-steel  armor-plate  and  can  be  developed  by 
such  methods  of  quenching  as  the  Tresidder  process, 
remains  to  be  seen.  The  Tresidder  process  certainly  appears 
to  have  met  with  sufficient  success  to  cause  it  to  command 
our  most  careful  consideration,  although  the  description  of 
its  details,  and  the  results  obtained  by  its  application  so 
far  made  public  are  exceedingly  limited. 

Tresidder  Process, — This  improved  system  of  quenching 
appears  to  be  covered  by  the  two  British  patents-,  5,551,  of 
1 89 1,  and  22,177,  of  1 89 1,  granted  to  T.  J.  Tressider,  late 
Captain  of  H.  M.  Royal  Engineers.  It  is  stated  in  the 
specifications  that  the  invention  was  suggested  by  the 
apparently  unsatisfactory  action  of  a  water  bath  in  harden- 
ing large  masses  of  steel,  due  chiefly  to  the  formation  of  a 
steam  envelope  round  the  immersed  article,  which  envelope 
being  continually  broken  and  re-formed  during  the  early 
stages  of  quenching,  only  allows  the  heat  to  be  abstracted 
spasmodically  instead  of  with  the  uniformity  which  is  the 
first  requisite  for  a  successful  result ;  that  the  superior 
action  of  an  oil  bath  is  due  not  to  the  chemical  composition 
of  the  oil  but  to  the  absence  of  this  steam  envelope ;  and 
that  the  improvement  in  the  action  of  a  water  bath  due  to 
the  addition  thereto  of  glycerine,  or  of  any  substance 
tending  to  raise  the  boiling  point,  is  to  be  explained  in  the 
same  way. 

The  object  of  the  invention  is  to  so  apply  water  in 
quenching  steel  that  the  formation  of  a  steam   envelope 
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shall  be  impossible:  but  the  invention  is  not  limited  to 
water  alone,  as  any  fluid  or  gas  may  be  applied  in  the  same 
manner. 

It  is  claimed  that  the  result  of  this  method  of  quenching 
is  to  produce  an  intense  superficial  hardness  in  the  surface 
of  compound,  steel  or  alloyed-steel  plates,  as  well  as 
increased  tenacity  and  toughness,  such  as  has  hitherto  been 
obtained  by  oil  quenching  and  annealing.*  The  injurious 
and  commonly  fatal  internal  strains  produced  by  ordinary 
water  quenching  are  entirely  avoided  in  this  method. 

The  method  of  procedure  is  very  fully  stated  by  Capt. 
Tresidder  in  British  patent  22,177,  1891,  from  which  we 
quote  at  length :  ^ 

"  If  the  plate  to  be  treated  is  a  compound  plate,  I  make 
it  and  machine  it  in  the  usual  way  except  that  I  use 
false  templates  to  which  to  bend  it.  These  false,  tem- 
plates are  constructed  from  the  designer's  templates,  as 
will  be  described  further  on.  When  the  plate  is  finished  as 
far  as  regards  all  machine  work  to  the  steel  portion,  all  holes 
(if  there  be  any,  such  as  those  tapped  in  the  top  edges  of 
belt  plates  for  the  deck  attachment),  in  the  steel,  are  plugged 
with  flush  wrought-iron  screw  plugs  arranged  so  as  to  be 
withdrawn  with  facility,  similarly  any  key  ways  in  the  edges, 
if  in  the  steel  portion,  are  fitted  with  temporary  keys.  The 
plate  is  then  carefully  heated  in  a  furnace  to  a  *  hardening 
heat'  which  will,  of  course,  vary  with  the  nature  of  the 
steel ;  ordinarily  a  moderate  red  heat  will  suffice.  When 
hot  enough  it  is  taken  from  the  furnace  and  deposited  steel 
side  up  on  four  supports  in  a  large  flat  tray  {Fig,  J2)  in  such 
a  way  that  the  edge  of  the  tray  is  everywhere  a  little  higher 
than  the  bottom  of  the  plate.  An  apparatus,  which  I  call 
a  douche,  consisting  of  a  system  of  pipes,  perforated  with  a 
large  number  of  small  holes,  in  connection  with  water 
supply  {Figs,  J2  and  jj)  is  then  brought  up  and  supported 
a  little  above  the  plate,  and  the  water  is  turned  on.  At 
first  the  water  quenches  the  steel  side  only,  but  in  a  few 

♦  Although  it  is  not  stated  in  the  patent  specificatian,  high-carbon  steel 
or  nickel-steel  is  presumably  included. 
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moments  the  tray  becomes  full  and  forms  a  bath  to  the 
lower  iron  side.  The  object  of  this  is  to  reduce  the  warp- 
ing of  the  plate,  which  it  does  by  about  one-half ;  it  also 
tends  to  assist  the  chilling  action  of  the  douche  above,  but 
the  soft  iron  on  which  it  acts  is  not  aflfected.*     If  the  utmost 


Fig.  32. 

possible  degree  of  hardness  is  desired  the  douching  is  con- 
tinued till  the  plate  is  cold,  but  I  sometimes  stop  the  water 
after  all  redness  has  disappeared,  throw  on  the  plate  some 
scraps  of  soft  alloy,  and  turn  on  the  water  again  as  soon  as 
these  scraps  show  signs  of  melting.     In  this  way,  by  using 


f 


a/ 


ff 


jp^j°w»6\i«L'l^^ 


Fig.  33. 
alloys  of  suitable  melting  points,  the  plate  can  be  tempered 
with  great  nicety  to  any  required  degree.     When  the  plate 
is  cold  it  will  be  found  to  have  its  proper  finished  shape  if 


*  This  description  applies  to  compound  plates,  but  as  we  have  stated  the 
invention  is  not  confined  to  this  type  of  plate.  F.  L.  G. 

Vol.  CXXXIV.  3 
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the  false  templates  have  been  correctly  made  and  worked 
to.  The  temporary  plugs  and  keys  (if  any)  can  then  be 
withdrawn  and  the  bolt  holes  drilled  and  tapped  in  the  back 
to  complete  the  plate.  No  correction  whatever  of  the 
edges  should  be  required,  but  if  a  little  proves  necessary  I 
employ  an  emery  wheel  mounted  in  the  tool  box  of  a  plan- 
ing machine,  and  independently  driven,  as  a  planing  tool. 
In  order  to  prevent  too  great  rapidity  of  cooling  at  the  cor- 
ners of  the  plate  I  sometimes  attach  thereto  iron  shoes 
{f^^S-  34)  which  modify  the  chilling  action  of  the  water  at 
those  parts.  In  special  cases  the  edges  of  the  plate  also 
may  be  protected  in  a  similar  manner  even  to  the  extent  of 
keeping  them  soft  enough  to  be  machined  {Fig,  34). 


Fig.  34. 

"  If  the  plate  to  be  finished  is  a  compound  plate  (steel 
face  and  iron  back)  to  be  finished  with  considerable  curva- 
ture (as  a  turret  or  conning  tower  plate,  etc.),  I  proceed 
exactly  as  described  above  except  that  instead  of  a  tray  I 
use  a  second  douching  apparatus  to  cool  the  under  side  of 
the  plate  {Fig.  jfj.  This  acts  upwards,  but  it  must  be 
remembered  in  all  cases  that  the  douche  which  is  to  harden 
the  plate  is  at  its  best  advantage  when  acting  directly 
downwards. 

**  If  the  plate  to  be  treated  is  a  compound  steel  plate  in 
which  the  back  is  of  so  mild  a  nature  as  to  undergo  water 
quenching  without  losing  toughness,  the  double  douche  as 
described  for  a  curved  compound  plate  may  be  used ;  but  if 
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it  is  undesirable  to  quench  the  back  then  the  downward 
douche  on  the  face  only,  without  any  tray  to  hold  the  water 
up  against  the  back,  is  to  be  preferred.  In  this  last  case  the 
false  templates  will  require  to  be  differently  designed,  as 
described  further  on.  Another  method  is  to  use  the  double 
douche  with  water  above  the  plate,  and  air  or  wet  air  below." 
(4)  If  the  plate  to  be  treated  is  a  homogeneous  steel  plate 
requiring  toughness  throughout  rather  than  a  hard  face, 
either  the  double  douche  or  the  single  douche  with  tray  will 
be  eflficient,  and  false  templates  are  not  very  important  in 
such  a  case  since  the  plate  can  be  "  set "  after  treatment 
without  heating.  But  in  a  case  of  this  kind  I  prefer  to  use 
a  double  douche  of  a  wet  air  applied  in  the  same  way  as 


Fig.  35. 

the  water.  The  air  is  wetted  by  passing  through  a  chamber 
into  which  tiny  jets  of  water  are  allowed  to  play  or  by  the 
method,  described  in  my  patent  12,347  of  1887,  and  it  then 
passes  into  a  box  one  side  of  which  is  full  of  perforations 
or  into  the  same  douche  as  described  for  use  with  water  or 
other  fluid. 

"Repeated  experiments  have  shown  that  the  warping 
produced  by  quenching  a  straight  plate  nine  or  ten  inches 
thick  from  one  side  only  is  of  a  uniform  convexity  towards 
the  quenched  side,  and  that  the  amount  of  convexity  is  about 
three-eighths  inch  in  a  distance  of  four  feet ;  also  that  the 
warping  of  a  steel-faced  compound  plate  of  the  same  thick- 
ness quenched  from  both  sides  is  similar  in  nature,  but  less 
in   extent   being  at   the   rate  of  about  one-fourth  inch  in 
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distance  of  four  feet.  Homogeneous  steel  plates  equally- 
quenched  from  both  sides  after  being  uniformly  heated 
have  no  tendency  to  warp.  Experiment  has  also  shown  that 
by  bending  a  flat  plate  till  it  is  concave  on  the  side  to  be 
hardened  to  an  extent  determined  in  the  manner  above  spe- 
cified, its  flatness  will  be  restored  by  the  warp  due  to  quench- 
ing. Thus  plates  to  be  treated  by  this  process  must  be 
originally  bent  with  less  convexity  on  the  hard  side  than 
ultimately  required,  and  the  proper  form  for  the  false  tem- 
plates previously  alluded  to  can  be  arrived  at  approximately 
by  applying  one  of  the  corrections  g^ven  above  and  with  accu- 
racy after  a  few  trials  with  the  particular  kind  of  plate  to  be 
treated.  Thin  plates  warp  more  than  thick  ones.  A  plate 
four  inches  thick  shows  a  convexity  of  one-half  inch  in  four 
feet  when  hardened  on  one  side. 

"As  regards  the  water  pressure  to  be  used  I  prefer  a  high 
pressure,  say  eighty  pounds  to  the  square  inch,  but  this 
depends  greatly  upon  the  area  of  the  surface  to  be  treated ; 
in  any  case  there  must  be  sufficient  volume^  of  water  to 
cause  a  brisk  flow  from  all  the  apertures  of  the  douching 
apparatus.  For  the  air  or  wet  air  quenching  a  pressure  of 
about  ten  pounds  to  the  inch  will  suffice. 

"The  action  of  the  water  douche  on  high  carbon  steels  is^ 
as  might  be  expected,  to  produce  intense  hardness.  As  the 
carbon  is  lower,  the  hardening  becomes  less  marked,  but  an 
appreciable  hardening  or  stiffening  effect  is  produced  with 
steels  containing  as  little  as  two-tenths  of  one  per  cent,  of 
carbon.  In  such  a  case  the  effect  of  the  treatment  resembles 
that  obtained  by  hardening  a  steel  of  somewhat  higher  car- 
bon in  oil  at  about  1,500°  F.,  and  then  annealing  at  about  900® 
F.  The  wet  air  has  a  milder  action  (on  large  masses)  about 
that  of  oil  hardening  at  1,300°  F.,  and  annealing  at  1,200°  F. 
Dry  air,  especially  hot  dry  air,  has  the  mildest  effect  of  all, 
but  the  uniform  distribution  of  the  cooling  action  peculiar 
to  this  invention  always  results  in  improving  the  steel." 

It  seems  rather  odd  that  the  application  of  this  kind  of 
device  to  armor-plate  should  be  patented  at  this  late  day. 
A  number  of  years  ago  Jarolimek  mentions  the  difficulty  of 
hardening  steel  in  water,  owing  to  the  formation  of  a  film  of 
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steam  on  the  surface  of  the  heated  metal,  and  suggests  the 
use  of  jets  and  sprays  as  obviating  to  a  great  degree  the 
difficulty.* 

He  particularly  recommends  a  fine  spray  of  water  pro- 
duced by  means  of  an  air  blast,  and  states  "  this  apparatus 
affords  a  mixture  of  air  and  fine  particles  of  water,  which 
strike  with  great  velocity  against  the  hot  steel,  the  result 
is  not  only  a  rapid  conversion  into  steam,  but  the  steam 
formed  is  quickly  carried  away,  so  that  it  is  possible  to 
obtain  extraordinary  hardness  and,  what  is  more  important, 
a  uniform  hardness  in  the  steel.'*t 

The  degree  of  hardness  obtained  will,  of  course,  depend 
greatly  upon  the  amount  of  carbon  present,  the  lower  the 
carbon  the  more  rapid  and  violent  the  cooling  must  be  to 
produce  the  hardest  effect  possible.  Pure  cold  water  is 
undoubtedly  the  best  substance  for  producing  the  hardness 
so  essential  to  armor-plate.  When  applied  in  the  manner 
described  by  Capt.  Tresidder,  its  maximum  efficiency  in 
rapid  cooling  is  probably  reached,  besides,  in  order  to  pro- 
duce a  uniformity  of  hardness  it  is  essential  that  the  quench- 
ing should  be  coincident  over  the  entire  surface  of  an  armor- 
plate.  These  requirements  the  Tresidder  method  appears 
to  meet,  and  it  seems  likely  it  will  give  good  account  of 
itself  in  the  near  future. 

The  results  of  the  only  important  trials  of  Tresidder 
treated  plates  which  have  been  made  public  are  those  of 
the  Nettle  trials  at  Portsmouth,  October  2,  1891.  Some 
experimental  plates  were  tried  at  Shoeburyness  during  the 
summer  of  1891,  but  the  results  obtained  were  not  as 
important  as  the  more  recent  ones.:j: 

The  Tresidder  treated  plate  tested  at  Portsmouth  was 
made  by  Brown  &  Co.,  of  Sheffield,  on  the  Ellis  system  of 
making  compound  plates.     It  was  of  the  usual  dimensions, 

*  The  ef)iciency  of  a  water  spray  or  douche  in  hardening  tools  is  wdl 
known.  F.  L.  G. 

t  Metallurgical  Reinew,  No.  i,  1877-1878,  pp.  157,  158. 
\  Engineer,  November  6,  1891,  p.  374.    Engineerings  November  6,  1891, 
p.  543. 
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8x6  feet  by  lo^^  inches,  and  weighed  9*4  tons.  The  condi- 
tions  of  the  trial  were  as  follows :  Gun  B.  L.,  six-inch ; 
powder,  48  pounds;  projectile,  100  pounds;  range,  30  feet; 
striking  velocity,  1,950  f.  s.;  striking  energy,  2,637  f-  ^-^ 
energy  of  each  blow,  288  f.  t.  per  ton  of  plate.  Rounds  i, 
2  and  5  Holtzer  a.  p.  projectiles ;  rounds  3  and  4  Palliser 
chilled  iron  projectiles — no  eight-inch  projectiles  were  used. 
It  will  thus  be  noted  while  many  of  the  conditions  are 
similar,  the  test  was  much  less  severe  than  those  of  the 


Fig.  36. 

Annapolis  and  Indian  Head  trials,  where  all  the  six-inch 
projectiles  were  Holtzer  steel,  and  in  all  cases  an  eight-inch 
projectile  was  fired  into  the  centre  of  each  plate. 

Round  I,  at  lower  right-hand  corner,  projectile  broke 
up,  bulge  on  back  0*4  inch ;  two  cracks  developed  {Figs.  j6 
and  J7.)  Round  2,  upper  left-hand  corner,  projectile  broke 
up;  bulge  on  back  0*9  inch,  several  cracks  developed. 
Round  3  (Palliser),  upper  right-hand  corner,  projectile 
broken  up;  bulge  at  back  0'6  inch.  Round  4  (Palliser), 
lower  left-hand  corner,  projectile  broken  up  ;  bulge  at  back 
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o*3  inch.  Round  5,  centre,  projectile  broken  up;  bulge  at 
back  one  inch,  numerous  cracks  developed.*  {Pigs-  J^ 
and  J7.) 

A  rather  marked  peculiarity  observed  in  some  of  the 
plates  at  the  Indian  Head  trials  was  the  apparent  diflference 
in  the  resisting  power  at  the  several  points  of  impact  on 
the  same  plate.  Thus  in  the  Carnegie  low-carbon  nickel- 
steel   plate   {Fi^s.  10,  11  and  14)  the  penetrations  of    the 
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Fig.  37. 
upper  two  six-inch  projectiles  was  26*5  and  26*3  inches 
whilst  the  lower  two  were  only  14*6  and  13*1  inches.  A 
similar  peculiarity  was  observed  in  the  Harvey  high-carbon 
nickel-steel  Bethlehem  plate ;  in  this  case  the  penetrations 
on  the  right-hand  side  of  the  plate  were  6-8  and  7*3  inches, 
on  the  left  twelve  and  twelve  and  one-quarter  inches,  showing 
one  side  to  have  about  half  the  resistance  of  the  other.  It 
will  be  noticed  from  Plate  II  and  the  preceding  table,  the 


*  Engineer,  November   1 3, 
1891.  p.  571. 


1 89 1,   p.  397.     Engineering,  November   13, 
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penetration  of  the  third  snot  on  the  Harvey  low-carbon 
steel  Bethlehem  plate  was  2696  inches,  being  about  two 
and  one-half  times  greater  than  the  other  six-inch  projectiles 
penetrations  on  the  same  plate.  Again,  in  the  case  of  the 
Harvey  low-carbon  nickel-steel  Carnegie  plate  the  fourth 
six-inch  projectile  penetrated  20*5  inches  or  about  one-fourth 
more  than  the  other  six-inch  projectiles  on  the  same  plate. 
(See  Figs,  17,  18  and  22.) 

A  somewhat  similar  irregularity  was  observed  in  the 
previously  mentioned  Brown  compound  plate  treated  by  the 
Tresidder  process.  (See  an/e,  and  Figs.  36  and  37),  The 
lower  part  of  this  plate  appearing  to  be  considerably  harder 
than  the  upper. 

It  is  likely  the  irregularities  in  the  last  two  Harvey 
treated  plates  are  due,  in  part  at  least,  to  a  want  of  uniformity 
in  the  supercarbonized  or  hardened  face. 

In  the  two  previous  cases,  however,  this  cause  could 
hardly  account  for  the  great  and  what  one  might  term  a 
regular  irregularity  or  difference  in  ballistic  resistance. 

It  has  been  unofficially  stated  that  this  regular  difference 
in  resistance  at  the  two  sides  or  ends  of  the  same  plate  was 
due  to  the  manner  of  quenching;  that  the  plates  were 
lowered  into  the  oil  bath  sideways  or  endways,  as  the  case 
may  be,  and  as  a  consequence  but  a  small  portion  of  the 
oil  could  come  in  contact  with  the  heated  metal  at  the  same 
instant.  The  oil  thus  becoming  locally  or  highly  heated  it 
could  not  produce  the  same  chilling  eflfect  on  all  parts  of 
the  plate. 

This  difficulty  is  readily  overcome,  however,  by  lowering 
the  plate  into  the  oil  or  water-bath,  as  the  case  may  be, 
face  downwards  so  that  the  chilling  effect  takes  place  prac- 
tically at  the  same  moment  over  its  entire  surface. 

The  author  understands  this  was  done  in  the  case  of 
several  of  the  plates  at  the  Indian  Head  trials.  The  pene- 
trations in  both  of  the  high  carbon  nickel-steel  plates  were 
certainly  comparatively  uniform. 

Under  ordinary  circumstances  the  degree  of  hardness, 
imparted  by  quenching  is  dependent  upon  three  conditions, 
viz:  the  amount  of  carbon  present  in  the  steel;  the  differ- 
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ence  of  temperature  between  the  heated  metal  and  the  fluid 
employed,  or  the  rapidity  with  which  the  cooling  takes 
place. 

The  problem  now  before  steel  armor-plate  makers  is  to 
produce  the  greatest  degree  of  hardness  and  elasticity  with 
the  least  amount  of  carbon,  because  the  greater  the  amount 
of  carbon  in  the  steel  the  more  difficult  it  is  to  work. 

Cumbersome  methods  for  increasing  the  content  of  car- 
bon and  consequently  the  hardness,  are  not  desirable.  It 
seems  safe  to  assume  that  the  maximum  hardening  effort 
of  the  carbon  usually  present  in  the  steel  is  seldon  or  never 
developed  by  the  common  methods  of  quenching  armor-plate. 
Large  masses  of  steel  can  never  be  hardened  to  the  same 
degree  as  a  small  tool,  for  instance,  by  a  simple  immersion 
into  a  cooling  fluid.  Apparently  the  lower  the  carbon  the 
more  rapid  and  violent  the  cooling  should  be  to  yield  a 
maximum  of  strength  and  hardness. 

The  elasticity  of  the  steel  is  to  a  certain  degree  regulated 
by  the  difference  of  temperature  between  the  heated  metal 
and  the  fluid  employed.  This  difference  should  be  great  if 
harder  steel  with  less  elasticity  is  desired — and  conversely. 

These  conditions  can  be  modified  by  using  a  warm  liquid 
for  cooling,  or  one  of  high  conductivity  without  changfing 
the  temperature  of  heating. 

Oil  quenching  usually  gfives  a  higher  tensile  strength  and 
elongation  than  water  quenching.  Oil  or  water  quenching 
is  sometimes  apt  to  produce  splits  and  cracks,  and  for  that 
reason  molten  lead  has  been  largely  used  in  France. 

With  lead  quenching  the  chilling  effect  is  of  course 
slight,  but  the  cooling  is  very  slow  and  regular,  which  for 
some  reasons  is  very  desirable.  Some  very  hard  steels  can 
be  quenched  in  lead  which  could  not  be  treated  successfully 
in  any  other  manner. 

The  Soci^t^  Chatillon  et  Commentry  claim  that  their 
armor-plate  tempered  (quenched)  by  their  lead  bath  system 
shows  much  greater  resistance  than  the  plates  treated  by 
the  ordinary  methods.* 


*  Le  Genie  Civil,  vol.  xiii,  pp.  22-24. 
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The  claims  made  for  this  system  of  lead  quenching  are 
undoubtedly  extravagant ;  such  a  slow  and  gradual  cooling" 
cannot  harden  the  steel,  but  it  will  probably  increase  the 
elastic  limit  and  elongation  and  possibly  the  tensile  strength. 
The  increase  of  these  factors  will,  of  course,  tend  to  increase 
the  ballistic  resistance  to  a  limited  extent.  A  very  hard 
face  cannot  be  developed  by  this  or  any  other  system  of 
quenching  by  immersion  if  steels  or  nickel-steels  of  the 
average  composition  (say  0*40  per  cent,  carbon  and  three 
per  cent,  nickel)  are  used. 

The  entire  subject  of  quenching  and  tempering  steels  is 
a  most  troublesome  one,  and  one,  moreover,  about  which 
there  is  much  to  be  learned.  It  is  not  particularly  difficult 
to  obtain  a  desired  temper  with  small  masses  of  steel,  such 
as  tools,  etc.,  but  in  dealing  with  such  large  masses  as  armor- 
plate  in  which  internal  strains  are  easily  set  up,  the  problem 
becomes  a  most  difficult  one. 

The  thickness  of  armor  cannot  be  increased  beyond  its 
present  proportions  unless  the  specific  gravity  of  the  mate- 
rial used  be  much  less  than  that  of  steel.  The  improvements 
made  in  armor  to  meet  the  increasing  power  of  the  gun 
must,  therefore,  be  in  the  line  of  hardness  and  elasticity ; 
how  this  is  to  be  accomplished,  it  remains  for  the  metal- 
lurgist to  determine. 
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The   construction   and    INTERIOR   ARRANGE- 
MENT OF  BUILDINGS  DESIGNED  TO  BE 

USED  AS  THEATRES. 


By  C.  ^ohn  Hexamer. 


\^Read  at  the  stated  meeting  of  the  Institute^  held  Wednesday,  May  18,  fSg2.'] 

Ten  years  ago  I  read  a  communication  before  the  Institute 
"  On  the  Prevention  of  Fires  in  Theatres,"  which  was  gene- 
rally applicable  to  the  theatres  of  our  country.  I  have  been 
called  upon  by  your  Committee  on  Meetings  to  say  a  few 
words  on  the  same  subject  to-night,  but  more  specifically  in 
regard  to  local  conditions.  My  remarks  of  ten  years  ago 
appeared  in  the  Journal,  and  the  matter  seemed  of  such 
importance  to  the  Institute  that  a  special  committee,  with 
myself  as  chairman,  was  appointed  to  investigate  and 
suggest  better  features  in  our  American  theatres. 

Although  not  as  much  good  as  we  had  anticipated 
resulted  from  our  labors  (embodied  in  a  printed  report),  we 
at  least  had  the  satisfaction  of  knowing  that  many  of  our 
suggestions  were  adopted  in  the  rating  schedules  of  under- 
writers; some,  which  had  been  decried  as  impractical  by 
stage  carpenters,  have  been  introduced,  and  are  now  regu- 
larly in  use  in  a  number  of  places  of  amusement.  It  is  diffi- 
cult to  achieve  progress  of  any  kind  where  a  decided 
material  return  is  not  in  view  for  the  money  expended. 

Allow  me  to  rapidly  make  a  few  suggestions  which  are 
no  longer  novel,  recapitulating  much  that  I  have  said  on 
former  occasions,  before  proceeding  to  what  is  new  and  of 
local  importance. 

A  theatre  should  consist  of  four  separate  and  distinct 
buildings,  like  the  Park  Theatre,  separated  by  substantial 
brick  walls,  rising  above  the  roofs,  all  communication  to 
be  cut  ofif  by  the  best  known  fire-resisting  means.  [The 
Park  Theatre  is,  however,  not  a  fire-proof  structure,  although 
in  its  general  plan  the  most  rationally  designed  of  all  our 
Philadelphia  play-houses,  and  should  it  at  any  time  burn 
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down,  do  not  accuse  me  of  the  statement  that  it  was  fire- 
proof !] 

(i)  There  should  be  a  fire-proof  auditorium  (as  fire- 
proof office  buildings  are  now  constructed). 

(2)  A  stage  building. 

(3)  A  fire-proof  building  for  dressing-rooms,  etc. 

(4)  A  fire-proof  storage  room  for  scenery,  properties, 
^tc,  with  fire-proof  doors. 

The  proscenium  wall  should  rise  well  above  the  roofs 
of  all  the  buildings,  with  an  iron  girder  covered  by  a  good 
non-conductor,  relieved  by  an  arch,  the  weight  of  the  wall 
above  being  sustained  by  the  arch,  so  that  if  the  girder 
gives  way,  by  exposure  to  the  intense  heat  of  a  fire,  the 
wall  will  remain  in  place.  Designers  and  managers  usually 
prefer  to  close  ofif  the  stage  opening,  square  at  the  top^ 
Where  this  is  not  desired  the  girder  should  be  dispensed 
with.  The  wall  should  cut  the  stage-floor  with  incombustible 
material.  When  several  years  ago  the  Academy  of  Music 
was  improved  I  again  made  this  suggestion  (this  had  pre- 
viously been  decried  as  an  absurdity  and  practical  impossi- 
bility) which  was  carried  out,  and  has  been  in  use  since 
without  annoyance  or  inconvenience  of  any  kind.  The 
wooden  stage  floor  was  cut,  the  wall  being  "  brought  up  " 
near  the  level  of  the  stage  floor,  and  was  finished  oflf  on  the 
top  with  a  heavy  coat  of  cement  which,  when  dry,  corre- 
sponded in  color  with  the  wooden  floor,  and  is  not  notice- 
able from  the  auditorium.  Instead  of  being  disagreeable 
to  dancers,  I  was  informed  by  the  late  Mr.  Higbee,  that  the 
"'premieres^'  selected  the  smooth,  hard  cement  pavement  for 
their  ''tour  de  forced  It  is  self-evident  that  where  the 
wooden  stage  floor  is  unbroken  by  an  incombustible  barrier, 
fires  will  be  transmitted  beneath  the  fire  curtain  from  the 
stage  to  the  auditorium. 

The  curtain  should  be  of  real  asbestos,  not  half  cotton, 
with  an  interior  network  of  strong,  woven,  pliable  wire  to 
give  it  tensile  strength,  and  should  slide  in  iron  grooves,  at 
least  six  inches  deep  on  both  sides  of  the  stage,  securely 
bolted  into  the  masonry  of  the  proscenium  wall. 

All  of  the  four  buildings  should  be  provided  with  large, 
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separate  exits  to  the  open  air.  Every  part  of  the  audi- 
torium should  have  separate  exits,  and  the  exit  of  one 
part  should  never  be  allowed  to  discharge  into  that  of 
another. 

All  corridors  should  increase  in  width  from  the  theatre 
to  the  open  air. 

All  extra  exits  (fire  corridors)  should  be  marked  as  such 
in  large,  bold  letters ;  should  be  lighted  by  oil  lamps  (not 
petroleum  products ;  sperm  or  lard  oil  is  recommended),  and 
should  be  unbarred  from  the  opening  of  the  theatre  until  it 
is  closed.  Before  the  close  of  every  performance,  they 
should  be  opened,  so  that  the  extra  exits  may  become 
known  to  the  public. 

All  doors  should  open  outwards  (a  precaution  which  is. 
still  neglected  in  some  of  our  concert  club  halls). 

Long  rows  of  seats  should  not  be  permitted.  Rows- 
should  be  cut  by  aisles  at  short  intervals. 

Movable  seats  should  not  be  allowed.  Seats  should 
be  tightly  screwed  to  the  floor.  Fixed  chairs  with  a  springs 
attachment,  which  throws  back  the  seats  when  not  occupied, 
are  strongly  recommended. 

No  scenery,  properties,  materials  or  impediments  of  any 
description  should  be  allowed  to  remain  in  the  corridors. 

The  fire-proof  drop-curtain  should  be  kept  down  at  all 
times  except  during  rehearsals  and  performances;  after 
which  it  should  be  immediately  let  down,  and  not  raised 
until  a  few  minutes  before  the  beginning  of  the  next  per- 
formance. The  lowering  apparatus  should  be  so  arranged 
that  the  curtain  will  be  lowered  automatically  in  case  of 
fire. 

Doors  in  fire  walls  should  have  stone  sills,  and  should  be 
tin-lined  on  both  sides,  constructed  according  to  the 
underwriters'  specifications,  without  springs  or  locks,  so- 
they  can  readily  be  opened. 

Incandescent  electric  lights  should  be  used  throughout,. 
and  all  others  should  be  prohibited  on  the  stage. 

The  system  of  lighting  the  stage  should  be  separated 
from  that  of  lighting  the  auditorium ;  each  should  have  a. 
distinct  circuit.    The  system  should  be  installed  under  the 
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direction  of  the  electric  light  inspector  of  the  Fire  Under- 
writers* Association.  An  ordinance  should  prohibit  theuse 
of  lights  until  so  approved,  and  the  certificate  of  approval 
has  been  issued,  and  a  fine  of  $i, coo  for  each  oflfence  should 
be  imposed.  •  Should  managers  be  satisfied  in  placing  electric 
lights  like  gas  lights,  and  leaving  them  in  place  as  they 
usually  do  the  latter,  there  would  be  little  danger  from 
incandescent  lights  which  have  been  inspected  and  passed ; 
but  electric  lights  are  so  easily  moved,  and  the  novel  scenic 
effects  which  can  be  contrived  with  them  are  so  tempting, 
that  these  are  frequently  rearranged  and  this  practice 
becomes  exceedingly  dangerous  when  carried  on  by  ignorant 
persons,  therefore  expert  supervision  is  most  necessary. 

It  seems  clearly  established  that  the  recent  Central 
Theatre  fire  was  caused  by  a  gas  light,  which  would  have 
been  impossible  had  electric  incandescent  lights  been  used 
-exclusively.  It  may  not  be  uninteresting  to  quote  here 
what  we  advocated  ten  years  ago  : 

"  The  greatest  number  of  fires  are  caused  by  the  parapher- 
nalia of  illumination.  The  danger  of  coal  oil,  which  is 
much  used  in  our  country  and  Western  theatres  as  an  illu- 
minating agent,  is  self-evident,  but  the  hazards  of  gas, 
which  until  within  a  few  years  was  the  safest  material  at  ou 
command,  are  not  so  well  understood.  Besides  the  dangers 
of  leakage  and  explosions,  we  have,  in  the  case  of  illumin- 
ation, hundreds  of  y&w^j  spread  throughout  a  building,  each 
forming  a  dangerous  sphere  around  itself.  Although  the 
last-named  dangers  can  and  should  be  lessened  by  proper  pre- 
•cautions,  such  as  wire  baskets  and  shields  over  the  flames, 
still,  when  we  consider  the  close  proximity  of  the  border 
lights  to  combustible  gauzes  and  canvas,  and  ponder  on  the 
hazards  of  temporary  illuminating  eflfects,  where  jets  are 
fed  through  rubber  hose  which  must  be  removed  during 
change  of  scene,  we  must  ask  is  there  no  other  method  of 
illuminating  by  which  equally  good  artistic  effects  may  be 
produced,  and  which  at  the  same  time  will  lessen  or  entirely 
do  away  with  the  hazards  of  the  present  system  ?  Fortu- 
nately  means  are  now  at  hand.  By  the  labor  of  eminent 
electricians,  we  have  at  our  disposal  an  agent  by  which  the 
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same,  if  not  more  brilliant,  effects,  than  with  gas  can  be 
produced,  while  doing  away  with  the  dangers  of  gas,  the 
lamps  themselves  being  absolutely  safe,"  etc. 

Where  electricity  is  generated  in  the  theatre,  the  boilers, 
-engfine  and  dynamo  should  not  be  located  in  the  stage 
building,  and  lights  in  stairways  should  receive  their  cur- 
rents from  outside  independent  sources. 

A  large  reservoir,  the  bottom  at  least  ten  feet  above  the 
highest  sprinkler,  holding  at  least  5,000  gallons  should 
be  introduced.  It  should  always  be  kept  full  of  water, 
•connecting  with  the  stand  pipes  and  not  allowed  to  freeze. 
(This  can  easily  be  accomplished  by  passing  the  exhaust 
steam  pipe  through  it.) 

Every  theatre  should  be  supplied  with  a  sufficient  num- 
ber of  fire  liydrants,  connected  with  the  tank,  with  hose 
and  nozzle  attached  ready  for  instant  use  and  not  remov- 
able.  The  tank  connection  is  important  as  the  city  water 
pressure  is  so  feeble  in  some  districts  (having  been  found 
by  actual  tests  to  be  as  low  as  twenty  and  twenty-six  pounds), 
that  it  would  be  impossible  to  squirt  to  the  top  of  the 
stage,  with  the  appliances  now  in  use  in  some  play-houses. 

The  stage  and  workshops,  and  if  there  is  an  attic  above 
the  auditorium,  this  also,  should  be  fully  equipped  with  an 
approved  system  of  automatic  sprinklers,  connected  with 
two  supplies,  an  approved  pump  and  tank,  both  of  which 
should  be  located  outside  of  the  stage  building.  Automatic 
apparatus  is  worthless  unless  in  perfect  working  order,  and 
should,  therefore,  frequently  be  carefully  inspected,  tested 
and  reported  upon.  The  following  underwriters'  report  on 
the  sprinkler  system  of  one  of  our  theatres  will  give  you  an 
idea  how  this  should  be  done ;  also  of  the  necessity  of  laws, 
official  municipal  inspections,  and  fines  for  neglect  in  these 
matters.    [I  withhold  the  name  of  the  theatre.] 

System;  Wet  Pipe ;  Equipment. — Full  protection  under 
roof,  gridiron,  fly  galleries  and  stage. 

Water  Supply. — 4,000  gallon  tank  on  roof.  Bottom  of  tank 
is  elevated  ten  feet  above  highest  sprinklers.  Tank  is  filled 
by  steam  pump  and  has  steam  pipe  inside. 

Condition  of  Equipment. — Fair.     Rising  main  is  three  inch. 
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Pipe  sizes  are  correct.  Check  valve  at  tank  to  operate  auto- 
matic alarm,  which  is  located  on  stage  and  in  good  order. 
Pet  cocks  in  upper  part  of  system.  No  city  water  or  pump 
connections  for  supply.  No  hose  attached  to  sprinkler  sys- 
tem.    Draw-off  pipe  approved. 

Remarks. — The  water  in  tank  has  been  repeatedly  found 
lotv  and  frozen^  and  //  is  evident  that  proper  attention  is  not  given 
to  the  sprinkler  system.  We  therefore  rescind  the  sprinkler 
allowance  until  further  notice. 

A  sufficient  number  of  fire  buckets  (used  in  case  of  fire 
only),  kept  always  filled,  should  be  distributed  conspicuously 
over  the  premises. 

Each  theatre  should  have  at  least  two  firemen  (one  on 
each  side  of  the  stage). 

Every  play-house  should  be  connected  with  the  nearest 
fire  station  by  electric  alarms  in  the  office  and  on  the  stage, 
the  latter  to  be  further  thoroughly  equipped  with  automatic 
alarms. 

Theatres  should  be  patrolled  at  day  and  night  by  watch- 
men, who  should  be  controlled  by  electric  watch-clocks,, 
wi Jh  stations  distributed  over  various  parts  of  the  buildings, 
records  to  be  kept  on  file  for  the  examination  of  the  inspector. 

No  smoking  should  be  allowed  in  the  theatre,  except 
where  required  on  the  stage  in  the  representation  of  plays. 

Steam  or  hot  water  should  be  exclusively  employed  for 
heating. 

Scenery  and  other  stage  supplies  should  not  be  stored  on 
the  stage,  but  in  a  separate  fire-proof  dock. 

No  more  scenery  should  be  put  upon  the  stage  than 
is  necessary  for,  at  most,  two  performances. 

The  use  of  fireworks,  roman  candles,  red  fires,  etc.,  should 
only  be  permitted  when  it  has  been  shown  to  the  Theatre 
Inspectors*  satisfaction  that  the  scenery  and  gauzes  have 
been  impregnated  by  proper  substances,  and  that  the  wood^ 
work  has  been  covered  by  some  satisfactory  solution. 

Wads  of  pistols  and  guns  should  be  of  hair  only — not 
paper  or  cotton. 

If  straw,  hay  or  any  other  easily  inflammable  substance 
be  required  in  a  scene,  it  should  be  impregnated    and 
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be  removed  to  a  fire-proof  place  immediately  after  the  scene 
in  which  it  is  used. 

So  much  interest  was  manifested  in  an  exhibition  of  some 
'^ fire-proofed''  (impregnated)  substances  and  the  results 
seemed  to  be  so  novel  to  many  of  those  present  that, 
perhaps,  a  few  additional  remarks  may  not  be  amiss.  Ten 
years  ago  I  wrote : 

"The  experiment  of  making  certain  pieces  of  decoration 
of  an  incombustible  material  has  been  tried  many  times, 
and  with  considerable  success.  Especially  the  flies,  as 
being  most  exposed  and  hanging  among  the  border-lights, 
have  in  some  cases  been  made  of  fine  wire  gauze.  The 
interstices  were  then  filled  with  an  incombustible  substance, 
and  the  flies  were  then  painted  in  the  usual  manner.  This 
method  certainly  gives  entire  security  against  fire,  and  the 
greater  amount  of  first  cost  is  more  than  counter-balanced 
by  their  greater  durability ;  but  the  inconvenience  of  hand- 
ling such  pieces  is  greatly  increased  by  their  greater  weight, 
making  them  practically  impossible  for  drops,  and  larger 
wings  and  flats/* 

Another  device  is  to  protect  the  wood  and  canvas  by 
painting  it  with  suitable  materials,  and  thus  to  make  it 
incombustible. 

After  the  rebuilding  of  the  Opera  House  at  Munich 
(destroyed  by  fire,  1823),  the  wood-work  was  given  a  few 
coats  of  water-glass.  This  kept  well  for  twenty  years,  but 
later  trial  showed  that  the  coating  of  water-glass  had 
changed  its  chemical  composition^  and  gave  no  further  security. 

Water-glass  is  further  objectionable  on  account  of  the 
gloss  it  imparts  to  scenery,  thereby  reflecting  light,  and 
spoiling  the  artistic  effect  of  the  painting. 

The  impregnation  of  scenery  before  painting  has  been 
strongly  advocated,  and  especially  of  the  aforementioned 
flies.  Some  of  the  different  substances  used  for  this 
purpose  are  alum,  sodium  sulphate,  borax,  the  soluble 
fluorides,  and  calcium  sulphate.  It  was  claimed  that  by 
impregnation  canvas  became  so  far  incombustible  that 
it  could  neither  propagate  flames  nor  glow  for  any  length 
of  time,  and  even  under  great  heat  would  only  char. 
Vou  CXXXIV.  4 
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After  the  fire  at  the  Berlin  Opera  House  the  authorities 
ordered  the  soaking  of  all  scenery  in  a  solution  of  alum. 

The  same  question  was  raised  and  given  to  a  commission 
to  decide  some  twenty-five  years  ago  in  Paris.  On  account 
of  the  report  of  this  commission  an  ordinance  was  issued 
enforcing  the  impregnation  of  all  scenery.  This  was 
carried  into  effect  in  several  theatres  until,  unexpectedly, 
some  impregnated  gauze  was  set  on  fire  by  the  heat  of  a 
candle.  The  mayor  had  the  case  investigated.  It  was 
found  that  the  ingredients  used  had  lost  their  protective 
power,  and  had  changed  the  chemical  composition  of  the 
paint. 

The  writer  ascribes  the  failure  of  these  experiments  to 
the  manner  in  which  the  process  was  conducted;  the  canvas 
being  in  all  cases  merely  soaked  in  the  solution  and  then 
dried  and  painted.  If  a  piece  of  canvas  is  soaked  in  water- 
glass  and  allowed  to  dry,  the  liquid  in  losing  its  water  will 
contract  more  and  more,  until  finally  the  solid  particles  will 
sit  loosely  on  the  yarn  of  the  canvas. 

Again,  sodium  tetra-silicate  (water-glass  being  soluble  in 
water),  is  dissolved  on  coming  in  contact  with  water.  The 
water-colors  used  in  scene  painting  may  therefore  have  dis- 
solved the  greater  part  of  the  silicate  at  the  start. 

To  obviate  this  the  author  would  suggest  the  following: 
After  thoroughly  soaking  the  canvas  in  water-glass  it  should 
be  placed  in  a  dilute  solution  of  hydrochloric  acid;  this 
would  precipitate  the  silica  inside  of  the  fibres  of  the  yarn 
itself.  The  reaction  being  the  formation  of  silica,  sodium 
chloride  and  water;  viz:  Na2vSi409  -h  HCl  =  4Si02  +  2NaCl 
-h  HjO.  The  silica,  being  insoluble  in  water,  could  not  be 
washed  out,  and,  on  account  of  its  precipitation  in  the  fibres, 
could  not  readily  be  thrown  out,  this  process  being  a  parallel 
case  to  the  use  of  a  mordant  in  dyeing;  the  linen  in  that 
case  being  first  soaked  in  color,  and  this  then  precipitated 
(made  fast)  by  the  mordant.  As  silica  has  no  gloss,  this 
process  would  also  get  over  that  difficulty. 

Of  course,  any  other  incombustible  substance  precipi- 
tated  into  the  fibres  will  answer  as  well  as  the  above. 

Other  solutions  recently  recommended  for  purposes  of 
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impregnation  are  :  Versmann's  and  Oppenheim\s,  who  advise 
a  solution  of  2  parts  of  sodium  tungstate  A\ith  3  parts  of 
sodium  phosphate;  NicoU,  one  consisting  of  6  parts  of  alum, 
2  parts  borax,  and  i  part  dextrine  dissolved  in  soap- water ; 
Siebdrath  uses  5  parts  of  alum,  5  of  ammonium  phosphate, 
and  100  parts  water;  Patera,  15  parts  borax,  \\\  parts  of 
sodium  sulphate,  and  100  of  water:  Martin  (see  later  inven- 
tion further  on),  8  parts  ammonium  sulphate,  2\  of  sodium 
carbonate,  3  parts  boracic  acid,  2  of  borax,  2  of  starch  and 
100  of  water.  And  very  recently  it  has  been  suggested  to 
use  a  solution  of  magnesium  chloride. 

The  combustibility  of  scenery  is  also  greatly  lessened  by 
painting  it  on  both  sides,  as  the  fuzz  on  the  back  of  scenery, 
along  which  flames  spread,  is  thereby  destroyed,  etc. 

Scenery  might  be  made  much  safer  than  it  is  by  simply 
whitewashing  the  back  of  it,  thus  destroying  the  fuzz.  This 
is  an  exceedingly  cheap  and  simple  operation,  and  there  can 
be  no  excuse  for  not  carrying  it  out,  etc. 

And  in  the  later  committee's  report : 

*'The  only  manner  in  which  the  dangers  of  fireworks 
may  be  lessened  is  by  **  impregnating''  all  scenery  and  gauze 
by  approved  processes.  Your  committee  has  for  the  past 
six  months  experimented  with  all  ascertainable  processes 
of  impregnation.  A  process  which  your  committee  has 
found  to  be  deserving  of  entire  public  confidence  is  that  of 
Dr.  J.  Pafen,  of  Frankfort,  Germany. 

**  Satisfactory  results  have  also  been  obtained  by  the 
processes  of  Gautsch  and  Judlin,  by  sulphate  of  ammonia^ 
and  by  silica  deposited  in  the  fibres  by  precipitation. 

Besides  impregnating  the  scenery,  the  woodwork  should 
be  covered  with  some  fire-proof  paint.  Your  committee 
•experimented  with  a  large  number  of  solutions,  and  had 
most  satisfactory  results  from  real  'asbestos  paint/  and  espe- 
cially from  the  so-called  asbestos  concrete.'' 

I  will  now  add  that  the  following  processes  are  patented 
in  the  United  States  : 

(i)  Zapfle,  No.  199,950,  February  5,  1878. 

(2)  Mathes,  No.  254,560,  March  7,  1882. 

(3)  Bartlett,  No.  300,190,  June  10,  1884. 
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(4)  Frohlich,  No.  310,404,  January  6,  1885. 

(5)  Smith,  No.  314,886,  March  31,  1885. 

(6)  Konrad,  No.  319,100,  June  2,  1885. 

(7)  Martin,  No.  331,312,  December  i,  1885. 

(8)  Sornberger,  No.  362,232,  May  3,  1888. 

,  X    (  Mclntyre,  No.  391,327,  October  16,  1888. 
^^    (Mclntyre,  No.  391,261,  October  16,  1888. 

The  compositions  of  which  are  roughly  as  follows :  (Those 
specially  interested  can  readily  look  up  more  thoroughly 
the  specifications  in  the  institute  library.) 

(/)  Zapfle — Hydrochloric  acid  (purified  by  chloride  of 
barium),  carbonate  of  lime,  crystallized  alum  (with  potassa 
base),  chlorate  of  ammonia,  borax  and  water. 

(2)  Mathes^2  parts  soda,  i  part  alum,  f  part  borax,  \  part 
potash,  6  parts  water-glass,  and  water. 

(j)  Bartlett — 200  gallons  water,  400  pounds  sodic  chloride, 
200  pounds  ammonium  chloride,  and  a  solution  of  156 
pounds  carbonate  of  potash  and  hydrochloric  acid,  neutral- 
ized by  75  pounds  of  bicarbonate  of  soda. 

(4)  Frohlich — Compound  of  silicate  of  soda,  alum,  sodium 
chloride  and  phosphate  of  ammonia. 

(5)  Smith — Sulphite  or  hyposulphite  of  soda  with  muriate 
of  ammonia ;  common  rock  salt  is  added  for  incrustation. 

(6)  Kofirad — Solution  of  sulphate  of  ammonia,  carbonate 
of  ammonia,  borax,  bichloride  of  mercury,  peppermint,  car-^ 
bolic  acid,  bitungstate  of  soda,  and  chloride  of  lime,  trans- 
formed into  an  emulsion  by  leading  into  the  solution  the 
products  obtained  from  the  distillation  of  a  solution  of 
Peruvian  balsam  and  camphor  in  acetic  ether. 

(7)  Martin — (Specimens  of  inflammable  substances  treated 
by  this  process  were  shown  and  tested  at  the  meeting.) 
Glycerine,  ammoniacal  salts  and  fire-resisting  and  preserva- 
tive substances.  Specified  as  2  parts  by  weight  of  glycerine,. 
I  carbonate  of  ammonia,  8  liydrochlorate  of  ammonia,  '8 
soluble  cream  tartar,  -8  oxalate  of  potash,  8  boracic  acid  and 
water. 

(8)  Somber ger — i  gallon  water,   i)4   pounds  chloride  of 
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sodium,  I J^  pounds  chloride  of  ammonium,  10  to  30  grains 
potassium  permanganate,  4  ounces  sodic  sulphate. 

(9)  Mclntyre — Ammoniacal  and  preservative  salts  and 
sulpho-ricinoleate  of  ammonia. 

I  have  had  occasion  to  test  the  latter  with  good  results. 
It  is  claimed  that  the  sulpho-ricinoleate  prevents  the  drop- 
ping out  of  the  salts :  which  in  case  of  the  Martin  process 
is  accomplished  by  means  of  glycerine. 

The  trouble  with  most  solutions  has  been  that  when  the 
salts  have,  in  the  course  of  time,  become  thoroughly  dried 
they  drop  out  of  the  fibres ;  this  can  be  prevented  by  using 
a  hygroscopic  substance  in  the  compound,  as  glycerine  in 
the  Martin  process,  which,  although  in  minute  quantities, 
continues  to  absorb  moisture  from  the  atmosphere,  thus 
preventing  the  absolute  drying  and  disintegration  of  the 
salts.  I  can  see  no  reason  why  other  hygroscopic  sub- 
stances, such  as  calcium  chloride,  zinc  chloride,  etc.,  will  not 
serve  the  same  purposes  as  glycerine  in  such  compounds. 

Laws  making  the  treatment  of  scenery  in  new  theatres 
compulsory  (as  in  New  York),  have  not  been  successful. 
Although  the  ''stock"  scenery  of  a  new  theatre  must  be 
impregnated  before  the  play-house  is  allowed  to  be  opened ; 
the  travelling  companies,  with  each  piece,  bring  in  materials 
which  have  not  been  treated,  and  which  may  cause  a  fire. 
The  only  remedy  would  be  stringent  laws  and  heavy  fines 
against  the  use  of  any  untreated  materials. 

A  large  smoke  flue  should  be  provided  above  the  stage. 
Automatic  devices  are  recommended.  These  and  the 
reasons  for  their  introduction  I  described  in  a  former  paper. 

That  the  public  itself  may  have  control  in  this  matter,  a 
complaint  book  should  be  laid  open  to  the  public  in  every 
theatre,  where  any  individual  may  enter  faults  of  construc- 
tion or  arrangement  which  he  has  noticed.  This  book 
should  not  be  the  property  of  the  proprietor  of  the  theatre, 
but  should  belong  to  the  Theatre  Inspector,  the  Fire 
Marshal  and  Building  Inspectors. 

The  workshops  and  paint  loft  should  be  outside  of  the 
stage  building. 

Ground  plans  of  the  auditorium,  giving  a  clear  idea  of 
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the  building,  corridors,  stairways,  etc.,  should  be  promi- 
nently located  in  the  halls,  and  should  be  printed  on  the 
back  of  programmes. 

We  all  know  by  experience  that  any  matter  which  devolves 
on  a  number  of  persons,  especially  when  their  time  is  fully 
occupied  by  other  duties,  is  done  badly,  or  not  at  all.  As 
the  old  adage  has  it,  "  Everybody's  business  is  nobody's 
business ;"  therefore,  in  order  to  keep  control  of  the  various 
theatres,  a  theatre  inspector  should  be  appointed,  who 
should  have  full  power  to  enter  a  theatre  at  any  moment, 
and  whose  duty  it  should  be  to  see  that  these  or  other  sug- 
gestions, made  law  by  ordinance  of  Councils  or  an  act  of 
Legislature,  are  faithfully  carried  out,  to  inspect  watchmen's 
records,  etc.,  test  fire  appliances,  and  once  a  month  make  a 
report  on  each  theatre. 

These  reports  should  be  kept  on  file  by  the  Director  of 
Public  Safety,  and  can  be  used  as  evidence  against  mana- 
gers, or  against  the  inspector,  should  he  become  derelict 
in  his  duties. 

I  quote  an  Underwriters'  Association  report,  in  order  to 
give  a  general  idea  how  such  reports  should  be  made.  (I  pur- 
posely do  not  give  the  name  of  the  theatre,  which,  since 
this  inspection,  has  been  somewhat  improved.) 

Date 

Report  No 

Location 

Building  and  Fixtures, — Walls  brick ;  roof  tin  and  slate, 
mansard  in  rear ;  cornice  wood,  boxed ;  walls  coped  5  feet 
lower  than  building  adjoining  on  east ;  12  inches  between 
front  communicating  building  and  theatre  on  south ;  sky- 
lights thick  glass,  no  screws ;  columns  iron  in  galleries ; 
galleries  two ;  ceilings  plastered ;  communication  to  front 
building,  occupied  by  merchant  tailor,  gas  burner  company 
and  offices  and  lobby  of  theatre ;  fire  shutters  and  doors  none ; 
heating  by  furnaces  well  arranged ;  lighting,  city  gas,  each 
section  separated  and  controlled  at  gas  table  on  stage  ;  gas 
lighted  by  electric  spark;  border,  foot  lights  etc.,  caged ; 
proscenium,  arch,  frame ;  electric  arc  lighting  in  lobby  and 
in  front  on  street. 
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Fire  Protection. — The  fire  protection  consists  of  a  three-inch 
stand  pipe  supplied  by  city  main,  with  only  one  outlet  which 
is  in  property  room  at  rear  of  stage,  75  feet  of  good  linen 
rubber  lined  2\  inch  hose  attached  to  stand  pipe  by  globe 
valve  and  Jones  coupling ;  one  cask  for  water  each  side  on 
stage  and  one  in  flies  on  the  prompt  side;  six  metal  fire 
buckets  each  side  on  stage  and  two  each  side  in  flies ;  running 
water  on  O.  P.  side  of  bridge ;  no  buckets  in  auditorium ; 
watchman  nights  and  Sundays,  no  clocks ;  city  water  27^ 
pounds  pressure  at  3  P.  M. ;  smoking  allowed  only  as  the 
business  of  the  play  demands. 

General  Information, — No  boiler;  ashes  loose;  waste 
paper,  sweepings  and  rubbish  allowed  to  accumulate  under 
stage ;  carpenter  work  done  on  stage ;  glue  heated  by  gas 
on  bridge  safe;  water  colors  only  used  for  scene  painting; 
scenery  stored  on  stage :  property  and  dressing  rooms  in 
rear  of  stage,  separated  by  frame  partition ;  water  casks  and 
fire  buckets  very  much  neglected ;  in  one  instance  water 
cask  had  fallen  apart  for  want  of  proper  care. 

The  theatre  building  is  in  direct  communication  and  one 
and  the  same  risk  with  building  where  the  merchant  tailor 
tenant  is  using  a  gasoline  pressure  stove  for  generating 
steam  in  sponging  cloth,  carrying  from  one  to  five  gallons 
of  gasoline  on  second  floor;  the  theatre  building  proper 
was  originally  an  old  stable.  Building  in  fair  repair; 
order  and  cleanliness  poor ;  management  fair. 

Improvements. — We  suggest  that  all.gasoline  and  gasoline 
stoves  be  removed  from  building  at  once  ;  fire  buckets  and 
water  casks  to  be  regularly  attended  to  and  kept  full  of 
water;  one  dozen  additional  fire  buckets  be  distributed  in 
galleries  on  hooks;  all  waste  paper  and  sweepings  be 
removed  from  building,  and  under  stage  not  to  be  used  for  a 
general  receptacle  for  waste  paper,  sweepings  and  rubbish. 

And  now,  in  conclusion,  permit  me  to  touch  another  point, 
which,  however,  I  do  with  some  diffidence.  Being  a  resi- 
dent of  the  fifteenth  ward  I  am  fully  imbued  with  the 
positive  general  necessity  of  the  proposed  $6,000,000  boule- 
vard to  the  park.  We  are  all  in  accord  with  the  movement 
to  create   additional   breathing   spots   in  our   city,  and   to 
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expend  a  large  sum  of  money  to  beautify  the  surroundings 
of  the  bourse.  But  where,  permit  me  to  ask,  are  we  more 
in  need  of  open  spaces  than  around  our  places  of  amusement 
where  thousands  nightly  congregate?  The  only  way  in 
which  theatres  can  be  made  safe  is  to  place  them  fronting 
broad  streets  not  less  than  60  feet  wide,  with  wide  open 
spaces  on  both  sides  not  less  than  20  feet — 30  would  be 
better  in  width. 


Plan. 


View. 


Then  fire  escapes,  which  are  what  the  name  implies,  can 
be  erected,  and  not  arrangements  the  descent  of  which  test 
the  skill  of  an  acrobat  in  broad  daylight. 

The  best  system)  of  fire  escapes  is  that  of  separated 
brick  towers  as  introduced  for  permanent  stairways  in 
some  of  our  well  constructed  manufactories.  The  above 
sections  of  a  planjand  bird's-eye  view  of  one  of  our  large 
local  textile  mills,  shows  how  this  is  arranged,  without 
requiring  further^verbal  explanation. 

I  believe  we  have  a  right  to  require  of  our  legislators 
that  they  prohibit  the  erection  of  additional  fire-traps.  But 
what   shall   we  |do_jwith  our  present  theatres  ?  Force  the 
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owners  to  make  them  safe  as  possible  by  ordinances  or  acts 
of  Legislature,  and  let  the  city  condemn  the  requisite 
adjoining  properties,  buy  them,  tear  them  down,  and  place 
breathing  spaces  on  sides  which  are  now  without  outlets. 
We  never  so  long  for  a  breath  of  fresh  air  as  when  in  a 
building  filled  with  smoke. 

I  have  prepared  ground  plans  of  all  the  theatres  of  our 
city  and  surrounding  properties.  It  will  be  seen  on  careful 
inspection  of  the  plans  before  you,  that  the  idea  is  not  as 
extravagant  as  it  appears  at  first  utterance.  Many  of  the 
theatres  are  at  the  intersections  of  streets  needing  but  one 
side.  The  Board  of  Assessors  could  readily  calculate 
what  it  would  cost.  The  matter  should  be  promptly  acted 
upon.  I  believe,  aside  from  the  question  of  hazard  from 
fire,  it  would  be  a  good  investment  for  the  city.  These 
spaces  neatly  kept,  like  little  parks,  would  add  much  to  the 
beauty  of  our  municipality  and  would  give  the  thousands 
who  nightly  attend  our  places  of  amusement,  that  greatest 
of  all  panaceas— pure  air  to  breathe. 
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PROCEEDINGS 

OP   THB 

Chemical  Section 

OF   THB 

Krjlnklin  Instituted. 


\Sta1ed  meeting,  held  Tuesday,  June  21,  /8gj.'] 

Hall  of  the  Franklin  Institute, 
Philadelphia,  June  21,  1892. 

Dr.  Wm.  H.  Wahl,  President,  in  the  chair. 

Present,  nine  members. 

In  the  absence  of  the  author,  the  paper  of  the  evening.  "  On  the  Compo- 
sition  of  the  Liquid  Ammonia  of  the  Trade,  and  how  to  Manufacture  Liquid 
Ammonia  of  99*995  Per  Cent.,"  by  Dr.  Hans  von  Strombeck,  of  New  York, 
was  read  by  the  Secretary. 

The  paper  was  discussed  by  Messrs.  Bower,  Hall  and  Terne  and  was 
referred  for  publication. 

Adjourned.  Wm.  C.  Day,  Secretary. 


On  the  composition  of  the  LIQUID  AMMONIA  of 
THE  TRADE  AND  how  to  manufacture  LIQUID 
AMMONIA  OF  REALLY  99*995  PER  CENT. 


By  Dr.  Hans  von  Strombeck. 


IRead  at  the  stated  meeting  of  the  Chemical  Section,  June  21,  i8g2.'] 

If  the  liquid  ammonia  of  the  trade,  which  is  generally 
labelled  and  advertised  as  chemically  pure  anhydrous  100 
per  cent.,  is  allowed  to  evaporate,  a  yellow  fluid  of  peculiar 
penetrating  odor  and  basic  reaction  is  left  in  the  bottle. 
This  residue  was  left  by  any  liquid  ammonia  which  I  sub- 
jected to  the  test,  though  they  had  been  manufactured  of 
different  raw  materials  and  by  different  processes.  But  the 
quantities  left  by  different  liquid  ammonias  were  quite 
different.  It  is  necessary  to  connect  a  long  spiral  cooler 
with  the  bottle  in  which  the  evaporation  takes  place  and  to 
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surround  the  cooler  with  a  refrigeratincr  mixture,  as  other- 
wise a  large  percentage  of  the  yellow  fluid  is  carried  away 
by  the  evaporating  ammonia.  Sometimes  also  white  needle- 
shaped  crystals  are  left  by  the  evaporating  ammonia,  which 
partly  are  deposited  on  the  lower  parts  of  the  walls,  partly 
swim  on  or  are  dissolved  in  the  above-said  fluid.  These 
crystals  consist  of  sesquicarbonate  or  hartshorn  salt  of 
ammonia  (NHJ^COa  +  NH.HCOs. 

While  this  salt  was  present  in  every  liquid  ammonia 
analyzed,  it  did  not  appear  in  crystalline  form  every  time. 
The  basic  reaction  of  the  above-said  yellow  fluid  is  due  to 
ammonia  absorbed  by  the  same.  By  supersaturation  with 
dry  muriatic  acid,  and  removing  the  excess  by  quick-lime^ 
a  yellow  neutral  fluid  is  obtained.  The  yellow  color  is  due 
to  the  presence  of  mineral  (lubricant)  oil.  By  distillation 
under  reduced  pressure,  the  latter  can  be  separated  out  at 
200  mm.  pressure  between  106°  and  122°  F.,  a  colorless  fluid 
being  obtained  in  the  receiver,  while  all  the  oil  remains  in 
the  still.  Besides  by  hartshorn  salt  of  ammonia,  by  mineral 
oil  and  by  "colorless  fluid,"  as  I  shall  call  it  in  this  paper,, 
the  liquid  ammonia  of  the  trade  is  contaminated  by 
moisture  and  mineral  matter  suspended,  the  latter  consist- 
ing of  sand,  peroxide  of  iron,  etc.  The  mineral  matter  of 
sample  B  contained  also  sulphide  of  iron. 

I  give  the  analyses  of  six  samples  of  so-called  anhydrous 
liquid  ammonia  100  per  cent.,  manufactured  of  diflferent 
raw  material  by  diflferent  processes : 


A. 

B. 

c. 

D. 

E. 

F. 

per  cent. 

per  cent. 

per  cent. 

per  cent. 

per  cent. 

per  cent. 

Amhionia    (by 

difference).    . 

98-976 

96-984 

98  220 

99792 

99-321 

99  180 

Moisture,  .   .   . 

0*040 

0024 

0079 

0078 

0010 

0*032 

Colorless   fluid. 

0950 

2880 

1-644 

01 17 

0622 

0-666 

Hartshorn    salt 

of  ammonia. 

0030 

0099 

0049 

0004 

0043 

0*087 

Lubricant  oil,    . 

o'oo4 

o'oo6 

0005 

0*009 

0*004 

0035 

Mineral  matter. 

traces 

0-007 

000^ 

traces 

traces 

traces 

lOO'OOO 

lOO'OOO 

lODOOO 

100  000 

lOOODO 

lOOODO 

The  colorless  fluid  was  further  investigated.     It  has  a 
specific   gravity   of  0*7948  at   60°  F.;   it   is   miscible  with 
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water,  burns  with  little  luminous  flame,  has  a  specific  odor 
reminding  of  alcohol  and  ketone.  Subjected  to  distillation 
in  fractions  at  atmospheric  pressure  (758  mm.),  it  yielded — 


(i)    as  it  between  136°  and  153°  F.  specific  gravity  at  60°  F.  08048 
<a)    40       *•  153O   "    les'^  "  "  08077 

(3)  14*9        **  "65°   **    17a®  **  "  o'8oi6 

<4)  78-6        •*  1720    •*    180®  "  **  0-7901 


Matnly  consisting  of 
methyl  alcohol  and  acetone  ; 
methyl-  and    ethyl-alcohol  ; 
ethyl-  alcohol ; 
Uopropyl  alcohol. 


The  reaction  for  ketones  was  also  given  by  fraction  No.  2 ; 
traces  could  also  be  detected  in  fraction  No.  3.  The  ketones 
present  can  only  be  acetone  and  methylethylketone.  Besides 
also  traces  of  ethers  may  be  present. 

The  composition  of  different  colorless  fluids  is  slightly 
different,  but  if  any  of  them  or  one  of  its  fractions  is 
brought  into  contact  with  metallic  sodium,  the  whole  mass 
at  once  congeals  to  a  more  or  less  reddish  powder,  hydrogen 
at  the  same  time  being  evolved,  according  to  the  equation : 

Fraction  /.  Fraction  2.  Fraction  3  Fraction  4. 

(I)  CH.OH  +  CHjCCCHj  +  CH3.OH  +  C2H5.OH  +  QHj.OH  +  CH,.CH.OH.CH,  +  aNa,  = 
CH8.0Na  J-  CH,.CO.CH,Na  +  CH,.ONa  +  CaHft.ONa  f  CsHj.ONa  +  CHa.CH.ONa.CH,  +  aH, 

As  to  the  constitution  of  the  sodium  acetone  compound 
which  is  only  of  theoretical  interest,  I  refer  to  Liehigs  Ann. 
Chem,^  i8gi,  266,  /. 

If  we  suppose  the  fractions  containing  two  different 
bodies  to  consist  of  equal  parts  of  each,  and  calculate  the 
bydrogen  which  ought  to  be  evolved  by  the  decomposition 
of  one  part  by  weight  of  colorless  fluid  by  metallic  sodium, 
we  find  that  0*0179  parts  by  weight  of  hydrogen  ought  to 
be  evolved.  By  test  I  found  as  average  of  four  determina- 
tions that  one  part  by  weight  of  colorless  fluid  evolves  0*0166 
parts  by  weight  of  hydrogen  or  ninety-three  per  cent,  of  the 
calculated  quantity.  Taking  into  consideration  that  the 
supposition  on  which  the  calculation  was  based  is  somewhat 
arbitrary,  a  better  agreement  can  hardly  be  expected.  As  one 
part  by  weight  of  hydrogen  requires  twenty-three  parts  by 
weight  of  metallic  sodium  for  its  evolution,  one  pound  of 
colorless  fluid  reqi:ires  0*38  pound  of  metallic  sodium  for  its 
transformation  into  solid  sodium  compound. 

A  reaction  similar  to  that  between  colorless  fluid   and 
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metallic  sodium  takes  place  between  the  latter  body  and  two- 
of  the  other  above-mentioned  contaminations  of  liquid 
ammonia,  viz:  Moisture  and  hartshorn  salt  of  ammonia 
according  to  the  equations. 

{II)  aHaO  +  Na,  =  2NaOH  4-  H, 
and 

(III)  [(NH4),C0,  -I-  NH4HCO,]  +  2Naj  =  3NH3  +  2Na»C0,  +  2H, 

Based  on  the  reactions  which  have  been  given  in  these 
three  equations,  I  devised  a  process  for  the  manufacture  of 
liquid  ammonia  which  on  the  average  contains  99*995  per 
cent,  of  ammonia,  0*005  per  cent,  of  mineral  oil  and  nothing 
else  (U.  S.  Patent  477,089),  the  removal  of  the  oil  being 
impossible  because  of  its  chemical  nature.  The  process  is 
as  follows : 

The  ammonia  gas  which  has  been  manufactured  by  one 
of  the  usual  processes,  and  which  has  been  already  freed  of 
the  bulk  of  its  moisture,  instead  of  being  directly  drawn  into 
the  compressor,  is  first  led  through  a  vessel  filled  with 
molten  metallic  sodium.  Here  in  this  vessel  the  reactions 
described  in  the  above  three  equations  take  place,  whereby 
all  contaminations  present  are  transformed  into  solid  non- 
volatile bodies  and  remain  in  this  vessel,  only  ammonia  gas 
and  the  hydrogen  evolved  escaping  out  of  the  same.  The 
melting  point  of  metallic  sodium  being  at  204°  F,,  it  can 
easily  be  kept  in  a  molten  state  by  return  steam  which 
circulates  through  a  jacket  surrounding  the  vessel  with  the 
sodium.  The  ammonia  is  better  led  through  two  such 
vessels  so  as  to  make  sure  that  all  metallic  sodium  in  the 
first  one  is  exhausted  before  it  is  filled  anew.  By  suitable 
connections  the  ammonia  can  be  made  to  enter  either  vessel 
first  or  last.  From  the  second  vessel  the  now  perfectly  pure 
ammonia  gas  is  drawn  into  the  compressor  and  transformed 
into  liquid  in  the  usual  way.  From  this  description  it  will 
be  seen  that  the  apparatus  required  is  of  the  simplest  kind 
imaginable. 

I  first  thought  to  bring  the  ammonia  gas  into  contact 
with  solid  metallic  sodium  spread  out  on  trays.  But  the 
reaction  between  the  ammonia  and  the  metallic  sodium  only 
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taking  place  as  long  as  the  surface  of  the  latter  is  metallic, 
a  somewhat  complicated  apparatus  would  have  been 
required  to  meet  this  purpose.  Knives  and  scoops  would 
have  had  to  be  arranged  in  a  drum  in  such  a  manner  that 
the  former  continuously  cut  the  metallic  sodium  to  infini- 
tesimally  small  pieces,  while  the  latter  carry  them  upward 
and  drop  them  after  they  have  reached  an  about  perpendic- 
ular position,  the  ammonia  gas  thus  having  to  pass  through 
a  constant  shower  of  sodium  with  fresh  metallic  surfaces. 

The  hydrogen  evolved  is  to  be  removed,  as  otherwise  the 
engine  working  the  compressor  would  have  to  perform  use- 
less work  by  the  compression  of  the  same.  A  very  appro- 
priate way  to  remove  it  is  to  have  the  purified  ammonia  gas 
and  the  hydrogen  pass  over  palladium-black  or  palladium- 
gauze,  each  of  which  readily  absorbs  all  hydrogen.  Though 
palladium  is  a  rather  expensive  article,  one  pound  costing 
about  $400,  its  expensiveness  is  counterbalanced  by  the 
fact  that  the  same  quantity  of  palladium  can  be  used  for 
an  indefinite  time.  If  heavily  charged  with  hydrogen,  it  is 
only  necessary  to  shut  off  by  suitably  arranged  cocks  the 
communication  between  the  pipe  filled  with  palladium  and 
the  rest  of  the  plant  and  to  lead  atmospheric  air  through 
this  pipe,  whereby  the  palladium-black  or  gauze  loses  all 
hydrogen  absorbed  and  is  ready  for  use  again.  As  one 
volume  of  palladium  absorbs  800  volumes  of  hydrogen  I  do 
not  think  that  even  for  a  large  plant  more  than  one-half 
pound  of  palladium  is  required,  as  in  the  immensely  finely 
distributed  form  in  which  it  is  used  a  small  mass  obtains  an 
immensely  large  surface. 

Now,  let  us  see  how  much  the  cost  caused  by  this  purifi- 
cation process  is.  Let  us  make  this  calculation  for  an 
ammonia  which,  manufactured  in  the  usual  way,  has  the 
following  composition,  viz : 

Per  Cent. 

Ammonia, 98976 

Moisture, 0*040 

Colorless  fluid o'95o 

Hartshorn  salt  of  ammonia 0*030 

Lubricant  oil 0*004 

Mineial  matter, , traces 
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Having  above  stated  that  one  pound  of  colorless  fluid 
requires  0*38  pound  of  metallic  sodium,  0*36  pound  of  it  is 
here  required.  One  pound  of  metallic  sodium  costing  $1.20, 
the  quantity  required  costs  forty-three  cents.  The  metallic 
sodium  required  for  the  removal  of  each  one  hundredth  of  one 
percent,  of  moisture  costing  i  '6  cents  and  that  for  the  removal 
of  each  one  hundredth  of  one  per  cent,  of  hartshorn  salt 
costing  07  cents,  the  total  expense  for  metallic  sodium  is 
fifty-two  cents  per  100  pounds  of  liquid  ammonia.  But  100 
pounds  of  the  ammonia  in  question  yielding  only  98-976 
pounds  of  chemically  pure  ammonia,  there  is  a  loss  of  i  '024 
per  cent.  The  price  of  one  pound  of  liquid  ammonia  being 
about  thirty-five  cents,  this  loss  is  equal  to  thirty-six  cents. 
Or,  the  total  increase  of  the  manufacturing  cost  for  100 
pounds  is  eighty-eight  cents.  But  for  this  slight  increase 
of  cost  we  obtain  a  liquid  ammonia  which  contains 
99*996  per  cent,  of  ammonia  instead  of  the  98*976  per  cent, 
as  at  present,  and  therefore  will  easily  command  a  much 
higher  market  price. 

In  this  calculation  the  sodium  alcoholates  resulting  by 
the  action  of  the  metallic  sodium  on  the  colorless  fluid  are 
considered  to  be  without  any  commercial  value.  But  this 
is  not  so.  By  addition  of  water  to  the  sodium  alcoholates, 
and  distilling  with  return  steam  the  whole  quantity  of 
alcohols  which  was  present  in  the  raw  material  can  be 
regained,  and  by  introducing  its  market  value  into  the  cal- 
culation, the  above  stated  increase  of  manufacturing  cost 
will  be  considerably  lessened. 

While  thus  by  my  new  process  at  a  slight  increase  of  cost 
liquid  ammonia  of  99*995  per  cent,  is  obtained,  the  refriger- 
ating power  of  which,  is,  of  course,  superior  to  that  of  the 
present  commercial  liquid  ammonia,  and  thus  the  liquid 
ammonia  sold  as  "  strictly  chemically  pure  anhydrous  100 
per  cent. "  really  is  what  it  is  represented  to  be,  there  is  still 
another  point  worthy  of  consideration.  Every  one  con- 
nected with  the  refrigerating  business  knows  of  the  terrific 
-explosions  which  now  and  then  occur  in  refrigerating 
plants,  and  for  which  heretofore  no  plausible  cause  could 
be  given.     While  I  cannot  positively  say  how  these  explo- 
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sions  originate,  I  should  think  that  the  presence  of  such 
inflammable  bodies  as  alcohols  and  ketones  point  to  where 
the  cause  for  those  explosions  may  be  looked  for.  It  is  not 
at  all  necessary,  or  not  even  likely,  that  the  alcohols,  etc.,  in 
their  present  form  cause  the  explosions,  but  after  being 
decomposed  into  hydrocarbons,  etc.,  the  latter  may  da 
so.  As  answer  to  the  question  of  how  under  the  conditions 
given  in  a  refrigerating  plant,  such  a  decomposition  can 
take  place,  I  would  say  that  this  can  be  done  by  the  thermo- 
electricity developed  by  the  ammonia  condenser.  The  iron 
return  bends  being  tightened  to  the  iron  pipes  of  such  a 
condenser  by  means  of  tin  solder;  and,  because  of  the 
current  of  the  ammonia  gas  or  liquid  ammonia  respectively^ 
through  the  condenser,  the  tin  solderings  on  one  side  of  the 
iron  pipes  being  colder  than  the  tin  solderings  on  the  other 
side  of  said  pipes,  and  the  end  of  the  condenser  where  the 
liquid  ammonia  leaves  the  same,  being  connected  by  pipes 
with  the  end  where  the  ammonia  gas  enters  the  same,  all 
the  conditions  necessary  for  the  development  of  thermo- 
electricity  are  given.  The  electro-motive  force  thus  devel- 
oped is,  of  course,  only  very  small,  but  in  the  course  of  time 
enough  hydrocarbons,  etc.,  may  be  generated,  which  after 
being  brought  to  explosion,  may  shatter  the  strongest  iron 
pipe. 

I  intend  to  try  to  find  out  by  experiment  whether  or  not 
this  supposition  of  mine  be  correct. 
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PROCKKDINGS 

OP  THB 

Klectrical  Section 

OF  THB 

Rrjlnklin  Insxixutk. 


{Stated  meeting,  held  Tuesday ,  May  31,  i8g2l\ 

Hall  of  the  Franklin  Institute, 
Philadelphia,  May  31,  1892. 

Prof.  Edwin  J.  Houston,  President,  in  the  chair. 

Present,  twenty-two  members  and  visitors. 

The  minutes  of  the  previous  meeting  were  read  and  approved. 

The  Treasurer  reported  the  cash  balance  in  the  treasury,  and  presented 
bills  for  printing  and  lantern  slides,  which  were  approved  and  ordered  paid. 

The  Committee  on  Admissions  reported  one  election  to  membership  since 
last  meeting. 

Mr.  £.  G.  Willyoung  described  a  series  of  experiments  to  determine  the 
disturbing  magnetic  effect  of  so-called  non-magnetic  substances  in  sensi- 
tive measuring  instruments.  Out  of  a  large  list  of  substances  experimented 
with,  glass  and  paraffine  were  the  only  entirely  non-magnetic  ones. 

Prof.  Edwin  J.  Houston  read  a  paper  describing  two  methods  of  obtain- 
ing "  A  Graphic  Representation  of  the  Magnetic  Field,"  illustrated  by  photo- 
graphic prints  and  lantern  slides.  Referred  for  publication.  In  discussion 
thereon.  Prof.  Rondinella  described  two  other  methods  that  he  had  used  for 
obtaining  similar  permanent  records. 

Mr.  Carl  Hering  stated  that  he  thought  the  iron  filings  method  mislead-s- 
ing,  as  ip  the  strongest  parts  of  the  field  the  filings  were  often  bunched  in 
one  spot,  leaving  another  adjacent  to  it  entirely  bare.  He  preferred  the 
method  of  investigating  a  magnetic  field  by  means  of  a  small  freely-sus- 
pended magnet. 

Prof.  Edwin  J.  Houston  read  a  paper  on  **  The  Physiological  Effects  o£ 
Alternating  Currents  of  High  Frequency.**    Referred  for  publication. 

Mr.  C.  W.  Pike  described  "  The  Disturbing  Effects  of  External  Magneti- 
zation upon  the  Weston  Measuring  Instruments."    Referred  for  publication. 

The  meeting  then  adjourned. 

L.  F.  Rondinella,  Secretary. 

Vol.  CXXXIV.  5 
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EFFECT  OF  EXTERNAL  MAGNETIC  DISTURBANCES 
ON  WESTON  INSTRUMENTS. 


Clayton  W.  Pike, 
X)ept.  Mechanical  and  Electrical  Engineering,  University  of  Pennsylvania. 


{Read  at  the  meeting  of  Electrical  Section^  held  May  j/,  iBg2l\ 

The  Weston  instruments  are  slight  modifications  of  the 
"well-known  D'Arsonval  galvanometer.  In  the  voltmeter 
we  have  a  pivoted  fine  wire  coil  turning  between  two  poles 
of  a  permanent  magnet,  the  restoring  force  being  a  pair  of 
watch  springs. 

The  action  is  as  follows:  When  the  terminals  of  the 
coil  are  connected  to  the  points  whose  potential  diflFerence 
we  wish  to  measure,  a  current  flows  through  the  coil  pro- 
portional to  this  P.D.  This  current  sets  up  lines  of  force 
and  these  acting  upon  the  lines  due  to  the  permanent  mag- 
net cause  a  force  which  deflects  the  needle.  It  is  evident 
that  anything  which  permanently  or  temporarily  changes 
the  number  of  lines  of  force  passing  through  the  coil  due  to 
the  permanent  magnet  will  make  the  reading  diflFerent  from 
what  it  should  be  for  a  given  P.D.  at  the  terminals  of  the  coil. 

Owing  to  the  difficulty  of  maintaining  constant  the 
.strength  of  a  powerful  magnet,  Mr.  Weston  employs  a  com- 
paratively weak  one,  and  hence  we  should  naturally  expect 
that  comparatively  small  magnetic  disturbances  would  affect 
the  instrument. 

In  fact,  the  earth  field  exerts  an  appreciable  influence  and 
this  fact  is  taken  account  of  in  the  calibration  of  the  instru- 
ments, although  for  commercial  work  the  effect  is  too  small 
^o  be  of  any  account. 

The  effects  to  which  I  desire  to  call  attention  are  those 
of  the  commercial  or  workshop  order. 

In  many  tests  such  as  determination  of  the  characteristic 
curve  of  a  machine,  the  resistance  of  armature  or  fields, 
coefficient  of  magnetic  leakage,  etc.,  two  instruments  are 
employed  and  the  question  comes  up,  how  far  apart  must 
we  put  the  two  instruments  so  as  not  to  affect  each  other 
appreciably. 
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One  of  my  students,  Mr.  J.  A.  Stewart,  has  made  at  my 
suggestion  some  quite  extended  experiments  upon  this 
point  and  finds  that : 

(i)  A  Weston  instrument  placed  close  to  another  may 
change  its  reading  by  about  five  per  cent.  The  matter  is 
then  worth  investigating. 

(2)  That  as  far  as  its  disturbing  influence  goes,  it  makes 
practically  no  difference  whether  the  disturbing  instrument 
has  current  through  its  coils  or  not. 

(3)  That  two  instruments  placed  a  foot  apart  from  each 
other  in  any  position  do  not  aflfect  each  other's  readings  by 
one-fourth  per  cent. 

It  is  often  convenient,  however,  if  one  person  is  reading 
both  instruments,  to  have  them  as  close  as  possible,  and  Mr. 
Stewart  showed  that  the  best  position  was  either  of  these  two. 


i i 


OS] 


It  is  best  that  the  points  a  b  c  should  be  in  the  same 
straight  line. 

When  this  is  the  case  neither  instrument  affects  the 
reading  of  the  other  by  as  much  as  one-fourth  per  cent. 

The  maximum  disturbance  of  five  per  cent,  was  reached 
as  would  be  expected  in  this  position. 


We  next  wanted  to  find  what  effect  would  be  produced 
by  some  things  liable  to  occur  in  a  workshop. 
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An  ordinary  twelve-inch  file  was  placed  in  different  posi- 
tion near  a  Weston  instrument  while  measuring  about  half 
the  amount  possible.  The  file,  when  every  part  of  it  was 
at  least  four  inches  distant,  produced  practically  no  effect, 
but  when  placed  thus,  changed  the  deflection  over  four  per 


cent.  An  ordinary  bench  vise  also  acted  just  like  the  file, 
having  no  effect  at  four  inches,  but  introducing  an  error  of 
four  per  cent,  when  placed  in  position  where  it  had  its 
maximum  effect. 

The  reason  for  this  action  is  clear.  Take  the  case  of  the 
file  above.  It  evidently  leads  away  from  the  coil  a  part  of 
the  lines  of  force  due  to  the  permanent  magnet.  There  is 
then  not  so  strong  a  deflecting  force,  and  the  reading  is  too 
small. 

As  to  the  effect  of  very  powerful  magnets,  as  those  of  a 
dynamo,  we  have  not  made  sufficient  experiments  for  publi- 
cation. 

Once  in  a  while  it  is  convenient  to  place  three  instru- 
ments together,  and  this  arrangement  gives  an  error  of  less 
than  one-half  per  cent. 


The  observance,  then,  of  very  slight  precautions,  will 
allow  us  to  place  our  instruments  in  any  desired  proximity 
without  vitiating,  to  any  appreciable  extent,  our  results. 
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AMPERE-CENTIMETRE,  a  MEASURE  of  ELECTRO- 
MAGNETISM. 


By  Carl  Hering. 


[Read  at  the  meeting  of  the  Electrical  Section  held  May  j,  j8g2^ 

It  appears  from  the  following  deductions  that  an  electric 
current  multiplied  by  the  length  of  the  circuit  will  repre- 
sent the  number  of  magnetic  lines  of  force  generated  by 
this  current,  or,  in  other  words,  that  the  number  of  lines  of 
force  generated  by  a  current  can  be  measured  by  the  product 
of  the  current  and  the  length  of  its  circuit.  A  unit  current 
passing  through  a  unit  length  of  circuit,  appears  to  gene- 
rate a  certain  fixed  and  constant  number  of  lines  of  force. 
This,  of  course,  has  reference  to  the  electro-magnetism  of 
the  current  itself  and  does  not  include  the  influence  of  any 
magnetic  bodies  in  the  neighborhood. 

First  of  all  it  is  necessary  to  show  that  amperes  multi- 
plied by  length  will  give  a  unit  of  a  similar  nature  to  mag- 
netic lines  of  force  or  flux,  in  order  to  show  that  an  equiva- 
lent between  the  two  may  be  given  without  transgressing 
the  laws  of  physics.  This  may  be  shown  conclusively  by 
the  aid  of  the  dimensions  of  these  units  in  the  absolute 
system.  The  dimension  of  current  is  ni^  l^  /"^  while  that 
of  magnetic  flux  (that  is,  number  of  lines  of  force,  not  their 
density  per  square  centimetre  usually  represented  by  H  or 
B,  nor  the  intensity  as  it  is  sometimes  called),  is  tn^  r^  t'^. 
It  will  be  seen  that  the  former  multiplied  by  a  length  gives 
the  latter.  This  shows  conclusively  that  ampfere-centi- 
metres,  or  amp6re-feet  and  magnetic  flux  are  units  of  the 
same  kind  and  can  therefore  be  equalled. 

Having  determined  this  point,  the  following  appears  to 
show  that  every  unit  length  of  a  circuit  conveying  one 
amp&re,  generates  a  fixed  and  constant  number  of  lines  of 
force.  Using  abwdute  units,  the  intensity  of  magnetization 
(o»  number  of  lines  per  square  centimetre)  at  the  centre  of 
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a  circle  of  one  turn,  according  to  the  well-known  formula,  is 

r 

in  which  r  is  the  radius  in  centimetres  and  c  is  the  current. 
Now,  the  intensity  of  the  field  is  different  in  different 
parts  of  the  area  enclosed  by  the  circle,  being  greatest  near- 
est to  the  wire,  but  it  may  be  assumed  that  in  all  circles, 
large  or  small,  the  ratio  of  the  intensity  at  the  centre,  to 
the  average  intensity  in  the  whole  circle,  is  a  constant. 
Let  this  ratio  be  called  AT,  then  the  total  number  of  lines 
will  be  equal  to  the  intensity  at  the  centre  multiplied  by 
the  area,  and  by  K\  that  is, 

r 

By  dividing  this  by  the  circumference  will  give  the  num- 
ber of  lines  per  unit  length  of  the  circuit 

2ci^r K  -*-  2;rr=  CnK 

or  per  unit  of  current,  this  is  equal  to  n  K.  It  will  be  seen 
that  this  is  a  constant  and  is  independent  of  the  radius  r.  This 
means  that  the  number  of  lines  per  unit  length  and  per  unit 
current  is  the  same  for  all  circles,  and  therefore  also  for  a 
straight  line,  which  is  a  circle  of  infinite  radius. 

From  this  it  appears  that,  knowing  this  constant  number 
of  lines  per  ampere  per  centimetre  or  foot,  the  calculation 
of  the  total  number  of  lines  generated  by  any  circuit  or 
coil,  would  merely  be  the  product  of  the  current,  the  length 
of  the  circuit,  and  a  constant. 

It  should  be  remembered,  however,  that  this  deduction 
supposes  theoretical  conditions  ;  that  is,  a  filamentary  wire 
having  no  appreciable  diameter.  How  far  the  size  of  the 
wire  introduces  an  error  remains  to  be  determined.  At  all 
events,  if  the  diameter  of  the  wire  is  3mall  as  compared 
with  the  diameter  of  the  coil,  and  specially  if  the  coil,  as  it 
usually  does  in  practice,  contains  iron  which  appears  to 
concentrate  the  lines  in  it,  and  therefore  probably  attracts 
those  circulating  in  the  body  of  the  wire  itself,  it  may  doubt- 
less be  assumed   that   the  ratio  of  the  flux  in  two  crtls 
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would  be  equal  to  the  ratio  of  their  ampere-feet,  which  pro- 
portion might  be  of  use  in  dynamo  construction. 

The  above  deductions  were  made  by  the  writer  a  number 
of  years  ago,  but  as  they  did  not  appear  to  agree  with  some 
existing  laws  at  that  time,  the  matter  was  laid  aside.  It 
seems,  however,  that  subsequently  some  dynamo  builders 
have  advocated  and  used  this  system  of  calculation  in  pre- 
ference to  the  other,  and  it  was  therefore  thought  best  to 
publish  this  proof,  hoping  that  some  others,  well  informed 
on  this  subject,  might  point  out  the  discrepancies  if  any,  and 
perhaps  show  the  extent  of  the  application  in  practice  of 
calculating  the  magnetic  flux  of  a  current  from  the  ampere- 
centimetres  of  the  circuit. 


The  physiological  EFFECTS  of  ALTERNATING 
CURRENTS  OF  HIGH  FREQUENCY. 


By  Prof.  Edwin  J.  Houston. 


[Read  before  the  Electrical  Section  of  the  Franklin  Institute^  May  24,  i8g2,'\ 

Gentlemen: — I  have  concluded  to  place  on  record  a 
brief  statement  of  the  substance  of  some  remarks  made 
by  me  at  the  last  meeting  of  the  section,  concerning  the 
physiological  effects,  on  the  human  body,  of  alternating 
currents  of  very  high  frequencies. 

As  is  well  known,  the  physiological  effects  of  alternating 
discharges  of  but  moderate  frequencies  are  more  severe 
than  are  those  of  steady  currents  of  the  same  current 
strength.  As,  however,  the  rapidity  of  alternation  increases, 
the  severity  of  the  physiological  effects  decreases,  until,  at 
extraordinarily  high  frequencies,  all  harmful  physiological 
effects  practically  disappear. 

Three  varieties  of  electric  discharges  or  currents  are 
employed  in  electrotherapy  for  the  treatment  of  diseased 
conditions  of  the  body. 

(i)  The  steady,  continuous  currents  produced  by  voltaic 
batteries,  and  called,  in  electrotherapeutics,  Galvanic  cur- 
rents. 
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(2)  The  alternating  currents  produced  by  induction  coils 
and  called,  in  electrotherapeutics,  Faradic  currents. 

(3)  The  electrostatic  discharges  obtained  from  frictional 
or  influence  machines  and  called,  in  electrotherapeutics, 
Franklinic  currents. 

As  is  well  known,  the  physiological  effects  produced  by 
Galvanic  currents  differ  markedly  from  those  produced  by 
Faradic  currents.  The  former,  unless  very  powerful,  pro- 
duce on  the  opening  or  closing  of  the  circuit,  a  contraction 
that  is  of  very  short  duration — in  fact  almost  but  momen- 
tary; the  latter  produce  a  contraction  that  continues  as 
long  as  the  current  is  passing.  This  is  generally  believed 
to  be  due  to  the  fact,  that  the  contractions  attending  the 
opening  and  closing  of  the  circuit,  follow  one  another  so 
rapidly  that  the  muscles  fail  to  assume  the  condition  of  rest 
and  so  present  the  appearance  of  continuous  contraction. 

Franklinic  currents  produce,  in  general,  effects  somewhat 
similar  to  those  of  Faradic  currents. 

When  alternating  currents  are  sent  through  the  human 
body  the  physiological  effects  increase  in  severity  with  an 
increase  in  the  current  strength.  With  current  strengths 
greatly  in  excess  of  those  employed  in  electrotherapy  addi- 
tional effects  are  produced,  and  a  tonic  contraction  of  the 
muscles  follow.  Moreover,  in  such  cases  the  severity  of 
the  physiological  effects  is  increased  by  the  high  potential 
of  the  break-induced  discharge. 

As,  however,  the  rapidity  of  alternation  increases,  the 
severity  of  the  physiological  effects  decreases  until,  when 
enormously  high  frequencies  are  reached,  the  discharges 
become  harmless.  These  facts  have  been  demonstrated 
by  Dr.  Tatum  for  comparatively  high  frequencies,  and  by 
Nikola  Tesla  for  enormously  high  frequencies. 

In  a  lecture  delivered  before  the  American  Institute  of 
Electrical  Engineers,  at  Columbia  College,  New  York,  on 
May  20,  1 89 1,  Tesla,  speaking  of  these  effects,  says: 

"  I  have  found  that  by  using  the  ordinary  low  frequencies, 
the  physiological  effects  of  the  current  required  to  main- 
tain, at  a  certain  degree  of  brightness,  a  tube  four  feet  long, 
provided  at  the  ends  with  outside  and  inside  condenser 
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coatings,  is  so  powerful  that  I  think  it  might  produce  seri- 
ous injury  to  those  not  accustomed  to  such  shocks ;  whereas, 
with  20,000  alternations  per  second,  the  tube  may  be  main- 
tained at  the  same  degree  of  brightness  without  any  effect 
being  felt. 

"  This  is  due  principally  to  the  fact  that  a  much  smaller 
potential  is  required  to  produce  the  same  light  effect  and 
also  to  the  higher  efficiency  in  the  light  production.  It 
is  evident  that  the  efficiency  in  such  cases  is  the  greater  the 
higher  the  frequency,  for  the  quicker  the  process  of  charg- 
ing and  discharging  the  molecules,  the  less  energy  will  be 
lost  in  the  form  of  dark  radiation." 

The  severity  of  the  physiological  effects  attending  any 
electric  discharge  through  the  body  must  necessarily 
depend  to  a  considerable  extent  not  only  on  the  quantity  of 
energy  present  in  the  discharge,  but  also  on  the  time  in 
which  it  is  acting. 

It  has  occurred  to  me  that  in  another  circumstance  is  to 
be  found,  perhaps,  the  principal  cause  why  discharges  of 
enormously  high  frequency  of  alternation  should  be  so  com- 
paratively harmless.  This  fact,  I  think,  is  to  be  found  in 
the  manner  in  which,  according  to  our  modern  ideas,  an 
electric  discharge  is  believed  to  pass  through  a  conducting 
path  or  circuit,  viz :  that  the  electric  energy  is  not  propa- 
gated through  the  mass  of  the  conductor  itself,  but  rather 
through  the  dielectric  or  other  medium  lying  outside  the 
conductor.  That  the  electric  energy  is  rained  down  on  the 
surface  of  the  conductor  from  the  space  outside  it,  and 
sinks  down  into  the  mass  of  the  conductor,  the  conductor 
forming  a  sink  or  place  where  the  energy  can  be  dissipated. 

In  the  case  of  a  steady,  continuous  current,  the  energy 
sinks  or  soaks  rapidly  through  the  mass  of  the  conductor, 
so  that  the  electric  current,  in  the  language  of  the  old 
ideas,  passes  through  all  portions  of  the  mass  of  the 
conductor. 

In  the  case  of  alternating  currents,  however,  the  energy 
received  from  a  single  impulse  or  electrical  movement,  by 
sinking  or  soaking  moves  (say)  from  the  surface  of  the  con- 
ductor towards  the  centre,  only  while  such  impulse  con- 
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tinues ;  and,  when  the  direction  of  the  impulse  changes, 
moves  in  the  opposite  direction,  or  towards  the  surface.  In 
conductors  through  which  alternating  currents  are  passing, 
the  current  density  is  therefore  greatest  near  the  surface 
portions,  and,  in  the  case  of  alternations  of  very  high 
frequency,  the  central  portions  of  the  conductor  are  entirely 
free  from  electric  currents,  the  current  being  limited  to 
portions  near  the  surface. 

In  the  case  of  the  enormously  high  frequencies  employed 
by  Tesla,  this  action  was  so  pronounced  that  conductors 
failed  completely  to  conduct. 

When,  therefore,  the  human  body  is  subjected  to  the 
effects  of  discharges  of  alternating  currents  of  enormously 
high  frequencies,  the  superficial  portions  only  are  traversed 
by  the  discharges.  The  more  deeply  seated,  vital  organs, 
being  thus  free  from  current,  such  discharges  are  necessarily 
harmless. 

As  the  frequency  of  alternation  increases,  the  body 
becomes  more  and  more  protected,  until,  when  the  frequency 
becomes  as  great  as  that  of  the  ether  waves,  which  cause 
sunlight,  they  would  probably  produce  on  the  surface  of 
the  body  the  same  genial  effects  as  are  produced  by  the 
light  and  heat  of  the  sun,  with  which  they  are  probably 
identical. 

If  these  views  are  correct,  it  would  appear  that  when  the 
human  body  is  exposed  to  rapidly-alternating  discharges,  it 
is  subjected  at  one  moment  to  a  discharge  that  might  pro- 
duce instant  death,  were  it  not  for  the  fact  that  the  bolt  is 
practically  no  sooner  hurled  at  the  body  than  it  is  hurled 
away  from  it. 
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A   GRAPHIC  REPRESENTATION  OF  the 
MAGNETIC  FIELD. 


By  Prof.  Edwin  J.  Houston. 


\Jiiad  before  the  Electrical  Section  of  the  Franklin  Institute,  May  31^  /8g2.'] 

Being  engaged  in  a  study  of  the  magnetic  field  and 
desiring  to  obtain  some  simple  method  of  fixing  and  readily 
reproducing  the  peculiarities  of  different  fields,  I  have,  after 
numerous  trials,  succeeded  in  devising  a  modification  of 
an  old  and  well-known  plan,  so  simple  and  efficient,  that  I 
have  thought  it  may  be  of  sufficient  interest  to  others 
engaged  in  similar  investigations;  to  describe  it  in  detail. 

The  method  consists  essentially  in  forming  a  magnetic 
field  with  iron  filings  on  a  plate  of  glass  in  the  usual  manner, 
and  subsequently  fixing  the  filings  so  as  permit  the  plate  to 
be  used  as  a  positive  for  obtaining  a  blue  print,  a  silver 
print,  a  platinotype,  or  any  other  photographic  print. 

In  order  to  readily  fix  the  groupings  of  filings  on  the 
glass  plate  while  in  the  field  of  the  magnet,  a  thin  film  of 
wax  is  spread  over  one  surface  of  the  plate  by  any  suitable 
process. 

A  convenient  method  of  waxing  the  surface  of  the  plate 
consists  in  first  gradually  heating  the  plate  until  its  tem- 
perature is  above  that  of  the  melting  point  of  wax,  and 
spreading  melted  wax  over  its  surface  by  means  of  a  brush. 
The  surplus  wax  is  then  allowed  to  drain  off  the  plate,  or 
it  may  be  wiped  off  by  a  piece  of  warmed  paper.  The 
remaining  wax  is  then  spread  in  an  even  film  over  the  sur- 
face by  cautiously  heating  the  plate  by  a  Bunsen  flame  or 
other  suitable  source  of  heat ;  or,  the  same  thing  can  be 
effected  by  placing  the  plate  in  a  vertical  position  in  an  oven 
or  sand  bath,  supported  on  a  suitable  vessel  so  as  to  catch 
the  surplus  wax  which  drains  off. 

Plates  can  be  readily  covered  in  this  manner  with  an 
uniformly  thin  coating  of  wax  sufficiently  transparent  to 
permit  them  to  be  successfully  employed  for  photographic 
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printing.     For  such  purposes  of  course,  only  pure,  white 
wax  is  employed. 

The  wax-covered  glass  plate  so  prepared  is  placed  with 
its  waxed  surface  upwards,  in  a  horizontal  position  over  the 


Fig.  I. — Field  of  bar  magnets. 


Fig.  2. — Opposite  poles  of  bar  mstgnets. 

magnet  whose  field  is  to  be  fixed,  and  iron  filings  are 
sprinkled  over  its  surface.  The  arrangement  of  the  filings 
in  the  characteristic  groupings  of  the  field,  is  aided  by 
gently  tapping  the  plate  in  the  usual  manner. 
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When  a  satisfactory  grouping  of  filings  has  been  ob- 
tained, the  field  is  fixed  on  the  plate  by  gently  warming  it  so 
as  to  melt  the  wax.  At  first  I  adopted  the  plan  of  carefully 
lifting  the  plate  from  the  magnet  and  melting  the  wax  by 
holding  it  over  a  source  of  heat,  such  as  a  Bunsen  burner ; 
but,  no  matter  how  carefully  the  plate  was  lifted  from 
the  magnet,  or  how  nearly  it  was  raised  vertically  from  the 
same,  so  as  to  avoid  lateral  displacement  of  the  filings,  a 
change  of  figure  almost  invariably  attended  its  removal. 
Better  results  were  obtained  when  the  wax  was  melted  while 
the  plate  was  in  place  over  the  magnet.  This  can  readily  be 


Fig.  3. — Similar  poles  of  bar  magnets, 
effected  either  by  holding  a  heated  plate  over  the  warm 
surface,  or  more  conveniently  by  cautiously  heating  it  by  a 
Bunsen  flame.  After  a  slight  heating,  the  flame  may  be 
permitted  to  play  directly  on  the  surface  of  the  filings 
without  displacing  them. 

After  cooling,  the  plate  with  its  fixed  groupings  of  iron 
filings  may  be  used  as  a  positive  for  photographic  printing. 
For  this  purpose  it  is  placed  in  a  printing  frame  with  its 
surface  of  wax-fastened  groupings  of  filings  upwards,  so  as  to 
come  into  contact  with  the  surface  of  the  sensitized  paper. 

If  the  plate  has  been  properly  prepared,  but  compara- 
tively few  filings  will  become  detached  from  the  waxed  sur 


Digitized  by 


Google 


78 


Electrical  Section. 


[J.  F.  I.. 


face  when  it  is  brought  into  contact  with  the  sensitized 
paper.  These  should  be  blown  oflf  before  taking  a  second 
print  from  the  plate. 

In  order  to  obtain  the  minimum  of  roughness  of  surface, 


Fig.  4. — Bar  magnets  at  right  angles  to  each  other. 


Fig.  5. — Parallel  bar  magnet.    Similar  poles  opposed, 
it  is  necessary  to  use  filings  that  are  as  nearly  as  possible  of 
a  uniform  size.    This  can  be  readily  ensured  by  previously 
sieving  them  through  a  fine  meshed  wire  gauze. 

It  is  advisable  that  the  plates  be  covered  with  as  smooth 
a  coating  of  wax  as  possible.     Otherwise,  the  filings  will  be 
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prevented  from  readily  arranging  themselves  in  the  direc- 
tions which  the  lines  of  magnetic  force  pass.    ^ 

In  the  case  of  powerful  electro-magnets  care  must  be 
taken  to  avoid  a  too  great  motion  of  the  filings  to  the  poles, 
since,  in  this  manner,  the  portions  of  the  surface  over  which 
the  particles  are  moved,  are  swept  clean  of  filings. 

The  best  results  are  obtained  by  sieving  the  filings  over 
the  plate  through  a  'sieve  whose  meshes  are  suflSciently  fine 
to  ensure  a  small  quantity  only  of  filings  falling  on  the  plate 
at  any  one  time.  This,  of  course,  is  necessary  to  ensure  the 
uniform  distribution  of  the  filings  in  the  field  of  the  magnet. 


Fig.  6. — Bar  magnets.    Dissimilar  poles  opposed. 

When  the  plates  on  which  the  magnetic  fields  are  so  fixed, 
are  used  for  positives  for  photographic  reproduction,  and 
negative  prints  obtained  therefrom  in  black,  as  by  means 
of  a  silver  print,  or  a  platinotype,  such  prints  can  readily  be 
used  for  the  purposes  of  graphic  reproduction  for  printing 
by  any  of  the  well-known  photographic  processes.  In  this 
way  cuts  and  illustrations  of  actual  fields  cau  be  readily  had 
for  purposes  of  illustration,  without  the  introduction  of 
those  well-known  errors  arising  from  the  too  great  artistic 
imagination  of  the  copyist. 

For  purposes  of  subsequent  reproduction  I  find  platino- 
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type  paper  the  best,  as  it  gives  dead  blacks,  that  contrasting- 
markedly  with  the  white  lines  and  spaces  occupied  by  the 
iron  fillings  are  readily  photographed  by  any  of  the  well- 
known  processes  of  reproduction. 


Fig.  7. — Field  of  horseshoe  magnet. 


Fig.  8. — Field  of  electro-magnet. 

When  the  filings  are  dusted  over  the  plate  from  a  sieve 
held  a  few  feet  above  the  waxed  surface  rather  than  quite 
near  its  surface,  a  better  grouping  of  the  filings  is  obtained. 

I  have  prepared  a  number  of  fields  according  to  the  pro- 
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cesses  described.  They  have  been  printed  by  the  platinotype 
process. 

In  Fig,  /,  is  shown  the  field  of  a  straight  bar  magnet. 
The  characteristic  radiation  of  the  lines  of  force  at  the 
poles  is  well  shown,  as  well  as  the  curved  lines  produced  by 
the  mutual  attraction  of  the  lines  coming  out  of  the  north 
and  proceeding  towards  the  south  pole.  The  numerous 
parallel  lines  at  the  equator  of  the  magnet  show  the  strength 
of  the  magnetic  flux  at  that  point. 

Fig,  2,  shows  the  field  produced  by  the  approached,  unlike 
poles  of  two  straight  bar  magnets.    The  attraction  of  the 


Fig.  9. — Field  of  permanent  horseshoe  magnet. 

oppositely  directed  lines  of  force  in  the  space  between  the 
opposing  poles,  as  well  as  the  increase  in  the  length  of 
space  on  the  bars  from  which  the  lines  pass  off  approxi- 
mately at  right  angles  to  the  surface,  are  well  marked. 

Fig.  3,  shows  the  field  produced  by  the  approached,  similar 
poles  of  the  same  straight  bar  magnets  used  in  Fig.  2.  The 
repulsion  of  the  similarly  directed  lines  of  force  producing 
nearly  straight  paths  in  lines  at  right  angles  to  the  length 
of  the  magnet,  as  well  as  a  curious  space  midway  between 
the  poles,  bounded  by  apparently  hyperbolic  curves  are 
clearly  seen. 
Vol.  CXXXIV.  6 
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Fig,  4.y  shows  a  very  curious  field  produced  by  two  bar 
magnets  placed  with  their  axes  at  right  angles  to  each  other 
so  that  one  of  the  poles  of  one  magnet  is  placed  at  right 
angles  to  the  neutral  point  of  the  other  and  at  a  short  dis- 
tance  from  it.  At  the  left-hand  of  the  field  is  shown  the 
curved  deflections  of  the  lines  of  force  produced  by  the 
attractions  of  opposite  poles.  The  lines  of  force  coming  out 
of  a  north  pole  and  those  entering  at  a  south  pole  mutually 
attract  one  another  and  produce  curves  similar  to  those 
shown  in  the  space  between  the  approached,  opposite  poles 
shown  in  Fig,  2,     At  the  right-hand  of  the  field  the  repul 


Fig.  10. — Wire  field  of  bar  magnet. 

sions  existing  between  the  similarly  directed  lines  of  force 
produce  characteristic  parallel  streamings.  The  curious 
area  bounded  by  hyperbolic  curves  is  shown  in  the  space 
between  the  poles  at  the  right  of  the  figure. 

Fig.  Sf  shows  the  field  produced  by  two  straight  bar 
magnets  placed  with  their  axes  parallel  to  each  other  and 
their  similar  poles  near  together.  The  mutual  repulsions 
of  their  fields  are  clearly  shown.  The  curious  areas 
bounded  by  hyperbolic  curves  are  shown  in  the  spaces 
at  each  end  between  the  poles  of  the  magnets. 

Fig.  6,  shows  the  field  produced  by  the  same  parallel  bar 
magnets  olaced  with  their  opposite   poles  near  together. 
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The  attraction  of  their  oppositely  directed  lines  of  force  is 
well  marked.  In  the  neighborhood  of  their  neutral  poinds, 
a  very  marked  area  bounded  by  hyperbolic  curves  is  seen. 
The  strength  of  the  magnetic  flux  near  the  neutral  points  is 
also  marked. 

^^S'  7»  shows  the  field  of  an  ordinary  horseshoe  magnet. 
The  magnetic  leakage  between  the  sides  of  the  bar  is 
marked,  as  is  also  the  strength  of  the  magnetic  flux  in 
the  neighborhood  of  the  equator  or  neutral  point  of  the 
magnet. 

Fig,  <P,  shows  the  field  of  an  electro-magnet.     In  order  to 


■^    '*<*        V       .'      '     /       f     "/      '.'X- 

Fig.  II.— Wire  field  of  electro-magnet. 

avoid  the  injurious  sweeping  action  of  the  particles  as  they 
are  carried  bodily  forward  towards  the  poles,  I  found  it 
necessary  to  use  a  very  weak  current,  and  to  place  the  plate 
a  short  distance  above  the  poles. 

It  may  be  mentioned  in  this  connection  that  it  is  in 
general  advisable  to  avoid  resting  the  plate  on  the  surface 
of  the  magnet,  since  when  the  plate  does  not  touch  the 
poles  it  is  left  free  to  be  gently  tapped  or  vibrated  so  as 
to  permit  the  filings  to  arrange  or  group  themselves  while 
in  the  field  of  magnet. 

Fig,  p,  shows  the  field  of  a  peculiarly  shaped  permanent 
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horseshoe  magnet  taken  in  a  plane  over  the  poles  at  right 
angles  to  the  length  of  the  magnet.  I  was  rather  surprised 
in  this  case  to  find  that  so  many  of  the  lines  of  force  passed 
through  extended  air  circuits  shown  rather  than  through 
the  narrow  gap  directly  between  the  poles. 

Fig,  JO,  shows  a  novel  field  obtained  by  short  lengths  of 
very  thin  iron  wire,  that  act  as  small  magnetic  needles. 
The  field  is  that  of  the  bar  magnet  employed  in  Fig,  i. 
Although  the  separate  particles  do  not  possess  as  great' 
freedom  of  motion  as  the  shorter  and  smaller  iron  filings, 
yet  their  tendency  to  come  to  rest  with  the  lines  of  magnetic 


Fig.  12. — Wire  and  filings  field. 

force  passing  through  their  greatest  dimensions,  so  as  to 
reduce  the  resistance  of  the  magnetic  circuit  as  much  as 
possible,  is  manifest. 

The  peculiar  wire  field  produced  by  these  means  is  of 
especial  interest  when  studied  in  the  light  of  Ewings 
theory  of  magnetism. 

Fig,  II,  shows  another  wire  field  produced  by  the  same 
electro-magnet  as  is  employed  in  Fig,  8,  The  polarization 
of  the  minute  magnetic  needles  and  their  arrangement  in 
groupings  of  polarized  chains  is  well  marked. 

Fig,  12,  shows  a  field  produced  by  iron  filings  and  iron 
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wire.    The  peculiar  groupings  of  the  iron  wire  in  chains 
of  polarized  particles  are  cleariy  shown. 

A  curious  resemblance  is  possessed  by  this  field  and  other 
wire  fields  to  the  discharge  produced  by  a  lightning  flash,  or 
other  high  potential  discharge ;  such,  for  example,  as  the 
recent  500,000  volt  discharge  of  Elihu  Thomson.  This  resem- 
blance quite  naturally  leads  to  the  speculation,  whether  the 
peculiar  forked  or  curved  shapes  of  such  discharges  are  not 
due  to  similar  causes,  viz :  to  polarized  chains  of  particles  of 
the  medium  which  offers  paths  of  less  resistance  to  the  dis- 
charge than  the  spaces  adjoining  or  surrounding  them. 
.  I  am  making  some  experiments  in  solid  fields,  i,  e.,  in  the 
peculiarities  of  the  distribution  of  the  lines  of  force  in  the 
space  of  three  dimensions  surrounding  magnets,  which  I 
trust  to  be  able  shortly  to  bring  before  you. 

I  desire  to  express  my  indebtedness  to  my  assistant,  Mr. 
B.  F.  Lacy,  for  valuable  aid  in  preparing  the  plates. 

Since  writing  the  above  my  attention  has  been  called  to 
the  fact  that  the  process  above  described  has  been  very 
fully  anticipated  by  Prof.  Mayer,  in  a  publication  printed 
in  the  Journal  of  the  Franklin  Institute^  for  May,  1871.  As 
my  process  differs  in  some  particulars  from  that  described 
by  Prof.  Mayer,  and  as  it  appears  to  me  advisable  to  call 
attention  to  both  processes  at  this  time,  I  have  concluded 
to  permit  the  paper  to  go  to  publication.  To  Prof.  Mayer, 
however,  the  credit  is  due  for  the  first  conception  of  the 
general  process. 

Since  writing  the  above  on  last  Saturday,  I  have  devised 
a  new  plan  which  I  believe  to  be  far  in  advance  of  what  I 
have  just  described. 

According  to  this  plan  I  place  a  dry  sensitized  photo- 
graphic plate  over  the  magnet  whose  field  I  desire  to  fix  and 
after  the  characteristic  groupings  of  filings  have  been 
obtained,  I  expose  such  plate  while  over  the  magnet  to  the 
light  of  a  gas  flame  for  a  few  seconds. 

This  operation  is  necessarily  performed  in  the  dark 
photographic  room.  After  exposure  the  light  is  turned  out 
and  only  the  non-actinic  red  or  yellow  light  left.*  The  filings 
are  allowed  to  fall  off  the  surface  of  the  dry  plate,  and  the 
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finer  particles  that  still  adhere  to  it  are  brushed  oflF  by  a 
feather  or  dry  earners  hair  brush.  The  plate  is  then  devel- 
oped and  fixed  in  the  usual  manner. 

The  removal  of  the  adherent  iron  dust  by  the  feather  or 
brush  is  preferable  to  the  use  of  the  breath,  as  this  is  apt  to 
produce  troublesome  spots. 

I  have  found  that  the  so-called  lightning  gelatine  dry 
plates  give  very  satisfactory  results  when  employed  for  such 
purposes. 

This  process  of  obtaining  records  of  magnetic  fields  pro- 
duces true  negatives,  which  when  employed  for  printing  by 
blue  print,  silver  print,  platinot5^e,  or  similar  process  pro- 
duce excellent  positives. 

As  the  negatives  so  obtained  are  more  permanent  than 
the  positives  obtained  by  the  use  of  the  filings  themselves, 
they  permit  the  taking  of  an  indefinite  number  of  photo- 
graphic prints. 

I  have  thought  of  forming  the  field  directly  on  the  sur- 
face of  sensitized  paper  and  exposing  such  to  light.  But 
such  paper  is  apt  to  curl,  and  such  processes  produce  but 
a  single  impression. 

The  time  has  been  too  short  to  prepare  many  specimens 
of  fields  by  this  new  process.  I  hope  to  be  able,  however, 
by  the  next  meeting  of  the  section,  to  present  such  results 
in  a  short  paper. 
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AppUtofCs  School  Physics,  embracing  the  results  of  the  most  recent 
researches  in  the  several  departments  of  natural  philosophy.  By  Profs. 
Quackenboss,  Mayer.  Nipher,  Holman  and  Crocker.  New  York.  Cin- 
cinnati, Chicago :  American  Book  Company.  (From  the  press  of 
D.  Appleton  &  Co.    N.  D.)     Price,  $1.20. 

A  work  prepared  by  a  half-dozen  different  hands  might  be  expected 
naturally  to  exhibit  some  unevenness  on  this  account.  The  present  volume, 
however,  so  far  as  we  have  had  the  opportunity  of  examining  it,  appears  to  be 
in  all  respects  admirably  prepared  and  well  adapted  for  its  intended  purpose 
of  serving  as  an  elementary  text  book.  In  its  treatment  of  first  principles, 
it  is  fully  abreast  with  the  most  advanced  conceptions  of  the  leaders  of  modern 
thought  and  the  method  of  presenting  abstruse  subjects  is  characterized  by 
a  clearness  that  is  as  satisfying  as  it  is  rare  in  works  of  its  class.  W. 
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The  Ventilation  of  Buildings,  By  Alfred  R.  Wolff.  M.  E..  Member  Am.  Soc. 
Mech.  Engrs.,  etc.  (Second  Edition.)  New  York:  Author,  Potter  Bldg. 
N.  D.    Price,  25  cents. 

The  extended  notice  of  this  excellent  paper,  which  appeared  in  the  Journal 
about  a  year  ago,  renders  it  unnecessary  for  us  to  do  more  than  call  attention 
to  the  appearance  of  a  second  edition.  There  is  no  better  general  treatment 
of  the  subject  in  the  language  within  such  compact  limits  as  these  32  octavo 
pages,  and  if  the  author  could  be  persuaded  to  elaborate  the  .paper,  so  as 
KQ  discuss  at  length  the  special  systems  used  and  with  suitable  illustrations, 
its  usefulness  would  be  greatly  increased,  without  sacrifice  of  its  technical 
.  merits.  W. 


Les  Theories  Modemes  de  l*  Jtlectricite,  Essai  d*une  theorie  nouvelle.  Par 
O.  Lodge.  F.R.S.,  etc.  Traduit  de  I'Anglais  et  annqt6  par  £.  Meylan, 
ing^nieur  civil,  etc.  II  vols.  8vo,  with  figures  in  the  text.  Paris : 
Gauthier-Vi liars  et  Fils.    1891.    (Price,  5  francs.) 

This  translation  of  the  work  of  Lodge,  so  well  known  to  English-reading 
students  of  electricity,  appears  to  be  the  first  attempt  to  place  before  French 
readers,  in  their  own  language,  the  modern  conception  of  electricity  and  mag- 
netism, as  in  some  direct  manner  an  affection  of  the  lummiferous  ether,  which 
is  entertained  and  advocated  by  Maxwell,  Sir  Wm.  Thomson  and  other 
leaders  of  scientific  thought.  The  translator  has  performed  his  task  with 
fidelity  and  his  intelligent  annotations  of  the  original  text  add  notably  to  the 
value  of  the  translation.  W. 


Report  of  Committee  on  Disposal  of  Waste  and  Garbage,  presented  at  the 
Nineteenth  Annual  Meeting  of  the  American  Public  Health  Association, 
Kansas  City,  October  20-23,  '891.  Concord,  N.  H.:  Republican  Press 
Association.    1892. 

This  report  will  be  found  specially  valuable  to  city  engineers,  municipal 
authorities  and  sanitary  engineers.  It  contains,  among  other  valuable 
information,  a  resume  of  the  practice  of  a  large  number  of  American  cities 
in  relation  to  the  disposal  of  waste  and  garbage,  an  excellent  paper  giving 
valuable  hints  on  this  important  subject,  and  some  interesting  data  embody* 
ing  foreign  experience  in  solving  the  problem.  W. 


Modem  Practice  of  the  Electric  Telegraph,  A  technical  hand-book  for 
electricians,  managers  and  operators,  with  185.  illustrations.  By  Franklin 
Leonard  Pope.  (Fourteenth  edition,  rewritten  and  enlarged.)  New 
York:  D.  Van  Nostrand  Company.  London:  Sampson,  Low,  Ma'-ston  & 
Co.    1891. 

The  author  has  appreciated  the  fact  that  the  unparalleled  progress  within 
the  past  ten  years  in  all  that  pertains  to  the  application  of  electricity  to  the 
industrial  arts,  has  also  materially  affected  the  theory  and  practice  of  the 
•electric  telegraph.  He  has  recognized  the  fact  by  preparing,  not  a  new 
edition  of  his  standard  work,  but,  substantially,  a  new  book,  in  which  the 
principles  and  practice  of  the  electric  telegraph  from  the  modern  standpoint 
^re  most  thoroughly  explained  and  illustrated.  W. 
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The  Separate  Sptem  of  Sewerage,    By   Cady  Staley  and  Geo.  S.  Picrson, 
(Second  edition.)     New  York  :  D.  Van  Nostrand  Company.     1891. 

The  first  edition  of  this  work  was  reviewed  in  our  issue  of  September^ 
1887,  and  we  can  only  add  to  the  favorable  comments  then  made,  by  saying 
that  the  present  edition  contains  nearly  100  additional  pages,  the  perplexing 
and  important  question  of  sewage  disposal  being  treated  in  a  manner 
which  increases  the  value  of  the  work.  W.  B.  C. 


ERRATUM. 
Book  Notices,  June,   1892,  on   line  7.  p.  503.  for  "decreased"   read 
**  increased.** 


Franklin   Institute. 


{^/^oceedings  of  the  stated  meeting,  held  Wednesday,  June  75, 18Q2J] 

Hall  of  the  Franklin  Institute, 
Philadelphia,  June  15,  1892. 

Jos.  M.  Wilson,  President,  in  the  chair. 

Present,  128  members  and  eight  visitors. 

Additions  to  membership  since  last  report,  seven, 

The  actuary  submitted  a  resolution  of  the  Board  of  Managers  referring 
to  the  Institute  a  communication  from  Mr.  Alex.  De  Beaumont,  in  which 
he  requested  to  be  accorded  the  privilege  of  being  reinstated  as  a  member. 
The  Secretary  thereupon  presented  Mr.  De  Beaumont's  communication,  and  on 
motion  of  Mr.  H.  R.  Heyl,  it  was  resolved,  in  view  of  the  statements  contained 
in  the  said  communication  that  Mr.  De  Beaumont  be  accorded  the  privilege 
of  reinstating  himself  as  a  member  of  the  Franklin  Institute. 

Mr.  Pedro  G.  Salom  read  a  paper  on  the  "  Present  Status  of  the  Storage 
Battery  System  of  Electric  Street  Railway  Propulsion."  (Referred  for  publi- 
cation.) 

A  paper  of  Dr.  Wellington  Adams,  entitled  *•  From  Chicago  to  St.  Louis 
by  Electric  Express,"  which  was  announced  for  the  evening,  was  deferred 
on  account  of  a  despatch  from  Dr.  Adams,  announcing  his  unavoidable 
absence. 

Mr.  S.  Lloyd  Wiegand  described  and  illustrated  certain  improvements  in 
the  manufacture  of  artificial  limbs,  devised  by  the  brothers  Marks,  of  New 
York,  which  involved  the  application  of  aluminum.  On  motion  of  Mr.  W.  M. 
McAllister,  the  subject  was  referred  to  the  Committee  on  Science  and  the  Arts. 

The  Secretary  presented  a  brief  report,  and  Mr.  W.  N.  Jennings  made  an 
exhibition  of  a  number  of  photographic  pictures  of  local  interest. 

Adjourned.  Wm.  H.  Wahl,  Secretary. 
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A  MOTOR   without  FUEL  and  the  SECOND  PRIN- 
CIPLE of   THERMO-DYNAMICS. 


By  Dr.  Hermann  Mehvbr. 


{Read  at  the  stated  meeting  of  the  Institute^  December  j6,  i8gi.'] 

Jos.  M.  Wilson,  President,  in  the  chair. 

Dr.  Mehner  :  Since  the  time  when  men  began  to  use  mo- 
tors, thinking  and  progressive  minds  have  been  impressed  by 
the  value  of  the  precious  service  done  by  mechanical  power, 
and  have  been  seeking  to  produce  such  mechanical  power. 

The  histories  of  the  investigators  in  this  field  are  sad — 
hard  toil,  bitter  deceptions,  meagre  successes.  Wherever 
nature  showed,  or  seemed  to  show,  an  unutilized  force, 
these  eager  explorers  in  mechanical  powers  exerted  their 
best  endeavors,  and  they  were  deceived,  either  because 
there  was  no  force  or  because  the  force  was  not  able  to  do 
work  or  required  mechanical  work  to  make  it  available. 
Vol.  CXXXIV.  7 
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Of  such  was  the  constructor  of  the  perpetuum  mobile^  who, 
in  his  imagination,  ran  a  wheel  around  inside  of  a  hoop  by 
the  continuous  force  of  a  coiled  piece  of  watch-spring — 
the  philosophical  miller  who  proposed  to  pump  his  water 
back  and  use  it  over  and  over  again  in  his  wheel. 

These  inventors  were  deceived  by  natural  causes,  but 
others  have  found  their  work  to  be  useless  because  of  social 
conditions.  Such  was  the  case  with  the  unhappy  genius 
Papin,  who  knew  a  peculiar  force,  which  we  call  the  pres- 
sure of  the  atmosphere ;  who  knew  how  to  produce  conditions 
under  which  this  force  was  able  to  do  work  and  thus  had  in  his 
vessel  a  wonderful  energy  capable  of  moving  for  a  distance 
of  several  feet  the  respectable  weight  of  fifteen  pounds  for 
each  square  inch,  and  to  repeat  this  as  often  as  he  pleased, 
but  he  could  not  sell  it. 

Social  conditions  prevented  him  from  developing  his 
device,  even  to  the  low  level  of  the  Newcomen  machine. 

We  pity  Papin,  but,  to  my  way  of  thinking,  we  owe  as 
much  sympathy  to  the  deceived  inventor  with  the  watch- 
spring  and  the  unfortunate  miller,  the  strong-minded  men 
who  work  hard,  much  less  for  their  personal  interest  than 
with  the  magnanimous  desire  to  confer  a  gift  valuable  to 
mankind. 

For  it  is  much  simpler  and  easier  to  grind  grain  and 
make  money,  and  afterwards  to  celebrate  thanksgiving, 
than  to  grind  thoughts  against  thoughts,  make  sacrifices  of 
pleasure,  time  and  money,  and  to  keep  at  this  after  many 
meagre  and  bitter  thanksgivings. 

Mankind  owes  its  thanks  to  these  deceived  inventors 
because  especially  in  the  early  state  of  mechanical  science 
the  record  and  the  discussion  of  such  unsuccessful  explora- 
tions increase  the  chances  of  those  who  at  length  achieve 
success.  As  there  is  no  plan,  guide  or  time-table  for  trav- 
ellers in  the  darkest  Africa  of  natural  philosophy,  there  is 
nothing  for  the  pioneer  but  to  try. 

The  search  for  power  where  there  is  none,  advanced 
scientific  mechanics  just  as  alchemy  advanced  early  chem- 
istry. 

If  the  search  for  sources  of  mechanical  power  brings  one 
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success,  the  advantage  to  the  commonwealth  pays  a 
thousandfold  all  the  loss  which  futile  experiments  have 
inflicted  upon  it.  Watt's  fortunate  contrivance  is  not  a 
mere  object  of  property;  it  is  i\iQ  foundation  of  our  present 
form  of  commonwealth,  technically  and  socially. 

Nowadays  steam-power  is  all :  but  for  the  inventor  it  is 
nothing. 

The  very  abundance  of  mechanical  power  and  its 
application  for  so  many  purposes,  show  how  this  appli- 
cation is  limited  and  impress  the  mind  that  another, 
better  and  cheaper  power  is  a  necessity. 

Many  philosophical  minds  are  so  impressed;  you  will  see 
them  putting  turbine  wheels  in  every  accessible  waterfall ; 
you  see  them  trying  to  utilize  the  gigantic  energj''  of 
Niagara ;  you  hear  of  sunshine  machines  which  concentrate 
the  beams  by  large  reflectors ;  you  read  speculations  about 
the  energy  of  the  tides;  you  find  schemers  appreciating 
again  the  feeble  power  of  the  wind ;  and  so  on  through 
the  list  of  nature's  wasted  forces. 

Let  us  not  forget  another  project  as  we  are  in  a 
Franklin  Institute.  There  is  the  flash  of  lightning,  a  high 
tension  current  of  so  many  million  volts.  Make  it  strike 
a  huge  transformer  and  store  it  up  in  accumulators.  Well, 
we  need  a  cheaper  power ! 

I  began  trying  to  solve  this  problem  while  I  was  yet  a 
stu4fcnt  in  my  first  term— but  not  that  of  the  perpetuum 
mobile. 

Students  are  instructed  now  carefully.  Each  inviting 
by-way  which  leads  astray  is  marked  by  a  finger-post ;  the 
nature  of  a  force  is  thoroughly  explained,  using  for  illustra- 
tion the  1 50,000  pounds  to  the  square  inch  on  the  bottom  of 
the  ocean,  and  the  comparison  is  made  with  physical  work, 
like  that  done  by  the  falling  weight  of  a  clock  mechanism. 
They  are  shown  that  wherever  energy  in  one  form  appears, 
energy  in  another  form  disappears.  A  lighthouse  is  planted 
on  every  cliff  of  perpetual  motion,  so  that  really  a  student 
cannot  well  invent  it.  As  I  had  before  this  time  read 
Liebig's  popular  letters  on  chemistry,  some  popular  lectures 
of   Helmholtz,  and  was  just  engaged  in  studying  Robert 
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Mayer*s  book  on  the  Mechanical  Equivalent  of  Heat,  I  was 
thinking  and  living  so  completely  in  the  law  of  the 
conservation  of  energy,  that  I  necessarily  took  another 
direction. 

My  thought  was  this,  quite  in  line  with  the  practical 
application  of  Mayer's  discovery  : 

Mechanical  work  is  an  equivalent  of  consumed  heat;  why 
not,  by  taking  the  heat  away  from  water,  produce  a  motive- 
power  and  leave  behind  ice? 

Such  a  process  would  ag^ee  perfectly  with  the  accepted 
law  of  the  conservation  of  energy. 

Of  course,  I  could  not  find  at  this  time  a  suitable  way  to 
realize  the  process,  and  I  soon  ceased  my  attempts  as  I  was 
taught  that  there  is  a  second  law  of  thermo-dynamics : 
that  the  change  of  the  heat  form  of  energy  into  the  form 
of  mechanical  work  taking  place  according  to  the  first  law, 
can  only  be  performed  if  heat  can  pass  from  a  warmer  to  a 
cooler  body. 

As  this  law  is  not  so  well  known  by  far  as  that  of  the  con- 
servation of  energy,  and  as  it  is  of  the  greatest  importance 
in  an  operative  ice  machine,  which  was  my  aim,  I  will  speak 
more  about  it. 

The  law  in  the  present  form  is  the  result  of  the  investi- 
gations of  Sadi  Camot  and  Clausius. 

The  law  is  explained  in  the  following  example  of  the 
behavior  of  a  substance  in  a  machine  devised  in  1824  by 
Sadi  Carnot: 

The  substance  working  in  the  machine  has  first  the  tem- 
perature of  the  cooler  of  the  two  bodies,  which  are  used  in 
the  process,  and  is  in  perfect  thermal  insulation. 

Imagine  it  to  be  a  gas  or  vapor  kept  in  the  cylinder  D 
{Fig.  7),*with  sides,  which  are  perfectly  impervious  to  heat, 
under  a  piston  of  the  same  quality,  but  over  a  bottom,  which 
is  a  perfect  conductor  of  heat.  The  cylinder  stands  on  the 
bench  C,  which  is  a  perfect  insulator  for  heat,  so  that  no  heat 
at  all  can  pass  out  from  it  into  the  cylinder.  The  substance 
is  now  compressed  on  the  bench.     Work  is  spent  in  this 

*  This  figure  is  taken  from  MaxwelPs  Theory  of  Heat,  p.  139. 
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process  and  the  substance  becomes  warmer.  When  it  is  as 
warm  as  the  hot  body -^  it  is  placed  on  that,  which  is 
supposed  to  keep  constantly  at  the  higher  temperature, 
no  matter  how  much  heat  goes  out  of  it.  The  substance 
is  now  allowed  to  expand,  doing  work,  as,  for  example, 
lifting  weights.  The  substance,  if  insulated,  would  get 
cold,  but  as  the  body  A  has  an  unlimited  supply  of 
heat  which  passes  through  the  bottom  of  ideal  conduc- 
tivity, the  temperature  of  the  substance  is  kept  con- 
stant. After  the  substance  has  expanded,  it  is  replaced  on 
the  bench  and  undergoes  the  third  operation,  expanding 
further  in  thermal  insulation,  getting  cool  by  the  way  and 
continuing  so  until  the  temperature  of  the  substance  is  that 


Fig.  I. 

of  the  cold  body  B,  which  is  able  to  receive  an  unlimited 
amount  of  heat  without  changing  its  own  temperature. 
After  that,  in  the  fourth  operation,  the  substance  is  placed  on 
the  cold  body  B  and  compressed,  the  heat  due  to  the  com- 
pression being  carried  away  into  the  cold  body  B, 

The  compression  is  continued  until  the  substance  has 
again  its  original  volume,  and  as  far  as  the  substance  itself 
is  concerned,  the  four  operations  have  had  no  result,  the 
substance  being  in  its  initial  state.  The  total  result  is,  that 
an  amount  of  heat  went  out  from  the  hot  body  and  an 
amount  of  heat  went  into  the  cold  body.  A  certain  amount 
of  work  has  been  done,  and  an  amount  of  work  has  been 
consumed,  the  difference  in  these  two  quantities  of  work 
being  the  useful  work  done. 

The  work  done  is  transformed  from  heat,  and  therefore 
less  heat  than  is  taken  from  A  is  given  to  B, 
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As  an  example  of  an  approximate  Carnot  process,  take 
a  steam-boat  engine.  The  substance  is  water ;  heat  is 
taken  up  from  the  fire  gases  by  the  boiler,  heat'  is  carried 
away  by  the  cooling  water  in  the  condenser.  The  condensed 
water  is  pumped  back  by  the  feed  pump. 

Such  a  Carnot  engine  is  reversible  in  the  thermo-dynamic 
meaning  of  the  word.  The  working  substance  can  expand 
in  contact  with  the  cooler  body;  it  can  then  be  compressed 
on  the  bench  till  the  temperature  of  the  warmer  body 
is  reached;  it  can  then  in  contact  with  this  warmer  body 
be  compressed  further,  etc.  This  would  mean,  applied  to 
technics :  An  engine  can  pump  out  cold  vapor  from  the 
condenser  and  compress  it,  forming  hot  water  in  the  boiler, 
taking  up  in  the  condenser  heat  at  low  temperature  and 
delivering  it  to  the  boiler  at  high  temperature  by  the  con- 
sumption of  work.  Exactly  this  device,  run  at  ordinary- 
temperature  by  NH,  vapor,  is  the  ice  machine,  which  takes 
away  heat  from  freezing  water. 

Now,  the  result  of  the  Carnot-Clausius  investigation  iv<i 
that  in  the  Carnot  engine  the  ideal  case  of  heat  trans- 
mission and  heat  transformation  is  realized,  and  that  it  is 
not  at  all  of  importance  what  substance  works  in  the 
engine.  The  efficiency  does  not  depend  upon  the  substance, 
but  only  upon  the  temperatures  of  the  warmer  and  cooler 
bodies.  If  the  engine  works  in  this  ideal  way  between  150^ 
and  70°  C,  it  performs  exactly  the  same  work,  for  each 
unit  of  heat  which  it  receives,  whether  it  be  operated  by 
water,  starting  with  a  tension  of  about  47  atmospheres  (at 
fifteen  pounds  per  square  inch  each),  and  condensing  at 
one-third  atmosphere ;  or  by  alcohol,  working  between  9"6 
and  07  atmospheres ;  or  by  turpentine,  the  working  pressure 
of  which  would  vary  between  i  and  0*08  atmospheres  at 
the  stated  temperatures;  or  by  carbon-disulphide expanding 
from  12  to  2  atmospheres;  and  this  engine  delivers  to  the 
condenser  exactly  the  same  amount  of  heat:  and  this  work 
is,  as  mentioned  above,  the  maximum :  and  this  heat  is  the 
minimum  which  any  machine  <:^«/^  deliver,  however  good  it 
may  be.  This  very  interesting  statement  is  the  result  of 
the  Carnot-Clausius  law — not  of  experience. 
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This  law  has  been  proved  by  a  demonstration  which 
fails  to  satisfy  the  student,  and  it  was  much  doubted 
in  its  early  days.  Helmholtz,  for  example,  in  1854,  accepted 
it  in  a  lecture  on  the  correlation  of  forces,  with  a  good  deal 
of  reservation.  But  now,  all  that  seems  to  be  forgotten. 
Many  inferences  have  been  drawn  from  it,  and  as  the 
inferences,  where  they  can  be  criticised  by  experience, 
agree  with  the  latter ;  the  law  stands  firmly  like  the  conser- 
vation of  energy  and  matter.  There  is  only  one,  the  famous 
French  physicist,  Bertrand,  who  doubts  the  law,  but  he 
stands  so  isolated  that  his  opinion  is  generally  overlooked. 
He  says,  in  his  Thenno-dynamique,  Paris,  1887,  p.  266;  ''Les 
demonstrations  proposi^es  jusqiiici  nc  rendent  pour  moi  le  tln'o- 
rtme  ni  eertain  ni  vraisemb table,''  I  will  give  you  the  prin- 
ciple for  the  law  in  the  words  of  Maxwell,  because  if  any- 
thing like  a  proof  is  possible,  the  admirable  mind  of  Max- 
well will  have  the  best  one. 

Suppose  a  certain  engine  M  has  a  greater  efficiency 
between  the  temperatures  5  and  T  than  a  reversible  engine 
N\  then  if  wc  connect  the  two  engines  so  that  M  by  a 
direct  action  drives  .V  in  the  reverse  direction,  at  each 
stroke  of  the  compound  engine  N  will  take  from  the  cold 
body  B,  the  heat  H,  and  by  the  expenditure  of  work  W,  give 
to  the  hot  body  A,  the  heat  //'. 

The  engine  M  will  receive  this  heat  H*  and  by  hypothesis 
will  do  more  work  while  transferring  it  to  B  than  is  required 
to  drive  the  engine  ^V. 

Hence  at  every  stroke  there  will  be  an  excess  of  useful 
w'ork  done  by  the  combined  engine. 

We  must  not  suppose,  however,  that  this  is  a  violation  of 
the  principle  of  the  conservation  of  energy,  for  if  J/ does  more 
ivork  than  N  would  do,  it  converts  more  heat  into  work  at 
every  stroke,  and  therefore  M  restores  to  the  cold  body  a 
smaller  quantity  of  heat  than  ^V  takes  from  it.  Hence  the 
legitimate  conclusion  from  the  hypothesis  is,  that  the  com- 
bined engine  will,  by  its  unaided  action,  convert  the  heat  of 
the  cold  body  B  into  mechanical  work,  and  that  this  process 
may  go  on  till  all  heat  in  the  system  is  converted  into 
useful  work. 
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**  This  is  manifestly  contrary  to  experience,  and  therefore 
we  must  admit  that  no  engine  can  have  an  efficiency  greater 
than  that  of  a  reversible  engine  working  between  the  same 
temperatures/** 

Such  is  the  proof  of  the  Camot-Clausius  law  in  the  words 
of  this  great  physicist,  whom  I  admire.  To  condense  it 
in  an  example :  If  there  were  a  machine  My  better  than 
the  Carnot  machine,  in  a  steam-boat,  it  could  be  run  with 
the  help  of  a  reversed  Carnot  machine  by  the  heat  of  the 
cold  sea-water — ^which  is  against  experience.  In  other 
words,  no  machine  better  than  Carnot's  is  ever  possible, 
because — there  is  no  such  machine  ! 

The  proof  of  Clausius  is  of  a  different  character.  He  first 
generalizes  an  experience  into  an  axiom : 

Heat  cannot  travel  without  compensation  from  a  cooler 
to  a  warmer  body,  explaining  compensation  as  expense  of 
mechanical  work  or  irreversible  change  of  any  kind  in 
nature. 

After  assuming  this  axiom,  he  causes  the  reversed 
Carnot  and  the  supposed  better  machine,  to  work  with 
another,  as  Maxwell  does,  and  easily  shows  that  the  result 
is  against  the  axiom. 

I  have  the  impression  that  Clausius  was  looking  for  a 
more  satisfactory  cause,  for  an  internal  cause  in  the  nature  of 
heat,  for  the  limitation  of  the  efficiency  of  the  Carnot  ma- 
chine: perhaps  he  wanted  natural  necessity  instead  of  simple 
experience,  which  Maxwell  clearly  states.  But  in  this  way 
he  makes  a  much  broader  claim  than  Maxwell  does.  Max- 
well claims  a  maximum  rate  of  transformation  for  a  working 
heat.  Clausius  also  claims  that,  but  claims  further,  that 
the  remaining  untransformed  heat  can  never  be  elevated 
again  without  compensation.  It  is  proper  to  separate  in 
the  investigation  these  two  propositions,  as  that  of  Clausius 
includes  or  hides  the  first,  while  the  first  does  not  necessarily 
compel  us  to  assume  the  second. 

My  opinion  in  regard  to  the  law  is  as  follows  : 

When  I  see  that  the  law  of   Carnot-Clausius  is  demon- 

*  From  Maxwell's  Theory  on  Heat,  p.  152. 
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strated  as  shown  and  at  the  same  time  consider  carefully 
its  applications  in  thermo-dynamics  and  chemistry,  I 
conceive  the  law  as  a  general  rule,  which  admits  excep- 
tions, and  I  believe  that  such  exceptions  can  be  found. 
I  claim  to  haye  invented  one  and  believe  that  the  famous 
law  will  eventually  prove  to  have  been  the  first  dim  concep- 
tion of  a  deeper  truth. 

It  may  happen  in  this  case  again,  as  it  has  happened 
with  the  original  Carnot  law.  Generally,  and  in  most  cases, 
if  heat  passes  from  a  higher  to  lower  temperature,  the  same 
amount  of  heat  is  found  at  the  low  level.  Carnot  made 
valuable  discoveries  in  the  presumption  that  this  was  the 
case  also  if  work  is  performed  by  the  way.  He  saw  the  truth 
in  the  twilight.  Clausius  corrected  the  law  and  showed  to 
us  more  of  the  truth,  but  his  law  may  need  correction 
yet. 

Perhaps  we  are,  in  thermo-dynamics,  in  the  situation  of 
the  leading  chemists  of  the  elder  generation  and  in  which 
many  chemists  are  yet  in  our  own  day.  O  +  Hj  combine  and 
thus  produce  muchi  heat.  All  substances  produce  heat  when 
entering  in  combination,  and  no  reaction  can  take  place 
spontaneously — at  least  not  "without  compensation"  unless 
heat  is  developed  by  it.  Therefore,  inventors  look  in  the 
tables  of  thermo-chemistry  to  see  from  them  if  a  reaction  is 
possible.  They  do  not  try  it,  if  no  heat  is  developed  by  it. 
But  tJuy  are  wrong. 

In  most  cases,  it  is  true,  this  law  holds  good ;  but  there 
were  found  exceptions  to  it,  and  the  exceptions  became  too 
numerous  to  call  the  law  even  a  rule,  and,  accordingly, 
while  until  lately  the  leading  chemists  have  affirmed  that  no 
reaction  can  take  place  if  the  entropy  does  not  increase  by 
it,  they  nowadays  teach  that  this  condition  is  a  special 
application  for  gases  of  a  general  law,  which  makes  reactions 
dependent  upon  a  thermo-dynamical  potential,  for  example, 
upon  the  function  ^  of  Professor  Gibbs. 

The  present  Carnot-Clausius  law  reminds  me  exactly  of 
the  therfno-chemical  law  and  of  the  original  Carnot  law. 

The  origin  of  this  law,  the  strange  way  in  which  it  is 
proved,  and  the  difference  between  Maxwell  and  Clausius, 
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encouraged  me  to  return  to  my  early  task  of  splitting  up 
cold  water  into  ice  and  useful  mechanical  energy. 

I  had  to  drop  it  because,  according  to  this  second  prin- 
ciple, I  could  not  elevate  heat.  My  idea  had  been  to  use 
the  heat  for  expanding  a  suitable  substance,  exactly  as 
in  ice  machines,  in  which  the  heat  of  the  freezing  water 
volatilizes  liquid  ammonia  or  carbonic  acid.  I  had,  of 
course,  to  regain  this  substance,  say  liquid  carbonic  acid, 
and  I  had  to  do  that  at  a  lower  temperature,  because  at 
the  same  temperature  the  compression  would  cost  as 
much  work  as  the  expansion  could  deliver. 

But  I  believed  the  matter  unsettled,  not  at  all  on  account 
of  the  reasoning  about  the  second  principle  that  I  have 
just  given — I  was  not  so  critical  at  that  time — but  ^because 
the  theory,  especially  in  its  consequences  concerning  the 
end  of  the  world,  was  repugnant  to  my  feelings. 

After  much  reflection  and  study,  I  think  I  have  finalh' 
devised  a  method  which  I  believe  gives  the  solution  of  the 
problem.  When  I  came  to  study  the  phenomena  of 
Honigmann\s  well-known  soda  engine,  I  found  in  a  certain 
class  of  chemical  reactions  the  means  of  absorbing  the 
anhydrous  ammonia,  or  the  carbonic  acid,  which  had  pre- 
vented my  success. 

I  found,  for  example — not  in  the  laboratory,  but  already 
as  a  well-established  fact  in  literature — that  many  salts  of 
ammonia  absorb  ammonia  gas  of  a  lower  tension  at  a  low 
temperature,  that  is,  below  the  freezing  point;  and  at  a 
high  temperature,  that  is,  at  the  ordinary  temperature 
of  the  atmosphere,  or  that  of  running  water,  develop  it 
at  a  high  tension.  This  was  very  inviting  for  further 
study. 

An  engine  using  ammonia  should  deliver  in  its  exhaust 
the  amount  of  heat,  which  any  machine  will  deliver  to  the 
cooler  body.  But  there  was  the  advantageous  circum- 
stance that  most  of  the  ammonia  combinations  having  little 
NH3  were  solids,  and  by  absorption  of  NH,  became  liquids 
— and  liquefaction  generally  absorbs  heat.  The  liquefaction 
of  NH3  salts,  as  a  f act,consumes  heat.  So,  perhaps,  the  latent 
heat  of  liquefaction  was  equal  to  the  latent  heat  of  condensa- 
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tion  (I  prefer  to  say  of  absorption)  of  the  NH,  vapor.  If 
that  was  the  case,  a  motor  without  fuel  was  invented,  no 
matter  if  it  really  made  ice  or  only  slightly  cooleJ  the 
surroundings. 

I  did  not  know  the  quantity  of  this  heat  of  liquefaction 
exactly,  but  I  estimated  it  by  comparing  it  with  similar 
data,  and  I  came  to  the  conclusion  that  favorable  conditions 
could  be  chosen,  in  which  the  heat  of  absorption  could  be 
utilized  by  the  opposite  heat  of  liquefaction. 

•  Thus  I  broke  through  the  principle.  Afterwards  I  made 
more  satisfactory  calculations  for  a  motor  serving  as  an 
example,  a  motor  based  on  the  same  principle,  but  acting  at 
high  temperature,  and  with  fairly  well-known  substances. 
I  refer  to  the  saltpetre  machine  which  I  lately  described  in 
the  Scientific  American  Supplement,  December  5,  189 1.  *  I  think 
I  am  permitted  to  presume  that  this  description  is  well 
known  to  the  readers  of  the  Journal,  so  that  I  have  no 
need  to  refer  to  it  further.  I  wish  here  to  treat  it  chiefly  in 
its  bearing  upon  the  second  principle. 

The  question  is:  Is  it  true  that  by  the  use  of  a  solution, 
which  is  formed  with  absorption  of  heat,  heat  can  be 
elevated  without  expense  of  mechanical  work,  without 
compensation  ? 

Suppose  that  the  latent  heat  of  a  vapor  (which  by  present 
methods  must  be  delivered  in  the  condenser  to  a  cooler  body), 
by  the  solution  of  a  solW  substance  is  kept  latent  or  bound. 
Is  it  not  necessary,  just  because  it  is  bound,  to  apply  in  order 
to  liberate  it  afterwards  by  evaporation,  at  least  an  equal 
amount  of  heat  from  an  outside  source  ? 

I  had  this  objection  presented  to  me  from  so  respectable 
a  source,  that  I  will  here  discuss  it.  You  will  see  that  this 
attempt  to  defend  the  second  principle  of  thermo-dynamics 
must  cost  the  first.  It  violates  the  law  of  conservation  of 
energy.  Call  the  bound  heat  Qj*  corresponding  to  a  heat  Q, 
which  must  be  introduced  to  the  working  substance  of  a 
Camot  machine  at  the  higher  temperature  and  consists  in 
my  motor  of  y^  +  Q^,  Ql  being  the  equivalent  of  the  work 
to  be  done. 

Now  after  the  heat  Q^  is  bound  in  the  freezing  mixture 
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and  so  indissolubly  bound  that  it  requires  another  heat  Q.^ 
to  liberate  it,  and  after  this  second  Q2  ^^^^  liberated  it,  it 
must  be  free.  Consequently  two  amounts  Q2  are  ready  for 
work,  the  first  of  which  might  run  my  motor,  and  the 
remaining  second  might  be  used  again  and  again  to  liberate 
the  periodically-bound  first  Qj. 

But  usually  the  objection  has  not  this  meaning.  It 
points  to  the  necessity  of  spending  a  second  quantity  of  heat 
Q2  fc)r  a  transformation,  for  a  work  which  separates  the  sub- 
stances combined  in  the  solution ;  for  overcoming  the  force 
of  affinity. 

The  objection  really  means  that  after  the  action  of  the 
second  Q2,  there  is  only  one  Qj. 

What  became  of  the  first  Q2  ? 

It  is  not  in  the  solution ;  the  solution  exists  no  more. 

It  is  not  in  the  steam. 

This  steam  is  steam ;  no  extraordinary  substance.  It  is 
quite  ordinary  steam,  which  does  not  show  where  it  came 
from  and  behaves  exactly  like  any  other  steam  of  the  same 
temperature  and  pressure  made  at  the  expense  of  the  same 
heat  quantity:  [second  Q2  +  Ql]-  You  can  isecretly  ex- 
change  the  steam  generated  in  my  way  for  steam  generated 
in  the  ordinary  way;  no  physicist  can  find  a  difference. 
Condense  my  steam  and  it  will  set  free  the  second  Q2  +  Ql- 

The  first  Qj  is  not  in  the  salt. 

The  salt  is  dry — not  liquid. 

Place  this  dry  salt  in  the  water  of  condensation  and  you 
will  find  that  it  cannot  dissolve  as  it  can  in  steam — just 
because  the  water  of  condensation  has  not  this  first  Q„  this 
latent  heat  which  steam  has  and  which  the  steam  once 
brought  to  the  salt,  when  it  became  dissolved  in  the  begin- 
ning. The  salt  cannot  dissolve  except  it  can  grasp  heat  from 
the  neighborhood.     The  salt  forms  a  refrigerating  mixture. 

It  does  not  help  the  matter  to  say  that  the  salt  has  a 
high  temperature  instead  of  the  lower  temperature  at  which 
it  went  in  solution  by  the  absorption  of  the  first  Q2,  and  that 
the  difference  in  the  heat  contained  in  the  salt  when  it  is 
desiccated  represents  Q2-  Take  saltpetre  and  water.  No 
doubt,  the  salt  from  the  desiccator  contains  more  heat  than 


Digitized  by 


Google 


Aug.,  1892.]  A  Motor  icithout  Fuel,  etc,  101 

the  salt  which  went  into  the  condenser.  But  the  difference 
is  not  Qj-  Suppose  a  machine  working  with  only  10°  C. 
difference  of  boiler  and  condenser  temperatures.  As  the 
latent  heat  of  the  salt  is  about  77  calories,  for  the  condensa- 
tion of  one  kilogramme  of  steam  about  seven  kilogrammes 
of  salt  are  necessary.  After  condensing  one  kilogramme  of 
steam  the  salt  has  received  about  540  units  of  heat.  This 
is  Q2.  Now  cool  down  the  desiccated  salt  in  a  calorimeter 
to  the  initial  state  and  register  the  delivered  heat.  If 
it  is  Q2  it  must  be  540  calories.  Well,  that  means  a  specific 
heat  of  540  divided  by  10  times  7  =  77  for  saltpetre.  One 
kilogramme  of  saltpetre  delivers  77  units  of  heat  for  i  °  C. 
That  seems  to  be  pretty  high.  But  now  run  the  motor  with 
only  5°  difference  in  its  temperatures.  If  Qg  goes  into  the 
desiccated  salt,  the  specific  heat  of  saltpetre  is  15*4  Take 
I®  difference  and  the  specific  heat  necessarily  becomes  77, 
You  can  bring  it  to  77,000  calories,  if  you  please,  and  can 
vary  these  interesting  results  if  you  will  use  another  solvent 
instead  of  water.  I  take  the  opportunity  to  report  from  the 
nearest  available  hand-book,  0*24  (between  0-100°  C.  from 
Regnault)  as  the  specific  heat  of  saltpetre. 

This  shows  clearly  that  the  first  heat  Q2  cannot  remain 
in  the  dry  salt. 

Consequently,  the  first  heat  Qj 
is  not  in  the  solution ; 
is  not  in  the  steam ; 
is  not  in  the  salt ; 
is  nowhere. 

The  objection  has  destroyed  it. 

I  think  no  objection  can  survive  such  an  annihilating 
victory. 

It  is  indeed  beyond  doubt  that  a  quantity  of  heat  which 
becomes  latent  by  liquefying  a  salt  at  a  low  temperature, 
must  reappear  when  the  solution  becomes  solid  at  a  high 
temperature.  This  heat  is  elevated,  if  heat  is  indestructible 
energy. 

After  this  deduction  it  seemed  to  me  superfluous  to 
prove  it  by  an  experiment.  But  I  did  it  when  I  was  invited 
to  do  so  under  very  favorable  circumstances.     I  measured 
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in  an  electric  calorimeter,  which  I  had  constructed  after  the 
device  described  in  my  American  patent,  the  quantity  of 
heat  which  is  necessary  to  make  steam  from  pure  water  and 
the  corresponding  quantity  from  concentrated  saltpetre 
solution.  The  experiment  was  carried  out  in  Germany  in 
the  laboratory  of  a  well-known  physicist  and  specialist  in 
thermo-dynamics.  My  apparatus  was  not  quite  perfect,  and 
gave  results  that  were  too  high,  but  this  influences  the 
result  against  me. 

The  heat  necessary  to  form  steam  from  pure  water  was 
621  units ;  to  form  it  from  solution  was  334  units. 

The  difference  is  far  beyond  the  possibility  of  any  mis- 
take of  observation.  According  to  theory  I  should  have 
found  pure  water  540  instead  of  621,  and  about  290  instead 
of  334  for  the  solution,  according  to  the  quantity  of  salt- 
petre which  was  dissolved. 

The  experiment  means  this :  I  really  have  made  the 
gramme  of  steam  with  about  one-half  the  latent  heat  it  con- 
tains. Of  course,  I  have  not  created  the  other  half.  This  went 
into  the  solution  before,  when  the  temperature  was  low 
and  became  elevated,  as  I  affirm. 

After  my  views  were  doubly  strengthened  in  this  way,  I 
decided  to  make  every  possible  effort  to  secure  everywhere 
the  lawful  protection  for  my  method  to  supply  the  world 
with  power  transformed  from  the  ordinary  heat  of  the 
atmosphere. 

I  mention  here  as  a  detail  that  I  have  described,  for 
example  in  my  American  patent,  a  method  which  makes  me 
independent  of  the  solubility  of  the  salt.  It  is  not  necessary 
that  one  kilogramme  of  vapor  shall  dissolve  so  much  salt 
that  all  its  latent  heat  is  neutralized.  This  might  be  incon- 
venient or  impractical.  The  vapor  may  dissolve  less  and 
the  unneutralized  part  of  the  latent  heat  may  be  neutralized 
by  another  quantity  of  salt,  which  dissolves  in  the  liquid 
solvent,  formed  at  the  high  temperature. 

I  will  direct  your  attention  to  still  another  feature  of  my 
motor  by  giving  an  example  :  The  chloride  of  ammonium, 
sal-ammoniac,  is  very  soluble  in  liquid  NH^.  It  forms  a  com- 
pound, like  so  many  other  salts,  the  compound  with  three 
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molecules  NH„  namely,  (NHJCl,  3NH3.  This  compound 
decomposes  at  the  ordinary  temperature  exactly  like  bicar- 
bonate of  soda  at  a  higher  temperature,  or  carbonate  of  lime 
at  the  temperature  of  the  lime  kiln.  The  pressure  which  is 
necessary  to  keep  the  NH3  combined  with  the  ammonium 
chloride  is 

mm. 

At    —  6° 730 

+   6*' 1.480 

-f-   8® 1,800 

Now,  imagine  that  you  wish  to  run  a  machine  with  NH, 
vapor  taken  from  the  decomposing  salt  at  +  6°  and  combin- 
ing with  it  again  at  —  6°. 

The  vapor  enters  t;he  engine  with  1,480  mm.  pressure, 
and  may  expand  along  the  adiabatic  line,  until  it  has  730  mm., 
that  is  an  expansion  of  only  i  :  2.  The  temperature,  when 
the  absorption  pressure  is  reached,  will  be  about  —  36®, 
but  the  absorption  takes  place  at  — 6°.  With  the  tempera- 
ture of  —  36°,  according  to  Carnot,  the  heat  Q2  should  be 
taken  away  or  elevated,  but  with  the  —  6°  it  appears.  The 
heat  jumps  up  at  once  30°  on  contact  with  the  salt.  If  this 
machine  acts  with  a  range  of  temperature  of  42°,  the 
elevation  of  heat  is  necessary  only  through  a  range  of  12°. 
Other  salts  show  this  peculiarity  even  more  strikingly. 
The  neutralizing  of  the  heat  at  —  (P  and  its  reappearance 
at  +  6°,  which  happens]  after  the  first  jump,  seems  to  be 
very  similar  to  an  action  of  chemical  affinity. 

From  this  point  of  view,  that  chemical  affinity  inter- 
venes  in  my  motor,  all  that  is  strange  in  the  elevation  of  heat 
disappears.  There  is  no  heat.  The  heat  is  transformed 
into  another  form  of  energy,  and  is  re-transformed  into 
heat  at  a  high  temperature,  and  it  cannot  surprise  us  if 
such  other  energy  does  not  behave  as  heat  generally  does. 

I  can  express  the  principle  of  my  motor  in  this  way : 
Camot's  heat  Qj  can  only  be  elevated  by  another  thermo- 
dynamical  cycle.  Thus  it  costs  mechanical  work.  I  sub- 
stitute for  that  a  thermo-chemical  cycle,  which  costs  no 
mechanical  work.  My  motor  in  its  process  perfectly  agrees 
with  the  theory  of  Maxwell,  in  that  it  transforms  as  much 
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heat  as  the  Carnot  machine  during  its  action,  and  it  is  only 
after  this  action  is  completed  that  my  motor  elevates  the 
unused  heat  against  the  principle  of  Clausius,  and  does  this 
by  going  outside  of  the  domain  of  heat. 

There  is,  indeed,  nothing  unreasonable  in  the  idea  of 
elevating  without  work,  the  heat,  which  in  Carnot's  cycle  is 
not  transformed.  If  one  considers  it  as  an  unavailable  heat 
it  is  very  probably  simply  c^i/ed  he^t,  but  is  in  reality  some 
kind  of  energy  which  corresponds  at  a  certain  temperature 
to  the  quality  shown  by  a  substance  or  which  even  makes 
and  constitutes-  this  quality.  Heat  is  a  collective  name 
applied  to  such  kinds  of  energy  as  can  raise  the  temperature 
of  a  substance,  if  they  are  spent  by  a  first  substance.  It  is 
remarkable  that  heat  never  has  been  observed.  Tempera- 
ture has  been  observ^ed,  but  not  the  heat  which  causes  it. 
Even  instead  of  such  heat,  which  we  call  free  in  contradis- 
tinction from  latent,  at  the  very  moment  of  the  change  from 
one  body  to  the  other,  only  a  quality  of  a  substance  has  been 
observed.  We  presume  and  construct  the  heat'  as  a  thing 
behind  the  phenomenon,  like  the  god  ^olus  was  presumed 
or  constructed  behind  the  change  of  the  winds.  Therefore^ 
I  often  prefer  to  say  energy  instead  of  heat,  in  order  to 
speak  with  more  exactness. 

Now,  the  so-called  heat  or  energy  in  the  working  sub- 
stance  of  Carnot  consists  of  two  parts  Q^  and  (2l.  The 
energy  (2l  is  geared  into  the  intrinsic  wheel-work  of  nature 
in  such  a  way,  that  sinking  down  to  a  lower  temperature,  it 
can  change  into  work.  The  part  Q^\^  connected  and  geared 
in  such  a  way  that  going  to  a  lower  temperature,  it  cannot 
change  into  work.  Why  should  not,  therefore,  in  turning 
the  wheelwork  backward,  the  elevation  of  the  energy  Qi^^ 
(which  is  a  regeneration)  cost  work,  just  because  of  this 
connection,  and  the  elevation  of  Q^.  cost  no  work  because  it 
moves  indifferent  to  mechanical  work  ? 

In  my  motor,  I  disconnect  the  two  parts  of  the  energy ;  I 
elevate  the  part  which  is  unavailable,  and  in  so  doing,  I  need 
not  spend  work,  but,  in  consequence  of  it,  can  never  do 
work  by  it ;  can  never  avail  myself  of  this  part.  Does  not 
that  appear  reasonable  ? 
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Gentlemen,  I  have  explained  now  the  reason  which  im- 
pelled me  to  go  forward  with  my  motor.  I  have  proceeded 
with  full  consideration  of  the  laws  of  nature.  I  have  avoided 
the  slightest  attempt  to  invent  perpetual  motion  according 
to  the  first  law  of  thermo-dyn amies.  I  have  aimed  to  obtain 
mechanical  work  by  simple  transformation  of  heat. 

Explanation.  —  The 
boiler  B  receives  a  solution 
at  a  and  evaporates  it.  The 
solid  residue  is  desiccated 
and  moved  forward  by  help 
of  a  suitable  stirring  device 
b,  to  the  lower  end,  with  the 
valves  Vy  and  F^,  which  are 
operated  alternately  and 
keep  up  the  separation  from 
the  space  of  low-pressure 
over  and  in  the  condenser  C 
The  vapor  goes  to  the  engine 
E,  and  exhausts  into  the  cold 
lye  at  C,  The  concentration 
and  low  temperature  of  this 
lye  is  kept  up  by  the  continu- 
ous solution  of  solid  rest- 
ing on  the  sieve  5.  The  lye 
is  brought  back  again  to  the 
ooiler  by  the  feed-pump  F,  passing  the  pre-heater  P.  This  pre-heater  is 
arranged  as  an  example  of  the  possible  devices  which  remove  the  heat  of 
the  warm  solid  coming  from  the  boiler  by  contact  with  the  cold  lye  coming 
from  the  condenser ;  thus  bringing  the  solid  to  the  temperature  of  the  con- 
denser with  no  loss  of  heat.    (For  details,  see  U.  S.  Patent,  No.  456,831.) 

But  I  take  heat  of  a  low  temperature.  I  knew  the 
obstacle  of  the  second  principle  of  thermo-dynamics,  but  I 
thought  that  it  might  be  advisable,  under  special  circum- 
stances, to  leave  the  plain  and  popular  routes  of  travel,  and 
to  try  as  a  solitary  explorer  a  new,  untrodden  path;  and 

As  this  second  principle  is  proved  in  such  an  extra- 
ordinary manner ; 

As  heat  which  becomes  latent  at  a  low  temperature, 
really  reappears  at  a  higher  one ; 

As  the  latent  heat  of  a  vapor  makes  a  wide  leap  upward 
by  mere  contact  with  an  absorbing  substance : 
Vol.  CXXXIV.  8 


Fig.  2. 
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As  my  method,  notwithstanding,  agrees  perfectly  with 
Maxwell's  theory  and  only  contradicts  the  axiom  of  Clausius; 

I  have  resolved  that  my  motor  must  be  built.* 

I  have  lately  found  another  view,  which  weakens  the 
second  principle  and  brings  my  method  out  of  its  exceptional 
position.  Probably  no  physicist,  Clausius  certainly  not, 
makes  a  distinction  between  the  heat  which  is  in  the  sub- 
stances and  radiant  heat.  All  scientists  hold  the  idea  as  a 
self-evident  one,  that  every  body  radiates  heat  against  every 
other  body. 

A  chair,  a  book  in  a  room,  radiates  heat,  but  receives  as 
much  by  radiation.  Now,  I  beg  to  remind  you  of  the 
universally-known  experiments  of  Hertz,  the  demonstration 
of  Maxweirs  electro-magnetic  theory  of  light,  and  to  aflBrm 
that :  Ordinary  heat  is  the  same  as  radiant  heat ;  radiant 
heat  is  the  same  as  radiant  light ;  radiant  light  is  the  same 
as  radiant  electricity;  radiant  electricity  is  ordinary  elec- 
tricity in  alternating  current ;  ordinary  electricity  can  be 
transformed  perfectly  into  mechanical  work. 

And  now  another  view  of  radiant  electricity,  which 
strengthens  the  first  one. 

According  to  the  second  principle,  no  thermo-dynamic 
machine  can  produce  work  if  it  is  not  in  contact  in  one 
part  with  a  warm,  and  in  another  part  with  a  cool  substance. 
If  the  whole  machine  is  surrounded  by  the  same  atmos- 
phere with  the  same  temperature  everywhere,  no  action  is 
possible.  But  I  make  such  a  machine  run  without  connect- 
ing it  with  a  cooler  body.  As  by  radiation  everything  is 
connected  with  everything,  the  equally  tempered  surround- 
ings are  no  obstacle.  I  take  the  two  reflectors  of  the  old 
experiment  of  Mariotte  {Fig,  j).t  In  the  centre  of  the  one  I 
place  instead  of  the  thermometer,  the  condenser  of  a  little 
,  machine,  surrounded  by  warm  air  like  the  boiler ;  in  the 
centre  of  the  other  I  put  a  piece  of  ice.  The  ice  con- 
denses the  vapor  in  the  distance,  as  if  the  reflector  trans- 
ferred  the  cold  of  the  ice  into  the  condenser. 


*  The  diagrammatical  sketch,  Fig,  -?,  shows  its  appearance  in  its  simplest 
form. 

t  From  G.  M.  Hopkins'  Experimental  Scintce,  p.  193. 
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This  experiment,  extended  to  its  consequences,  seems  to 
show  that  if  there  is  a  cool  place  anywhere,  a  warm  place 
equally  tempered  around  a  whole  machine,  can  develop 
mechanical  power.  It  is  not  necessary  to  have  ice  or  any 
cool  body  connected  by  radiation  with  the  condenser.  Con- 
nect the  condenser  with  nothing ;  have  only  one  reflector 
and  turn  it  against  the  endless  space  of  the  sky,  and  the 
machine  runs  equally  well.  On  a  larger  scale,  this  means 
the  sunshine  machine  of  the  hot  countries  inverted  for 
night-time  and  for  our  climates.  I  might  take  out  a  patent 
for  it :  a  new  and  improved  method  of  catching  cold. 

This  machine  interests  us  here  as  a  parallel  to  my 
motor.  It  may  be  constructed  as  a  liquid  ammonia 
machine  surrounded  by  warm  air,  working  with  the  heat 
of  the  atmosphere.     That  it  works  can  be  seen  from  the 


Fig.  3. 
fact  that  a  thermometer  without  any  reflector,  laid  on  a 
box  under  the  free  sky,  stands  lower  than  another  one,  near 
the  box  if  screened  from  the  sky,  often  by  about  20°  F. 
If  some  one  should  say  that  the  condenser  itself  is  here  Car- 
not's  cooler  body,  I  answer  that  it  is  in  my  machine  the  same 
It  seems  that  the  enforced  radiation,  which  might  be 
taken  to  mean  an  increased  loss  from  the  globe,  makes  the 
machine  run.  But,  considered  more  carefully,  it  appears 
that  if  the  condenser  enforces  radiation,  the  boiler  prevents 
it.  The  heat  taken  by  the  boiler  from  the  atmosphere 
leaves  so  much  less  to  be  radiated,  and  as  the  condenser 
radiates  less  heat  than  the  boiler  receives,  on  account  of  the 
mechanical  work  performed,  the  radiation  from  the  globe  is 
not  increased  but  diminished.  My  motor  does  exactl)  the 
same  thing.  It  also  takes  heat  from  the  store  of  the  globe 
nnd  prevents  it  from  being  radiated  away  as  long  as  it  has 
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the  form  of  other  energies,  such  as  mechanical  work,  elec- 
tricity, chemical  difference  of  aluminum  and  oxygen,  and 
so  on.  Much  more  might  be  said  about  the  parallel  between 
the  radiation  machine  and  my  motor.  I  only  mention  that 
not  even  the  walls  of  the  condenser  are  Carnot's  cooler 
body,  the  working  NHj  itself,  in  which  the  condenser  has  no 
walls,  condenses. 

If  you  will  consider  this  radiation  machine  working. 
we  will  suppose,  with  the  condenser  and  the  boiler  in  the 
same  air  current,  you  will  be  compelled  to  admit  either 
that  the  second  principle  is  broken  down  and  therefore 
no  longer  an  obstacle  to  ray  method,  or  that  the  second 
principle  must  be  extended  until  it  covers  not  only  the  con- 
tact, but  also  the  mere  distant  existence  of  a  cooler  space, 
in  which  sense  it  is  no  longer  an  obstacle  to  my  motor. 

When  the  principle  is  extended  so  far  that  it  allows  a 
machine  to  work  having  the  condenser  in  the  focus  of 
Mariotte's  reflector,  where  on  a  screen  a  lump  of  ice  would 
appear;  that  is,  to  work  with  the  mere  image  of  a  cold  body, 
or,  as  in  my  inverted  sunshine  machine,  radiating  into 
infinitely  distant  spdce,  it  will  not  do  me  any  harm. 

Gentlemen,  I  have  spoken  this  evening  chiefly  of  the 
second  principle,  and  much  less  of  the  machine  which 
perhaps  equally  excites  your  interest.  I  did  so,  because  I 
thought  I  would  better  satisfy  the  members  of  this  scientific 
institute,  if  I  put  aside  the  mechanical  features  of  the 
motor,  which  may  change  in  time,  and  are  very  simple  ones. 
I  felt  obliged  to  subject  to  criticism  the  theory  which  seems 
to  stand  in  the  way  of  my  thermo-dynamical  method. 

There  has  not  yet  been  found  a  mistake  in  the  processes 
and  details  of  this  method ;  it  has  been  examined  by  pro- 
fessional men,  friends  of  mine,  by  scientists  like  Prof.  Thurs- 
ton, and,  as  I  am  officially  notified,  by  the  thermo-dynamical 
authorities  which  the  American  Patent  Office  consults. 
Nothing  against  the  processes  of  the  method  could  be  said, 
except  that  this  general  idea,  this  axiom,  which  can  be  ap- 
plied without  hearing  more  than  the  claim  of  the  method,  this 
dogmatical  second  principle  certainly  must  kill  it,  if  it  is  true. 

Therefore,  I  felt  impelled  to  throw  some  light  on  this 
axiom. 
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The  NICARAGUA  CANAL. 


By  Geo.  W.  Davis. 
General  Manager  Nicaragua  Canal  Construction  Company. 


[A  lecture  delivered  before  the  Franklin  Institute ^  January  8,  J>8g2,\ 


[Concluded  from  p,  20J] 
BEGINNING   OF   WORK   OF  CONSTRUCTION. 

Although  some  months  elapsed  after  completion  of  the 
final  surveys  before  the  voluminous  plans  and  detailed 
drawings  were  prepared  and  approved  by  the  Nicaraguan 
Government,  and  the  work  of  construction  was  permitted  to 
begin,  yet  a  corps  of  engineers  was  kept  constantly 
employed  and  when  work  was  initiated,  the  force  only 
needed  to  be  properly  augmented.  The  first  reinforce- 
ment was  sent  out  in  May,  1889,  and  others  followed  from 
time  to  time  as  necessities  required.  The  work  itself  was 
not  formally  inaugurated  until  the  8th  of  October  of  this  year, 
but  much  valuable  preparatory  work  was  done  meanwhile, 
such  as  the  commencement  of  the  erection  of  permanent 
quarters,  wharves,  store-houses,  clearing  the  ground  and 
accumulating  supplies,  tools,  etc. 

The  necessity  of  securing  a  safe  entrance  to  the  old 
harbor  (which,  until  i860,  was  easily  accessible  to  vessels 
of  upward  of  twenty  feet  draft),  was  realized  as  indispensa- 
ble to  economical  and  rapid  progress,  and  the  first  work 
begun  of  actual  construction  was  in  execution  of  the 
engineers*  plans  for  restoring  the  harbor.  One  of  the 
means  to  this  end  was  the  erection  of  a  breakwater  for  pro 
tection  of  the  entrance.  This  massive  work  which  will  ulti- 
mately absorb  many  hundred  thousand  cubic  yards  of  the 
rock  excavated  from  the  Divide  cut,  has  been  pushed 
out  about  1,000  feet,  and  is  continually  being  filled  in  with 
brush  mattresses,  rock  and  hydraulic  cement  concrete. 
Quarters  for  accommodation  of  the  workmen  and  storage 
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for  supplies  were  erected  near  this  work.  A  railroad  track 
was  laid  upon  the  breakwater  as  it  advanced,  and  was 
extended  landward  to  a  point  whence  was  brought  the 
building  material  and  other  supplies.  In  this  breakwater, 
creosoted  piling  only  was  used  in  the  frame  work,  as  the 
marine  worm  {teredo  navatis)  would  soon  destroy  unprotected 
wood. 

The  bar  in  front  of  the  old  San  Juan  harbor,  which,  in 
i860,  was  closed  by  a  sand  spit  formed  across  its  entrance, 
has  since  been  known  as  one  of  the  most  dangerous  on  the 
coast.  From  the  beach  to  and  across  this  bar  the  break- 
water had  to  be  constructed,  and  therefore  it  encountered 
the  full  force  of  the  waves,  but  it  has  been  carried  forward 
through  the  heavy  surf,  without  stopping  at  all  on  account 
of  the  weather,  and  without  accident  of  any  kind.  As  the 
pier  advanced,  it  afforded  a  partial  shelter  to  the  beach  to 
leeward,  and  also  served  as  a  barrier  to  the  moving  beach 
sand  which,  impelled  by  the  waves  and  prevailing  winds 
had  formerly  been  driven  constantly  to  the  westward,  and 
so  built  up  and  maintained  the  sand  spit  that  thirty  years 
ago  closed  the  old  port  San  Juan. 

This  artificial  interruption  to  the  operation  of  the  winds 
and  current,  which  were  always  active  in  bringing  sand  for 
building  and  renewal  of  the  beach,  permitted  countervailing 
forces  of  nature  to  come  into  play ;  and  the  result  was  that, 
by  the  time  the  pier  had  been  pushed  out  600  feet,  the  sand 
beach  under  its  lee  was  swept  away  and  an  open  channel 
formed,  communicating  from  the  open  ocean  to  the  old 
harbor,  now  restored  to  the  extent  of  permitting  the 
entrance  of  light  draft  sea-going  vessels,  and  this  at  a 
point  where  six  months  before  was  a  sand  bank  three  or 
four  feet  above  the  sea  level.  The  attainment  of  this  result 
was  without  assistance  of  a  dredge,  or  any  other  artificial 
aid  than  that  afforded  by  the  breakwater.  A  most  important 
deduction  is  evident  from  this  experience,  namely:  That  the 
plan  devised  by  Mr.  Menocal  for  the  restoration  of  the  port 
of  San  Juan,  which  some  engineers  had  declared  to  be 
impracticable,  is  sound. 

The  building  of  this  important  work  has  steadily  pro- 
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gressed  as  materials  were  available,  and  its  total  length  is 
uow  1,000  feet.  The  outer  end  is  in  twenty  feet  of  water, 
and  a  force  is  constantly  engaged  in  filling  in  the  spaces 
between  the  piles  with  mattresses,  rock  and  concrete.  The 
depth  of  the  channel  under  the  lee  of  the  pier  reached  ten 
feet  when  the  structure  had  been  extended  to  800  feet.  In 
the  winter  of  1890-91  a  dredge  increased  this  depth  to  about 
fifteen  feet,  and  this  has  been  maintained  since,  except  in 
very  restricted  areas,  which  are  easily  deepened  by  the 
dredging  machines.  The  first  deep  sea  vessel  to  enter  the 
restored  port  was  the  steamer  Sverdrup,  with  a  cargo  of 
machinery,  etc.,  on  the  7th  of  January,  1891,  and  since  then 
many  other  vessels  have  frequented  the  port. 

During  the  summer  of  1889  permanent  buildings  were 
begun,  and  building  constructions  have  been  in  progress 
ever  since.  The  structures  are  all  of  wood  (pine  from  the 
United  States),  and  roofed  with  corrugated  galvanized  iron. 
The  offices,  quarters  and  hospitals  are  all  ceiled  and  painted 
inside,  have  wide  verandas  outside,  and  are  neat  and  com- 
fortable. All  the  permanent  buildings  so  far  erected  are  in 
the  immediate  vicinity  of  San  Juan,  for  at  this  point  is 
located  the  general  headquarters,  and  here  have  been  con- 
centrated  the  most  important  operations. 

The  buildings  now  occupied  consist  of  five  groups  (all 
near  the  sea-beach),  and  have  the  floor  space  stated  below : 

Buildings.       Sq.  Ft,  Floor. 

Headquarters, 8  13.986 

Hospital 10  I4»i74 

LaF6  Depot 8  21,864 

R.  R.  Headquarters 9  18,778 

Camp  Creek 4  7,100 

Total 39  75.902 

Besides  the  above,  there  are  numerous  and  extensive 
wharves,  equipped  for  unloading  freight,  sheds,  small  out- 
houses, water  tanks,  etc.  The  machine  and  smith's  shops 
are  equipped  with  a  varied  and  extensive  assortment  of 
modem  machine  tools,  and  a  tramway  connects  the  more 
important  of  these  establishments. 

The   concession  allows  to  the  enterprise   all  the  lands 
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;  required  for  any  and  all  purposes  incidental  to  the  construc- 
tion of  the  whole  work,. including  accessorles,-and' this  with- 
out charge  or  cost  where  lands  required  beloiiged  .to  the 
Government  at  the  date  of  the  concession.  In  case  the  lands 
appropriated  by  the  canal  belonged  to  privatQ  owners,  com- 
pensation is  required  to  be  made,  the  amount  to  be  deter- 
mined by  the  usual  proceedings  of  condemnation  and  expro- 
priation.  The  1,000  manzmias  of  land  (1,723  acres)  have 
already  been  placed  at  the  disposal  of  the  company,  and 
payment  has  been  made  in  the  sum  of  $50,000,  as  provided 
in  the  concession.  East  of  the  lake,  and  all  the  way  to  the 
Atlantic  Coast,  the  whole  district  is  unsettled,  save  by  a 
few  fruit  growers,  and  as  the  title  to  the  lands  still  vests  in 
the  republic,  the  cost  of  expropriations  will  be  merely 
nominal. 

Work  in  clearing  the  canal  line  of  forest  growth  was 
begun  near  Greytown  in  January,  1890,  and  for  a  distance 
of  about  ten  miles  back  from  the  coast,  the  clearing  h^s  the 
full  width  of  486  feet.  The  same  work  was  commeQced  on 
the  west  side  of  Lake  Nicaragua  in  the  month  of  November, 
1890,  and  for  nine  miles  this  ground  is  made  ready,  for  the 
active  construction  work. 

The  necessity  for  a  telegraph  reaching  to  the  interior, 
connecting  with  the  telegraph  system  of  the  country  and 
the  ocean  cables,  very  soon  became  apparent.  This  was 
one  of  the  first  works  commenced ;  it  was  soon  pushed 
through  to  Castillo,  with  its  loops  amounting  to  sixty  miles. 
The  first  ten  miles  of  the  line  back  of  San  Juan  was  across 
a  very  difficult  swamp,  where  the  work  was  most  arduous ; 
the  poles,  which  were  made  of  native  timber,  were  diffi- 
cult  of  procurement,  and  together  with  all  other  supplies 
had  to  be  carried  by  men  wading  in  water  from  two  to  four 
feet  deep.  The  water  was  so  deep  that  in  some  places  poles 
could  not  be  set  in  the  earth  at  all.  In  such  cases  they 
were  secured  to  tree  stumps,  and  otherwise  supported  by 
wire  guys.  Through  the  hill  country  the  line  was  also  an 
expensive  one  to  build,  and  is  very  difficult  to  maintain. 
To  ensure  immunity  from  falling  timber,  a  clearing  of  the 
forest  was  necessarj''  100  feet  wide.     All   the  offices  and 
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more  important  camps  and  stations  are  in  telephonic 
commtrnicatibn. 

As  the  heaviest  body  of  work  to  be  accomplished  on  the 
.  whole  line  is  concentrated  within  a  distance  of  three  miles, 
at  what  has  been  designated  as  the  Eastern  Divide,  and 
as  the  time  required  to  complete  the  canal  is  measured 
by  the  time  spent  in  opening  this  deep  cut,  it  was  felt  to  be 
important  to  install  a  plant  for  this  heavy  rock  cutting  at 
the  earliest  date  possible.  But  so  great  were  the  difficulties 
of  transportation  of  heavy  machinery,  etc.,  from  the  harbor 
to  the  site  of  this  heavy  cutting,  it  was  at  once  apparent 
there  was  no  alternative  to  be  considered  but  the  imme- 
diate construction  of  a  railroad.  This  was  begun  in  the 
summer  of  1890.  It  extends  across  what  had  always  been 
considered  an  impassable  swamp,  and  for  the  first  ten  miles 
there  are  but  about  four  miles  of  hard  ground.  Soon  after 
beginning  heavy  rains  set  in,  and  the  swamp  was  flooded 
to  a  depth  of  from  one  to  four  feet.  No  earth  for  filling 
could  be  had  from  along  the  track,  and  so  all  had  to  come 
from  a  distance,  brought  by  train,  and  these  conditions 
necessitated  a  reversal  of  the  ordinary  proceeding,  /.  e,,  lay- 
ing the  track  first  and  making  the  required  embankment 
afterward. 

To  accomplish  this,  novel  methods  were  employed.  A 
heavy  corduroy  of  logs,  gotten  from  the  neighboring  forest, 
was  laid  for  many  miles.  These  were  rolled,  floated  or 
dragged  by  man-power  alone  to  the  line  of  proposed  track, 
and  there  arranged  as  compactly  as  possible.  Upon  them 
were  laid  longitudinal  stringers,  also  consisting  of  native 
tree  trunks — the  straightest  that  could  be  found.  Then 
came  the  railroad  ties,  resting  on  the  stringers,  and  lastly 
the  steel  rails,  all  spiked  down.  The  cars,  loaded  with  sand, 
were  then  run  out  over  the  log  embankment  and  there 
unloaded,  the  sand  being  packed  into  the  interstices  and 
under  the  ties,  which  were  raised  gradually  by  the  work- 
men until  the  desired  grade  was  secured.  There  were  six 
miles  in  all  of  this  swamp  work.  Except  in  filling  the  sand 
trains,  no  other  power  was  used  than  that  of  men,  and 
nearly  always  the  swamp  water  was  above  knee  deep  and 
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often  to  the  waist  or  armpits.  The  material  used  in  grad- 
ing and  ballasting  the  road-bed  was  taken  from  the  canal 
prism,  near  the  harbor,  and  delivered  along  the  line  by- 
trains  of  cars,  loaded  by  means  of  a  steam  shovel  or  navvy, 
capable  of  delivering  upon  cars  1,300  cubic  yards  per  day. 

There  are  several  places  along  the  line,  where  streams 
and  other  water-courses  are  crossed.  These  are  spanned  by 
pile  bridges,  and  a  powerful  steam  pile  driver  has  been  used 
in  their  construction.  The  length  of  road  completed  to  date 
is  eleven  miles — the  most  difl&cult  of  the  whole  line — and 
seven  miles  remain  to  be  completed  in  order  to  reach  the 
Divide.  There  are  several  miles  of  side  track,  switches,  etc., 
already  in  place. 

The  road  is  equipped  for  construction  work,  and  supplied 
with  four  locomotives,  fifty  cars,  steam  shovel,  ballast 
unloader,  jacks  and  other  requisite  appliances.  All  the 
cross-ties  and  bridge  timbers  are  of  northern  pine,  and 
charged  with  sixteen  pounds  creosote  oil  to  the  cubic  foot. 
At  the  railroad  terminus  on  the  harbor  is  a  fine  wharf,  264 
feet  long,  built  in  the  best  manner  of  creosoted  timber,  and 
equipped  witA  modern  steam  conveniences  for  handling 
freight  rapidly. 

The  survey  for  the  remainder  of  the  railroad  line,  extend- 
ing to  the  San  Juan  River  at  Ochoa,  has  been  completed ; 
in  fact,  there  have  been  two  lines  surveyed  and  profiles  pre- 
pared  in  Sufficient  detail  to  enable  a  close  estimation  of  cost. 
Between  Lake  Nicaragua  and  the  Pacific  the  railroad  line  is 
also  located,  and  everything  made  ready  for  its  construc- 
tion, which,  it  is  realized,  must  precede  the  beginning, 
upon  a  large  scale,  of  the  work  of  canal  construction 
itself. 

In  the  summer  of  1890  there  was  purchased  from  the 
American  Contracting  and  Dredging  Company,  the  ver>' 
extensive  and  valuable  plant  used  so  successfully  on  the 
eastern  end  of  the  Panama  Canal  from  the  year  1881  to  the 
collapse  of  that  enterprise  in  1888.  The  property  consisted 
of  seven  dredgbs,  the  most  powerful  ever  built,  two  fine  tug 
boats,  twenty  lighters,  several  launches  and  a  vast  quantity 
of   tools,  spare   parts,  materials   for  repair  and   renewals. 
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an  entire  machine  shop,  stationary  engines,  pumps,  etc. 
Many  of  the  articles  are  in  abundance  suflficient  to  suffice 
until  the  Nicaragua  Canal  can  be  completed.  During  the 
autumn  of  1890  this  property  was  transferred  to  San  Juan 
del  Norte — all  save  one  of  the  oldest  and  least  valuable 
of  the  dredges,  which  was  lost  at  sea.  Upon  the  arrival  of 
this  plant,  portions  of  it  were  immediately  equipped  for 
work,  and  three  of  the  dredges  have  since  been  in  use  for 
various  periods — two  upon  the  line  of  the  canal  proper  and 
a  third  in  increasing  the  depth  of  water  at  various  points 
in  the  harbor  and  upon  the  bar.  The  canal  line  to  the 
width  of  280  feet  and  depth  of  17  feet  has  been  opened  for 
3,000  feet  inland  from  the  harbor,  the  material  excavated 
being  sand  almost  wholly.  No  buried  wood  or  other 
obstructions  to  free  dredging  have  been  found.  A  power- 
ful suction  dredge  for  working  upon  the  bar  at  San  Juan 
has  been  constructed  in  Scotland  for  this  company,  and  is 
ready  to  be  sent  to  its  destination. 

All  the  engineers  employed  on  the  line  have  been  men  of 
known  and  tried  ability.  Those  in  positions  of  chief  respon- 
sibility have  had  extensive  practice  in  works  of  engineering 
construction  in  the  United  States  and  the  tropics.  All  are 
graduates  of  the  best  technical  school,  Mr.  A.  G.  Menocal, 
who  has  been  connected  with  the  enterprise  from  its  organ- 
ization, is  the  Chief  Engineer. 

The  engineers,  administrative  staff,  surveyors,  nearly  all 
the  skilled  mechanics,  foremen,  etc.,  have  been  hired  in  the 
United  States  and  sent  out  under  contract  for  at  least  a 
year's  service.  The  common  laborers  are  of  two  classes — 
the  natives  of  Central  America  and  the  negroes  from  the 
island  of  Jamaica.  All  have  been  housed  and  fed  by  the 
company,  and  supplied  with  medicine  and  hospital  attend- 
ance free.  The  rate  of  wages  paid  to  common  laborers 
varies  from  twenty  to  thirty  soles  per  month  (the  Colombian 
sole  has  a  value  of  about  seventy-five  cents  gold),  and  it  is 
evident  from  experience  gained  that  an  abundance  of  accli- 
mated labor,  entirely  adapted  to  the  company's  needs,  is 
readily  obtainable  from  the  localities  named. 

Mention     has    been    made    of    a   steamboat    company 
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operating  a  line  of  boats  upon  the  San  Juan  River  anci  Lake 
Nicaragua.  As  the  owner  of  these  boats  held  an  exclusive 
privilege  for  navigating  the  San  Juan  River  and  Lake  Nica- 
ragua by  means  of  steam  vessels,  it  became  necessary  for 
this  company  to  acquire  the  property  referred  to.  This 
was  done  in  the  fall  of  1889,  and  the  line  has  since  been 
operated  in  the  interest  of  the  Construction  Company.  The 
franchise  is  a  very  valuable  one,  aside  from  its  bearing 
upon  the  construction  of  the  canal. 

SUMMARY. 

The  company  has  gone  to  its  work  of  building  the  canal 
in  a  plain,  unostentatious,  systematic  manner,  and  although 
nearly  all  accomplished  to  date  may  be  described  as  pre- 
liminary, yet  a  very  important  advance  has  been  made. 
These  results  may  be  summarized  as  follows : 

(i)  The  completion  of  the  final  surveys  for  location  and 
construction. 

(2)  The  subterranean  examination  of  the  strata  requiring 
removal,  by  means  of  borings  with  the  diamoffd  drill. 

(3)  The  restoration  of  the  harbor  of  San  Jtian  del  Norte 
to  the  extent  of  securing  an  easy  entrance  to  the  port  for 
vessels  of  twelve  feet  draft. 

(4)  The  construction  of  extensive  wharves  and  landing 
facilities. 

(5)  The  erection  of  permanent  buildings  for  offices, 
quarters,  hospitals,  store-houses,  shops,  etc.,  having  a  floor 
area  of  an  acre  and  three-fourths. 

(6)  The  building  of  a  large  number  of  temporary  camps 
along  the  line  for  accommodation  of  employes. 

(7)  The  completion  of  a  telegraph  line  permitting  ready 
communication  of  the  New  York  office  with  any  part  of  the 
work. 

(8)  The  clearing  of  the  canal  line  of  timber  for  some 
twenty  miles. 

(9)  The  completion  of  surveys  for  location  and  plans  of 
construction  of  the  railroad  system,  and  the  construction 
and  equipment  of  eleven  miles  of  this  line. 

(10)  The   acquisition  by  purchase  of  the  most  valuable 
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and  powerful  dredging  plant  to  be  found  in  America,  under 
one  management. 

(11)  The  fitting  up  and  operation  of  this  plant  and  the 
opening  of  nearly  a  mile  of  the  canal. 

(12)  The  acquirement  by  purchase  of  the  valuable  and 
exclusive  franchise  for  the  steam  navigation  of  the  San 
Juan  River  and  Lake,  together  with  the  extensive  plant  of 
the  Navigation  Company,  consisting  of  offices,  lands,  steam- 
boats, tugs,  lighters,  repair  shops,  etc. 

(13)  And  lastly,what  is  felt  to  be  the  most  important  result 
of  all  is  the  demonstration,  secured  by  experience,  of  the 
salubrity  of  the  climate,  the  efficiency  of  labor  and  the  suf- 
ficiency of  the  estimates  of  the  chief  engineer  for  the  harbor 
and  canal  dredging  and  railroad  work. 

Finally,  the  Government  of  Nicaragua  has  formally  made 
acknowledgment  of  the  fact  that  the  company  has  fully 
complied  with  the  requirement  imposed  by  the  canal 
grant,  which  provides  that  the  work  of  construction  shall 
not  be  considered  as  commenced  unless  $2,000,000  are 
expended  in  the  first  year.  This  formal  acknowledgment 
confirms  the  company's  title  to  the  concessionary  rights  for 
a  term  of  ten  years  in  which  to  complete  the  canal  and  open 
it  for  traffic. 

FINANCIAL. 

The  financial  questions  of  inter-oceanic  communication 
across  the  American  Isthmus  have  been  answered,  in  a 
very  great  measure,  by  the  results  realized  at  Suez. 

But  before  considering  what  has  there  been  demon- 
strated, an  elementary  principle  of  commerce  may  properly 
have  some  attention.  Facilities  for  the  transaction  of  com- 
merce have  always  induced  its  development  and  growth 
between  points  at  which  the  primal  conditions  for  its  trans- 
action have  been  found  ;  that  is  to  say,  diversity  of  natural 
or  other  resources  and  a  production  beyond  the  requirement 
of  the  producer,  together  with  the  desirability  of  its  acqui- 
sition by  the  non-producer,  as  for  instance  the  production 
of  a  food  supply  on  the  one  hand  and  of  manufactured 
goods  on  the  other,  or  any  other  analogous  supply  and 
demand. 
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The  operation  of  this  principle  has  ensured  the  growth 
of  population,  and  the  extension  of  empire  along  the  line  of 
water-courses  and  of  oceanic  waterways  in  the  past,  and  in 
the  present  time  has  had  one  of  its  most  remarkable  illus- 
trations in  our  own  country  almost  within  the  personal 
observation  of  some  to  whom  I  am  now  speaking. 

It  determined  the  growth  of  Chaldea,  Assyria  and 
Babylonia  along  the  course  of  the  River  Euphrates  and 
of  Egypt  along  the  Nile.  It  made  Tyre  and  Carthage  and 
Venice  in  turn  mistresses  of  the  commerce  of  the  world  and 
mighty  political  powers,  because  of  their  nautical  skill  and 
location  upon  the  Mediterranean  Sea.  It  gave  the  Hanse 
Towns  their  despotic  power  in  the  Middle  Ages,  Holland 
her  wealth  and  Great  Britain  her  prosperity  and  wide 
extended  empire.  England's  ships  brought  to  her  shores 
the  commodities  of  foreign  climes,  some  of  which  she  sold 
at  a  gain  for  her  services  as  merchant,  but  most  of 
which  she  transmuted  by  the  alchemy  of  coal  and  iron 
and  labor,  in  all  of  which  she  was  rich,  into  commodities 
other  and  different  from  what  she  had  received — far  beyond 
her  own  needs,  but  needed  in  other  and  distant  countries 
with  which  her  fleets  gave  her  the  readiest  and  cheapest 
communication. 

The  growth  of  England's  commerce,  since  the  develop- 
ment of  steam  as  a  motive-power  made  her  stores  of  coal 
and  iron  the  auxiliaries  of  her  commercial  enterprise,  has 
been  almost  beyond  belief;  in  1839,  the  aggregate  of  her 
imports  and  exports  amounted  to  ;^i  15,281,580;  from  that 
time,  on  the  use  of  steam  became  more  and  more  general 
both  as  a  means  of  transport  and  as  an  aid  in  manufactures. 
In  1873,  when  the  movement  seemed  to  culminate,  the 
aggregate  of  England's  commerce  amounted  to  ;£^625,i28,i70. 
It  was  the  facilities  which  England  afforded  for  the  trans- 
action of  commerce,  as  an  ocean  carrier  and  as  a  converter  of 
raw  goods  into  available  fabrics  by  the  use  of  machinery, 
which  has  developed  this  enormous  growth  and  yielded  her 
its  tribute  of  wealth. 

But  I  have  mentioned  the  illustration  of  the  principle  in 
our  own  country.     In  1826,  the  first  railroad  in  the  State  of 
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New  York  was  built  from  Albany  to  Schenectady,  a  dis- 
tance of  seventeen  miles;  in  1830,  there  was  still  only 
twenty-three  miles  of  railroad  in  the  United  States;  in 
1832,  the  total  number  of  miles  in  operation  was  but  229. 
Since  then  the  growth  of  our  railroad  system  has  been 
rapid,  and  at  the  present  time  we  have  nearly  170,000  miles 
of  railway,  equipped  with  30,000  locomotives  and  1,000,000 
cars,  carrying  more  than  700,000,000  tons  of  merchandise 
and  500,000,000  passengers  annually. 

In  1832,  when  there  was  but  229  miles  of  railway,  the 
population  of  the  country  was  between  13,000,000  and 
14,000,000,  mostly  distributed  along  the  seaboard,  the  bor- 
ders of  the  Great  Lakes  and  the  courses  of  the  great  rivers. 
Today  it  amounts  to  65,000,000,  distributed  wherever  a 
railway  will  carry  a  man  or  bring  to  market  the  product  of 
his  fields  or  forests  or  mines.  The  entire  country  has 
reaped  the  advantage,  and  growth  and  prosperity  is  found 
not  only  in  narrow  strips  of  country  bordering  the  water- 
ways, but  everywhere  and  over  its  entire  breadth^-and  not 
only  is  the  enormous  increase  and  spread  of  population 
over  inland  territory  attributable  to  the  facilities  afforded 
for  transportation,  but  the  growth  of  great  cities  upon  the 
seaboard  and  even  in  the  interior,  to  an  importance  compara- 
ble with  that  of  the  great  cities  of  Europe,  is  owing  entirely 
to  the  facilities  the  railroads  have  afforded  for  interchange 
of  commodities  between  all  parts  of  our  country  and  between 
the  country  at  large  and  the  world. 

The  growth  of  our  foreign  commerce,  too,  is  not  less 
remarkable  than  that  of  England,  and  is  entitled  to  as 
ample  provision  for  its  future  development.  Since  1844,  it 
has  grown  from  $208,350,438  to  $1,647,130,043  in  1890,  and 
this  year  it  will  exceed  $1,800,000,000 — a  ratio  of  increase 
even  greater  than  that  of  Great  Britain  during  her  phe- 
nomenal period. 

But  to  return  to  the  demonstration  of  financial  results  as 
indicated  by  the  practical  operations  of  the  inter-oceanic 
canal  at  Suez. 

Statistics  show  that  between  seven-eighths  and  eight- 
ninths  of  the  actual  tonnage  passed  through   that  canal 
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originates  at,  or  is  carried  to  the  Atlantic  ports  of  England, 
Germany,  Belgium,  the  Netherlands,  etc.,  for  which  the 
economy  of  distance  traversed  does  not  in  any  instance 
exceed  4,400  miles,  and  in  many  instances  is  not  more  than 
1,200  miles. 

The  saving  of  distance  by  the  Suez  Canal  over  the  Good 
Hope  route  between 

Miles. 

Liverpool  and  Bombay  is 4,400 

Calcutta  is 3,68 1 

Hong  Kong  is 3,331 

Yokohama  is , 3t368 

Melbourne  is 1,200 

Between  Liverpool  and  Auckland,  New  Zealand,  the  dis- 
tance is  1,395  miles  less  by  Nicaragua  than  by  Suez. 

For  a  saving  then  of  1,200  to  4,400  miles  distance  in 
transportation,  the  commerce  of  Great  Britain,  Germany, 
Holland  and  Belgium,  to  the  extent  of  6,000,000  tons  per 
annum  (and  the  amount  is  steadily  increasing  with  expe- 
rience of  the  advantage),  finds  it  profitable  to  make  use  of 
the  Suez  Canal,  and  to  pay  its  tolls. 

The  Nicaragua  Canal  offers  to  the  commerce  of  the 
eastern  ports  of  the  United  States,  trading  to  Pacific  ports, 
the  advantage  of  3,000  to  9,600  miles  in  distances  saved, 
and  to  those  of  Europe  from  1,036  to  6,100  miles.  The  con- 
clusion which  these  premises  warrant  is  so  evident  that  it 
seems  almost  unnecessary  to  state  it.  Certainly  com- 
merce will  avail  itself  of  such  an  advantage. 

But  to  what  extent  may  it  be  expected  to  do  so  ?  On 
this  point  estimates  have  differed  widely,  from  as  little  as 
1,901,250  tons  to  as  much  as  10,262,494  tons  per  annum. 
The  smaller  estimate  was  made  in  1880  in  opposition  to 
the  Panama  Canal  scheme  and,  as  has  since  become  apparent, 
in  the  adverse  interest  of  the  transatlantic  railroads  ;  it  was 
at  once  shown  to  be  wilfully  or  ignorantly  inadequate  and 
should  have  no  consideration  whatever.  The  next  lowest 
estimate  was  made  in  1890  and  amounted  to  4,387,000 
tons.  A  careful  study  of  the  commerce  carried  on 
within  the  area  made  more  accessible  to  trade  by  the 
Nicaragua  Canal,  shows  that  the  commerce  there  existing 
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amounts  in  the  aggregate  to  more  than  18,000,000  tons 
per  annum,  from  which  total  the  canal  is  to  derive  its 
share  of  business  and  its  revenue;  with  these  facts  in  view 
I  shall  not  be  regarded  as  unreasonable  in  claiming  that  it 
will  have  not  less  than  6,000,000  tons  per  annum  of  business 
as  soon  as  it  is  open  for  use ;  for  transit  of  ocean-going 
vessels  by  an  inter-oceanic  canal  is  no  longer  an  untried 
experiment  as  it  was  when  the  Suez  Canal  was  first  opened 
to  commerce.  Commerce  will  not  now  wait  to  ascertain 
*  how  it  works ;"  that  has  already  been  learned,  and  busi- 
ness men  will  be  ready  at  once  to  avail  themselves  of  the 
advantages  proffered. 

If  the  canal  tolls  be  fixed  at  $2.50  per  ton,  this  amount 
of  traffic  (6,000,000  tons)  will  yield  a  g^oss  revenue  of 
$15,000,000. 

The  cost  of  maintenance  and  operation  of  the  canal, 
after  the  completion,  cannot  be  large.  The  route  is  made 
up  principally  of  broad  stretches  of  water  with  natural 
banks,  or  of  cuttings  through  solid  rock  which  once  made 
will  be  permanent ;  and  there  are  no  sands  drifting  from 
widespread  desert  plains,  as  at  Suez,  to  fill  its  channel  con- 
tinually and  make  necessary  large  and  unceasing  expenses 
for  dredging.  The  cost  of  maintenance  must,  from  the 
nature  of  things,  therefore  be  moderate.  The  operation  of 
the  lock  of  the  Sault  Ste.  Marie  Canal,  which  passed  nearly 
7,500,000  tons  in  the  season  of  1890-91,  together  with  all 
other  expenses  of  that  canal  for  that  year,  amounted  to 
$45,417.  Allowing  $50,000  for  each  of  the  six  locks  of  the 
Nicaraguan  Canal  for  operating  alone,  and  making  a  simi- 
larly liberal  allowance  for  maintenance,  administration  and 
all  other  expenses,  the  total  annual  cost  cannot  exceed 
$1,500,000,  which,  on  an  annual  traffic  of  6,000,000  tons  at 
the  rate  of  toll  suggested,  shows  a  net  revenue  of  $13,500,000, 
or  five  per  cent,  on  a  total  capitalization  of  $270,000,000,  to 
be  realized  upon  the  attainment  by  the  enterprise  of 
such  a  condition  of  advancement  as  will  afford  opportunity 
for  demonstration  of  its  capabilities. 

But  this  estimate  of  6,000,000  tons  which  I  have  men 
tioned  as  the  probable  tonnage  of  the  canal  at  its  opening, 
Vol.  CXXXIV. 
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must  not  be  allowed  to  limit  in  5'our  minds  its  possibili- 
ties, or  rather  its  probabilities,  which  is  the  more  fitting 
word. 

With  the  opening  of  the  route  not  only  will  a  new  thor- 
oughfare be  provided,  but  new  fields  will   be  opened  to 
commerce  by  the  more  advantageous  provision  for  its  trans- 
action.    In  this  respect  the   opportunity  is  unique.     The 
countries  chiefly  brought  into  contact  by  the  Suez  Canal 
are   old,  densely  populated  and  have  few  new  or  untried 
resources    awaiting    development.       On    the    other  hand, 
western  North  and  South  America,  Australia,  Corea,  Japan 
and  eastern  Siberia,  the  abodes  of  vigorous,  rapidly  increas- 
ing  and   enterprising  peoples,   possessing  vast  resources 
awaiting  development,  the  magnitude  and  value  of  which 
are  already  shown  to  be  incalculable   by  such  essays  as 
have  been  possible  under  existing  conditions,  by  the  canal 
are  brought  into  closer  connection  with  great  commercial 
centres  by  a  water  highway  traversing  a  country  unsur- 
passed  in  its  natural  attractions,  equally  rich   in  all  the 
material   endowments  of   nature,  which,  possessed  of  ade- 
quate facilities  for  travel,  must  become  a  resort  for  travellers 
from  all  parts  of  the  world.     It  would  seem  that  the  essen- 
tial conditions  for  an  unprecedented  growth  of  population, 
commerce  and  material  prosperity  exist  here  to  a  degfree 
never  before  exceeded. 

The  projected  Russian  railway,  from  the  heart  of  that 
great  empire  to  the  port  of  Vladivostok  on  the  Sea  of  Japan, 
will  bring  into  close  commercial  relations  with  the  United 
States,  all  of  Asiatic  Russia  and  much  of  the  interior  of 
Central  Asia  now  practically  inaccessible  to  foreign  com- 
merce. The  lower  valley  of  the  Amur,  before  that  river  turns 
northward  to  its  debouchement  into  the  sea  of  Ochotsk,  pos- 
sesses an  excellent  climate  and  an  exceptionally  fertile  soil ; 
the  same  may  be  said  of  the  soil  and  climate  of  extensive 
areas  about  the  headwaters  of  other  great  Siberian  rivers 
fiirther  east,  flowing  to  the  Arctic  Ocean,  and  many  of  the 
richest  mines  in  the  world  are  found  in  the  neighboring 
mountains,  but  by  reason  of  remotencw^s  and  inaccessibility 
these  resources  have  been  but  imperfectly  developed.     An 
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enormous  expansion  of  the  trade  of  this  region  is  certain  to 
follow  the  provision  of  adequate  means  of  communication, 
and  this  development  will  be  vastly  stimulated  by  the  open 
ing  of  an  isthmian  thoroughfare. 

Corea  now  has  a  population  of  10,000,000,  and  her  trade 
may  be  expected  to  assume  important  proportions.  In 
1884,  the  total  value  of  her  exports  and  imports  was  but 
$1,500,000.  In  1889,  it  had  risen  to  over  $4,500,000,  an 
increase  of  more  than  227  per  cent. 

The  commerce  of  Japan,  although  already  of  a  consider- 
able magnitude,  it  is  to  be  remembered,  is  as  yet  in  its 
infancy,  and  therefore  susceptible  of  development  in  a  ratio 
more  than  normal.  As  a  fact,  the  commerce  of  that  empire 
has  doubled  in  the  last  five  years,  and  its  manufacturers  are 
now  commencing  to  buy  our  cotton  for  their  looms,  Japan 
has  a  population  of  40,000,000,  and  its  people  are  intelligent, 
enterprising  and  progressive.  In  1889,  its  commerce 
amounted  to  about  $  1 36,000,000,  or  say  $3.40  per  capita.  The 
commerce  of  the  United  States  amounts  to  over  ^25  per 
capita. 

The  most  healthy  and  most  attractive  portions  of  the 
Spanish-American  republics  are  those  bordering  on  the 
Pacific  Ocean,  occupying  the  western  slopes  of  the  moun- 
tain  chain  which  traverses  the  continents.  This  entire  sec- 
tion of  country  will  be  brought  by  the  canal  nearer  to  its 
present  markets  (which  are  chiefly  in  Europe),  say  from 
2,000  to  6,000  miles ;  but  what  is  of  greater  importance,  it 
will  also  be  brought  from  5,000  to  10,000  miles  nearer  to  New 
York  than  at  present,  and  at  the  same  time  2,700  miles,  or 
substantially  the  width  of  the  Atlantic,  nearer  to  New  York 
than  to  any  European  port.  Such  an  advantage  cannot  fail 
to  have  the  effect  of  developing  enormously  the  commerce 
between  these  countries  and  the  United  States,  which  at 
present  is  but  limited. 

By  the  facilities  thus  afforded  for  the  transactions  of  com- 
merce, the  industries  of  the  several  countries  will  be  stimu- 
lated and  developed,  and  immigration  with  its  beneficial 
effects  to  South  American  shores  as  well  as  to  those  of  Cali- 
fornia,  Oregon,    Washington    and  Alaska   will  follow.     A 
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great  increase  of  population  along  the  entire  western  coast 
of  the  American  continents,  together  with  the  growth  of 
commerce  which  will  naturally  accompany  it,  will  unques- 
tionably result  from  the  completion  of  the  canal ;  what  it 
will  actually  amount  to  may  perhaps  be  indicated  by  the 
example  already  cited  of  the  development  of  the  United 
States  through  the  extension  of  her  railroad  system.  At  the 
same  time  the  markets  of  the  western  shores  of  America 
will  be  opened  to  a  coastwise  trade  with  our  Atlantic  ports ; 
what  its  aggregate  will  be  is  suggested  by  the  fact  that 
such  a  trade  already  exists  with  the  West  Indies  to  the 
extent  of  500,000  tons  per  annum. 

In  whatever  direction  attention  is  turned,  the  substan- 
tial elements  are  apparent  of  an  enormous  and  unprece- 
dented  commercial  development,  in  connection  with  the 
opening  of  the  Nicaragua  Canal,  such  as  makes  an  estimate 
of  results  based  thereon  seem  fabulous,  and  for  that  reason 
to  be  avoided.  Enough  has  been  shown  to  prove  that  the 
canal  will  have  an  abundant  business,  from  the  day  when  a 
vessel  may  pass  through  it  from  ocean  to  ocean,  to  pay 
interest  on  all  of  the  capital  ventured  in  its  construction, 
and  to  richly  reward  its  projectors. 

NATIONAL   CONSIDERATIONS. 

It  is  appropriate  that  your  attention  be  also  invited  to 
some  of  the  national  aspects  of  this  enterprise. 

Ex-President  Grant,  writing  for  the  North  Afnerican 
Revieiv,  for  February,  1881,  expressed  his  convictions  as 
follows : 

**  In  accordance  with  the  early  and  later  policy  of  the 
Government,  in  obedience  to  the  often-expressed  will  of  the 
American  people,  with  a  due  regard  to  our  national  dignity 
and  power,  with  a  watchful  care  for  the  safety  and  pros- 
perity of  our  interests  and  industries  on  this  continent, 
and  with  a  determination  to  g^ard  against  even  the  first 
approach  of  rival  powers,  whether  friendly  or  hostile,  on 
these  shores,  I  commend  an  American  canal,  on  American 
soil,  to  the  American  people  and  congratulate  myself  on  the 
fact  that  the  most  careful  explorations  have  been  started. 
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and  that  the  route  standing  in  this  attitude  before  the 
world,  is  the  one  which  commends  itself  as  a  judicious,, 
economical  and  prosperous  work." 

In  this  connection,  the  remark  of  President  Hayes,  made 
in  his  message  of  March  8,  1880,  is  pertinent: 

"  An  inter-oceanic  canal  across  the  American  Isthmus  will 
essentially  change  the  geographical  relations  between  the 
Atlantic  and  Pacific  Coasts  of  the  United  States,  and 
between  the  United  States  and  the  rest  of  the  world.  It 
will  be  the  great  ocean  thoroughfare  between  the  Atlantic 
and  Pacific  shores  and  virtually  a  part  of  the  coast  line  of 
the  United  States.  Our  mere  commercial  interest  in  it  is 
greater  than  that  of  all  other  countries,  while  its  relation 
to  our  power  and  our  prosperity  as  a  nation,  to  our  means 
of  defence,  our  unity,  peace  and  safety  are  matters  of  para- 
mount importance  to  the  people  of  the  United  States." 

In  a  message  to  the  Senate  of  December  10,  1884,  Presi- 
dent Arthur  transmitted  a  treaty  he  had  caused  to  be 
negotiated  with  Nicaragua,  providing  for  the  assumption 
by  the  United  States  of  a  permanent  protectorate  over 
that  country,  and  for  the  building,  at  public  expense  by  our 
Government,  of  the  Nicaragua  Canal.  In  respect  of  the 
work  itself  and  its  importance  to  our  country.  President 
Arthur  said : 

"  The  establishment  of  water  communication  between 
the  Atlantic  and  Pacific  Coasts  of  tne  Union  is  a  necessity,, 
the  accomplishment  of  which,  however,  within  the  territory 
of  the  United  States  is  a  physical  impossibility.  While  the 
enterprise  of  our  citizens  has  responded  to  the  duty  of 
creating  means  of  speedy  transit  by  rail  between  the  two 
oceans,  these  great  achievements  are  inadequate  to  supply  a 
most  important  requisite  of  national  union  and  prosperit}'. 
For  all  maritime  purposes  the  States  upon  the  Pacific 
are  more  distant  from  those  upon  the  Atlantic  than  if 
separated  by  either  ocean  alone.  Europe  and  Africa  are 
nearer  to  New  York,  and  Asia  is  nearer  to  California 
than  are  New  York  and  California  to  each  other  by 
sea.  Weeks  of  steam  voyage,  or  months  under  sail,  are 
consumed  in  the  passage  around  the  Horn,  with  the  disad- 
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vantage  of  traversing  tempestuous  waters  or  risking  the 
navigation  of  the  Straits  of  Magellan.  A  nation  like  ours 
cannot  rest  satisfied  with  such  a  separation  of  its  mutually 
dependent  members.  We  possess  an  ocean  border  of  con- 
siderably over  10,000  miles  on  the  Atlantic  and  Gulf  of 
Mexico,  and  including  Alaska,  of  some  10,000  miles  on  the 
Pacific.  Within  a  generation  the  western  coast  has  devel- 
oped into  an  empire  with  a  large  and  rapidly  growing  popu- 
lation, with  vast  but  partially  developed  resources.  At  the 
present  rate  of  increase,  the  end  of  the  century  will  see  us 
a  commonwealth  of,  perhaps,  nearly  100,000,000  inhabitants, 
of  which  the  West  should  have  a  considerably  larger  and 
richer  proportion  than  now. 

"  The  political  effect  of  the  canal  will  be  to  unite  closer 
the  States  now  depending  upon  railway  corporations  for  all 
commercial  and  personal  intercourse,  and  it  will  not  only 
cheapen  the  cost  of  transportation,  but  will  free  individuals 
from  the  possibility  of  unjust  discriminations.'* 

President  Harrison,  in  his  annual  message  to  the  Fifty- 
second  Congress,  used  the  following  language,  which  should 
command  the  attention  of  all  patriotic  citizens  of  whatever 
political  party : 

"  I  deem  it  to  be  a  matter  of  the  highest  concern  to  the 
United  States  that  this  canal,  connecting  the  waters  of  the 
Atlantic  and  Pacific  Oceans,  and  giving  to  us  a  short  water 
communication  between  our  ports  upon  those  two  great 
seas,  should  be  speedily  constructed  and  at  the  smallest 
practicable  limit  of  cost.     *     *    * 

"  The  Senator  from  Alabama  (Mr.  Morgan),  in  his  argu- 
ment upon  this  subject  before  the  Senate  at  the  last  session, 
did  not  overestimate  the  importance  of  this  work  when  he 
said  that  *  the  canal  is  the  most  important  subject  now  con- 
nected with  the  commercial  growth  and  progress  of  the 
United  States.'     *    ^    * 

'*  I  most  sincerely  hope  that  neither  party  nor  sectional 
lines  will  be  drawn  upon  this  great  American  project,  so 
full  of  interest  to  the  people  of  all  our  States  and  so  influential 
in  its  effects  upon  the  prestige  and  prosperity  of  our  com- 
mon country.*' 
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These  are  not  merely  the  expressed  but  the  recorded 
opinions  of  four  of  the  later  Presidents  of  the  United  States 
on  a  question  that  has  no  partisan  aspects  whatever,  and  I 
think  we  are  justified  in  the  belief  that  the  views  of  the 
Chief  Executive  officers  of  our  country  reflect  the  convic- 
tions of  very  large  masses  of  our  population. 

A  Senator,  not  in  political  sympathy  with  the  present 
administration,  remarked  recently  in  my  presence  that  he 
regarded  as  a  great  national  misfortune  the  failure  of  ratifi- 
cation of  the  Frelinghuysen-Zavala  treaty,  which  it  will  be 
remembered  had  been  negotiated  during  President  Arthurs 
administration. 

Thinking  men  everywhere,  regardless  of  party  and  sec- 
tion, see  plainly  the  pressing  need  of  convenient  means  of 
communication  for  ships  between  the  oceans  washing  our 
shores. 

But  it  is  not  alone  the  commercial  importance  of  this 
work  to  our  country  that  commends  it  to  the  attention  of 
our  people.  The  strategic  importance  of  it  has  recently 
been  manifested  to  us. 

The  strict  constructionist  of  our  Constitution  finds  diffi- 
culties in  harmonizing  the  provisions  of  our  Magna  Charta 
with  the  doctrine  of  ex-territorial  expenditures  of  the  peo- 
ples' money,  even  when  a  question  of  national  power  and 
defence  is  involved.  The  counsel  of  Washington  comes 
always  to  mind — that  we  avoid  foreign  complications  and 
entangling  alliances.  But  by  degrees  our  people  are  realiz- 
ing  that  our  fortunate  position,  remote  from  the  scenes  of 
strife  and  contention  in  the  old  world,  does  not  exempt  us 
from  the  rivalries  and  irritation  that  often  result  from  com- 
mercial intercourse,  and  efforts  to  gain  new  foreign  markets 
and  displace  the  commodities  of  our  rivals  in  such  markets. 
Great  Britain,  France,  Germany  and  other  manufacturing 
nations  of  Europe  will  not  surrender  to  us  willingly  their 
trade  in  manufactured  goods  to  Japan,  China,  the  East 
Indies  and  South  America.  It  is  true  that  for  many  years 
we  have  been  unable  to  actively  compete  for  this  trade,  but 
we  are  making  inroads  upon  it  and  our  manufacturers  will 
soon  be  in  a  position  to  offer  such  inducements  to  foreign 
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buyers  as  to  attract  large  portions  of  their  traffic  to  us.^ 
The  competition  resulting  will  be  almost  ferocious  in  char- 
acter, atid  happy  shall  we  be  if  the  issue  is  .reached  without 
a  trial  of  military  strength. 

At  present  we  could  neither  defend  our  coasts  nor  police 
the  oceans  eflfectively.  Our  enormous  wealth,  vast  portions 
of  it  within  reach  of  an  enemy's  guns,  we  would  be  powerless 
to  protect.  The  conviction  by  our  people  of  our  impotency 
to  preserve  our  heritage  and  to  protect  our  citizens  abroad,  has 
prompted  us  to  begin  the  construction  of  a  modern  navy  and 
to  provide  efficient  protection  for  our  harbors  and  foreign 
commerce.  Of  our  coasts,  including  Alaska  there  are  20,000 
miles,  nearly  equally  divided  between  the  Atlantic  and 
Pacific,  but  the,  length  of  voyage  between  our  most  southern 
Atlantic  port  and  our  most  southern  Pacific  harbor  is  now 
more  than  one-half  the  circumference  of  the  globe ;  it 
is  within  our  power,  however,  to  shorten  this  to  3,500 
miles. 

Imagine  the  military  situation  under  existing  conditions 
in  the  event  of  war  with  any  one  of  the  great  maritime 
powers,  and  let  us  suppose  that  all  vessels  now  building 
and  authorized  are  completed,  and  the  equal  in  their  class 
of  any  other  navy.  In  ships  and  guns  we  would  not 
possess  in  the  aggregate  a  number  exceeding  those  assail- 
ing us  in  any  one  of  the  three  or  four  fleets  that  could  be 
mustered  by  some  of  the  great  naval  powers  of  Europe, 
and  our  dispositions  would  of  necessity  be  made  for  defence 
only.  The  enemy  would  have  a  fleet  on  the  coast  of  Japan 
or  China,  another  near  the  Cape  of  Good  Hope,  and  a  third 
near  Gibraltar  or  the  Western  Islands.  vShould  we  wish  to 
transfer  any  of  our  vessels  from  east  to  west  or  vice  versa — 
a  voyage  of  12,519  miles  is  required  via  the  Straits  of 
Magellan  between  San  Diego  and  Key  West.  Before 
our  vessels  could  reach  the  equator  the  enemy  from 
Gibraltar  could  intercept  us  at  Cape  St.  Roque  and  the 
force  from  Good  Hope  would  be  awaiting  us  at  the  Straits ; 
or  before  an  American  squadron  could  reach  San  Diego  the 
hostile  ships  from  China  would  have  anticipated  us.  How 
different  would  be  the  military  situation  if  we  possessed  an 
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isthmian  passage,  properly  fortified,  as  it  would  have  been 
under  the  Frelinghuysen-Zavala  treaty  ! 

We  are  now  in  the  midst  of  an  international  controversy 
of  great  gravity  with  one  of  the  nations  of  South  America. 
The  situation  is  critical  in  the  extreme,  and  the  columns  of 
our  daily  papers  are  filled  with  accounts  of  hurried  naval 
preparations  looking  to  the  enforcement  of  our  demands  for 
reparation.  While  our  force  available  might  be  adequate 
to  the  execution  of"  the  national  will,  the  ships  in  the 
Atlantic  Ocean  can  only  reach  the  coast  of  Chile  by  way  of 
the  Straits  of  Magellan,  and  this  involves  a  voyage  3,426 
miles  longer  than  would  be  required  if  the  canal  were  open 
and  available  now.  Besides,  our  country  does  not  possess  a 
coaling  station  anywhere  on  or  near  the  existing  route, 
therefore  coal  for  steaming  and  all  other  supplies  for  a  fleet 
operating  in  the  region  referred  to  would  have  to  be  for- 
warded from  our  own  ports.  Were  the  canal  open,  our 
depot,  in  fact,  our  naval  and  military  base,  would  be  in 
Nicaragua,  but  2,800  miles  from  the  scene  of  possible  con- 
flict, instead  of  8,440  miles,  as  it  is  now  from  New  York,  and 
about  5,120  miles  from  San  Francisco. 

In  the  great  interior  lake  on  the  canal  line — a  body  of 
water  one-third  as  extensive  as  Lake  Erie — would'  be  a 
marine  establishment  whence  our  vessels  could  dash  out 
upon  either  ocean  and  engage  the  enemy.  One  "  lake  '* 
squadron  uniting  with  another  from  the  Gulf  of  Mexico, 
could  encounter  an  enemy's  fleet  among  the  Caribbees,  and 
returning  to  the  lake  to  refit  could  form  a  junction  with  our 
California  vessels  off  the  Mexican  coast  and  there  contend 
for  mastery  with  its  opponent,  all  within  two  weeks  of  our 
first  action. 

The  Secretary  of  the  Navy  very  happily  gave  expression 
to  the  strategic  value  of  an  isthmian  channel,  when  he  said 
that  the  control  of  such  a  passage  doubled  our  power  for 
offence  and  defence,  for  every  one  of  our  ships  and  guns 
would  be  as  effective  as  two  of  the  enemy's. 

I  cannot  detain  you  with  further  illustrations,  but  feel 
I  may  venture  a  single  quotation  bearing  upon  this  national 
aspect  of  the  question. 
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The  writer  is  Captain  H.  C.  Taylor,  of  our  Navy,  who 
certainly  has  done  as  much  as  any  other  man  in  bringing 
this  work  to  public  attention  :  **  It  is  the  lake  that  gives  to 
this  route  a  political  and  international  importance  unique 
and  significant.  The  nation  that  controls  this  canal  under 
terms  of  amity  with  Nicaragua  will  here  find  rest  and 
refreshment  for  its  fleets.  Here  may  the  delays  of  warlike 
complications,  so  injurious  in  sea-water  to  the  iron-hulled 
frigates  of  our  time,  so  fatal  to  their  speed,  be  safely 
endured  without  loss  of  efficiency;  the  crews  growing 
healthier,  the  ships  more  clean-limbed  and  speedier,  in  this 
great  fresh  water  sea.  Hence  may  issue  squadrons  in  the 
height  of  vigor  and  discipline,  striking  rapid  and  effective 
blows  in  both  oceans,  and  returning  to  refit  in  this  sheltered 
stronghold,  and  to  draw  from  it  nourishment  and  fresh 
strength  for  a  renewal  of  hostilities.  There  cannot  be 
imagined  a  more  potent  factor  in  deciding  threatened  diffi- 
culties or  in  securing  an  honorable  peace  with  a  powerful 
enemy,  than  the  presence  in  this  healthy  and  capacious 
water  fortress  of  a  strong  fleet,  prepared,  at  a  telegraphic  sign 
from  the  home  government,  to  issue  fully  equipped  from 
either  entrance  for  instant  service  in  the  Atlantic  or  Pacific, 
So  vast  would  be  the  power  of  the  nation  that  controlled 
this  transit,  and  so  strong  the  international  jealousies  thus 
created,  that  it  may  be  considered, fortunate  that  this  enter- 
prise should  now  be  moving  forward  as  a  purely  commercial 
project,  independent  of  the  aid  of  any  government." 
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NOTES  ON  THE   BLAST   FURNACE. 


By  John  Hartman. 


\A  lecture  delivered  before  the  Franklin  Institute,  February  ig,  1892.] 

Mr.  Hartman  spoke  as  follows: 

Pig  Iron.— History  tells  that  about  1,500  to  1,600  years 
before  Christ  the  Phoenicians  taught  the  Greeks  the  manu- 
facture and  use  of  iron.  After  that  time  Greek  historj^ 
gives  some  detailed  account  of  it.  The  Phoenicians,  before 
leaving  their  original  home  on  the  Indian  Ocean,  practised 
the  art  of  iron-making,  and  on  migrating  to  the  Land  of 
Canaan,  whose  hills  were  well  covered  with  wood  and 
contained  iron  ore,  they  made  iron  and  sold  it  to  the 
neighboring  nations. 

Tracing  its  early  history  back,  it  is  lost  in  the  twilight 
of  fable.  The  hurling  of  Hephaestus  from  Olympia  and 
the  working  of  iron  established  by  that  act,  when  divested 
of  its  fiction,  will  be  found  to  be  the  falling  of  an  iron 
meteorite  and  the  use  made  of  it. 

The  Cretans'  claim  to  the  discovery  of  iron-making  is 
more  rational.  Mount  Ida  in  Crete  was  well  wooded  and 
had  a  fine  vein  of  iron  ore  on  its  side.  Timber  left  to  grow, 
decay  and  fall  will  accumulate  to  quite  a  depth.  This 
timber  being  accidentallv  fired  at  the  bottom  of  the  moun- 
tain by  the  inhabitants,  in  burning  upwards  burns  slower, 
as  the  smoke  and  carbonic  acid  from  below  prevents  the 
air  from  getting  freely  at  the  fire  above  to  support  com- 
bustion. This  slow  combustion  favors  turning  the  wood 
into  charcoal,  which,  covering  any  pieces  of  iron  ore,  they 
are  reduced  or  deoxidized  by  contact  with  solid  carbon. 
As  the  wood  below  is  burned  off,  the  pure  air  sweeping  up 
the  hot  mountain  side,  is  heated  by  the  ground  and  rocks, 
and  the  charcoal  over  the  ore  is  burned  off  at  a  high  heat, 
causing  the  slag  to  flow  from  the  reduced  iron,  leaving  the 
iron  remain  as  a  sponge,  which  is  easily  hammered  into 
wrought  iron.  We  have  here  in  nature's  work,  the  hot 
blast  and  the  principle  of  regenerative  furnaces. 
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The  Phoenicians,  however,  being  the  older  nation,  must 
have  the  honor  of  first  discovery,  and  to  them  more  than  any- 
other  nation  the  world  is  indebted  for  metallurgical  science 
and  massive  structures.  How  these  people  could  transport 
and  erect  the  blocks  of  stone  forming  their  structures  is  a 
puzzle  to  modem  engineers,  who  with  their  best  appliances, 
can  only  lift  one-fourth  of  their  weight.  They  used  steel 
tools,  as  is  shown  by  the  grooves  in  their  quarries,  and 
grappling  irons  were  used  to  handle  the  blocks,  to  which 
the  holes  in  them  attest.  All  ancient  iron  was  made  by 
reducing  pure  oxides  in  a  shallow  charcoal  fire,  forming  a 
sponge,  and  then  hammering  out  the  slag,  a  process  carried 
on  to  this  day. 

The  oldest  and  finest  of  all  ruins  are  at  Baalbec,  Syria. 
Their  columns,  seven  feet  diameter,  in  three  sections  of 
twenty-four  feet  each  were  held  together  by  wrought-iron 
dowels,  but  these  have  been  dug  out  by  the  Turks  and 
Arabs  during  the  Dark  Ages  to  get  material  for  implements 
of  war  and  agriculture.  They  replaced  a  people  of  superior 
intelligence  by  their  rugged  nature  and  strength  of  muscle, 
but  could  not  make  a  pound  of  iron.  In  all  the  Egyptian 
ruins  the  same  destruction  is  noted.  The  massive  coping 
stones  of  the  temples  were  held  together  with  iron  clamps,  but 
they  have  all  been  dug  out  and  much  of  the  work  of  these 
grand  old  masters  has  been  destroyed  by  the  lazy,  arrogant 
vandals  of  the  Dark  Ages. 

To  make  steel,  the  ancients  submitted  wrought  iron  to 
the  cementation  process,  which  is  heating  the  iron  in  a 
closed  vessel  in  contact  with  carbon  at  a  red  heat.  In  this 
state  it  absorbs  sufficient  carbon  to  harden  it  and  give  it 
steely  qualities.     This  process  is  carried  on  in  India  to-day. 

Aristotle  gives  us  a  few  notes  on  iron,  but  Pliny  speaks 
more  freely,  thus :  "  Nature,  in  conformity  with  her  usual 
benevolence,  has  limited  the  power  of  iron  by  inflicting 
upon  it  the  punishment  of  rust,  and  thus  displays  her  usual 
foresight  in  rendering  nothing  in  existence  more  perishable 
than  the  substance  which  brings  the  greatest  danger  upon 
perishable  mortality.*' 

He  states  that  the  method  of  making  iron  is  the  same  as 
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that  employed  in  making  copper,  and  while  some  ores 
produce  a  metal  that  is  soft  and  nearly  akin  to  lead,  others 
produce  a  brittle,  coppery  iron.  Also  that  "  it  is  a  remark- 
able fact  that  when  the  ore  is  fused  the  metal  becomes 
liquefied  like  water,  and  afterwards  acquires  a  spongy, 
brittle  texture.!'  This  can  be  seen  to-day  in  any  Catalan 
forge,  where  the  slag  accumulates,  and  on  tapping  off  runs 
like  water,  leaving  behind  a  brittle,  spongy  mass,  which 
being  consolidated  by  the  hammer,  becomes  soft  and  tough. 
The  brittleness  is  overcome  by  patting  the  bloom  at  first 
with  light  blows  until  it  is  compacted,  then  striking  heavy 
blows  and  drawing  it  into  billets.  Also  that  **  iron  which 
has  been  burned  in  the  fire  is  spoiled,  and  is  useless  until 
it  is  forged  with  the  hammer;"  this  refers  to  the  burned 
part  being  worked  off  in  scale  and  sparks,  and  that  "  some 
iron  cannot  be  worked  at  a  red  heat,  but  must  be  a  bright 
yellow."  This  is  the  modern  red-short  iron.  The  iron,  he 
says,  **  that  is  used  for  hob  nails  is  soft  like  lead,"  which 
corresponds  to  our  pure  neutral  iron,  made  in  the  Catalan 
forge. 

The  earliest  record  of  furnaces  for  making  molten  iron 
(not  sponge)  show  a  hole  some  15  inches  diameter  and 
3  feet  high  in  a  clay  bank.  This  was  filled  with  charcoal 
and  blown  with  air  caught  by  deflectors  and  conveyed  to 
the  interior  through  pipes  or  reeds.  After  the  furnace  was 
warmed  up  with  the  burning  coal,  charges  of  ore  and  coal 
were  put  in,  and  after  a  few  hours  a  lump  of  molten  iron 
was  taken  out  of  the  crucible  by  tearing  the  crucible  open. 
This  iron  contained  a  little  combined  carbon,  and  if  it  had 
the  right  quantity,  it  could  be  worked  into  steel-  at  once,  or 
it  could  be  decarbonized  and  made  into  wrought  iron.  The 
slag  formed  in  these  furnaces  was  silicate  of  protoxide  of 
iron  from  the  fusion  of  part  of  the  ore  with  the  gang^e.  It 
was  tapped  off  from  the  furnace  when  it  accumulated  too 
high. 

Carbon  exists  in  iron  as  combined  carbon  or  as  graphitic 
carbon.  Combined  carbon  makes  iron  steely  or  hard  ; 
graphitic  carbon  denotes  soft  iron.  After  bellows,  made  of 
pig  or  goat  skins  and  operated  by  the  foot  or  hand  were 
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invented,  higher  heats  could  be  obtained.  This  necessitated 
the  use  of  more  refractory  material  for  the  furnace,  and 
caused  separate  structures  to  be  built.  The  higher  heats 
gave  more  combined  carbon  to  the  iron,  which  was  worked 
off  in  another  fire.  After  the  Germans  began  making  iron, 
they  built  their  furnaces  or  stuckofens  higher  to  economize 
heat  and  save  charcoal,  as  they  found  wood  getting  scarce. 
In  these  higher  furnaces  the  ore  and  coal  collected  the 
ascending  heat  and  returned  it  to  the  crucible,  increasing 
its  heat  and  giving  them  an  iron  of  different  character. 
Part  of  the  carbon  was  chemically  combined  and  part  was 
mechanically  mixed  with  the  grains,  giving  the  iron  a  dark 
color  and  fluidity  so  that  it  would  run  like  molten  lead. 
As  this  iron  was  difficult  to  decarbonize,  they  called  it  bad 
or  sow  iron. 

Prior  to  the  thirteenth  century,  the  art  of  iron  founding 
was  unknown,  but  with  the  use  of  higher  furnaces  a  metal 
was  made  that  was  fluid  and  could  be  cast,  which  soon  came 
into  use  and  formed  a  new  branch  of  the  iron  business.  As 
the  old  German  furnaces  were  small,  they  run  the  combined 
carbon  iron  out  in  a  long  groove  made  in  the  sand,  as  the 
iron  was  mushy  and  flowed  with  diflficulty  from  the  furnace. 
When  they  used  higher  furnaces  and  made  iron  with 
graphitic  carbon  which  ran  fluid,  they  ran  short  gprooves  at 
right  angles  to  the  long  groove,  and  filling  them  with 
metal,  they  called  them  pigs,  a  practice  in  use  to-day. 

By  some  it  is  thought  the  head  of  the  battering-ram  used 
by  the  ancients  was  cast  iron,  but  it  is  too  brittle  for  that 
purpose ;  it  was  forged  to  the  shape  shown  on  ancient 
monuments.  Only  rich,  pure  ores  could  be  used  by  the 
ancients.  They  could  not  get  the  intensity  of  heat  in  their 
furnaces  to  give  them  graphitic  carbon  in  the  iron ;  hence, 
they  could  only  make  wrought  iron. 

Among  the  earliest  appliances  of  cast  iron  in  founding 
was  to  make  cannon,  but  they  frequently  burst  in  the  third 
or  fourth  round  and  killed  as  many  friends  as  enemies,  like 
some  of  the  canonical  laws  made  at  times  in  the  world's 
progress. 

After  the  iron  business  had  been  conducted  in  England 
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for  many  years,  the  wood  becoming  scarce,  they  turned 
their  attention  to  mineral  fuel  or  coal  with  more  or  less 
success.     About  1630  Dud  Dudley  experimented  with  coke. 

In  1735,  Abraham  Darbey,  of  England,  made  the  first 
successful  blast  with  coke,  and  from  that  day  to  this  it  has 
been  continued  in  making  pig  iron. 

In  1837,  anthracite  came  into  use  for  pig  iron  making  in 
Wales,  and  is  continued  in  Pennsylvania  to  the  present 
time. 

In  1828,  Neilson  first  applied  heated  air  to  the  furnace,, 
which  raised  the  temperature  of  the  crucible  and  allowed  a 
more  basic  or  limy  flux  to  be  used.  This  melts  at  a 
high  temperature,  but  picks  up  the  sulphur  in  the  ore  and 
fuel  and  gives  a  better  iron.  With  the  introduction  of  hot 
air,  cheaper  ores,  but  containing  a  higher  percentage  of 
sulphur  and  silica,  could  be  used,  which  lowered  the  cost. 

The  heat  of  the  crucible  has  been  further  increased  by 
the  use  of  regenerative  stoves  giving  lower  fuel  consump- 
tion, more  output  and  better  iron,  as  the  less  fuel  used,  the 
less  impurity  goes  from  the  fuel  to  the  iron. 

While  metals  as  a  rule  increase  in  value  with  their  purity,, 
pure  iron  has  no  commercial  existence  and  is  never 
known  outside  of  the  chemical  laboratory.  Its  value  is 
only  established  when  it  is  combined  with  carbon,  but  some 
of  the  following  elements  always  accompany  it  in  gpreater  or 
less  quantities  and  modify  its  character :  silicon,  manganese^ 
magnesium,  sulphur,  phosphorus  and  aluminum.  In  chemi- 
cal combination  with  iron  there  is  no  exact  line  of  demar- 
cation with  these  elements.  Carbon  exists  in  pig  iron  in  the 
combined  or  the  graphitic  state,  or  in  both  states.  Combined 
carbon  closes  the  gprain  of  iron,  making  it  smaller  and 
harder.  Graphitic  carbon  is  the  combined  carbon  changed 
by  high  heat  to  the  graphitic  state  which  softens  the  iron. 
Silicon  destroys  the  gprain  of  the  iron,  making  it  weaker, 
softer,  and  cold-short.  Manganese  destroys  the  grain, 
weakens  it  and  makes  it  red-short.  Magnesium  is  claimed 
to  soften  and  strengthen  iron.  Phosphorus  is  an  unwelcome 
ingredient  which  cannot  be  eliminated  and  has  to  be  toler- 
ated ;  it  weakens  iron  and  makes  it  cold-short.     Sulphur  is 
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a  vigilant  enemy,  closing  the  grain,  making  it  harder,  and 
causing  red-shortness,  but  it  can  be  eliminated.  Aluminum 
strengthens  and  softens  iron.  Copper  makes  iron  red-short. 
Cold-short  iron  will  work  in  the  smith's  fire  at  a  low  heat, 
but  is  weak  when  cold.  Red-short  iron  will  work  only  at  a 
high  heat,  but  is  strong  when  cold.  If  the  iron  is  not  worked 
at  the  heat  to  suit  its  nature  it  will  crumble  or  break. 

Pig  iron  is  sold  in  the  market  in  five  grades,  Nos.  i,  2,  3, 
4  and  5.  Besides  these  there  are  special  grades  established 
recently  but  used  extensively,  namely :  Low  phosphorous 
and  sulphur  iron  used  in  the  open  hearth  and  Bessemer  pro- 
cesses, and  low  silicon  with  high  phosphorous  iron,  used  in 
the  basic  process.  Silicized  iron  containing  four  per  cent, 
to  seven  per  cent,  of  silicon  is  also  made  to  soften  other 
irons  and  make  them  run  liquid. 

ANALYSIS  OF  A   STANDARD   NO.    I    PIG  IRON. 
Ptr  Cent, 

Iron, 92*37 

Graphitic  carbon, 3*52 

Combined  carbon, *I3 

Silicon 2*44 

Phosphorus, .1*25 

Sulphur, '02 

Manganese, *28 

NO.  2  PIG  IRON. 

1     Gray. 

Ptr  Cent. 

Iron, 92-31    I 

Graphitic  carbon, 2*99 

Combined  carbon, '37 

Silicon, 2*52    \ 

Phosphorus, 1*08    | 

Sulphur, '02   i 

Manganese, 72 


Gray, — A  large,  dark,  open- 
grain  iron,  softest  of  all  the 
numbers  and  used  exclu- 
sively in  the  foundry".  Ten- 
sile strength,  low.  Elastic 
limit,  low.  Fracture,  rough. 
Turns  soft  and  tough. 


J 

NO.  3  PIG  IRON. 
Ptr  Cent. 


—  A  mixed  large  and 
small  dark  grain,  harder 
than  No.  i  iron,  and  used 
exclusively  in  the  foundry. 
Tensile  strength  and  elastic 
limit  higher  than  No.  i. 
Fracture,  less  rough  than 
No.  I.  Turns  harder,  less 
tough  and  more  brittle  than 
No.  I. 


Iron, 94*66 

Graphitic  carbon, 2*50 

Combined  carbon 1*52 

Silicon, *72 

Phosphorus, '26 

Sulphur, trace 

Manganese *34 

Vol.  CXXXIV. 


Gray,  —  Small,  gray,  close 
grain,  harder  than  No.  2  iron, 
used  either  in  the  rolling  mill 
or  foundry.  Tensile  strength 
and  elastic  limit  higher  than 
No.  2.  Turns  harder,  less 
tough  and  more  brittle  than 
No.  2. 

10 
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NO.  4  PIG  IRON. 

Percent,  1  J/,j///^a^.— Whitc  background, 
doited  closely  with  small 
black  spots  of  graphitic  car- 
bon, little  or  no  grain.  Used 
exclusively  in  the  rolling  mill. 
Tensile  strength  and  elastic 
limit  lower  than  No.  3.  Turns 
with  difficulty,  less  tough  and 
more  brittle  than  No.  3. 


A. 

9448 
2  02 
I  98 


B. 

94'o8 

2  02 

'  43 

•92 

•04 

•04 

2  02 


Iron 

Graphitic  carbon,    . 
Combined  carbon,  . 

Silicon '56 

Phosphorus '19 

Sulphur, 08 

Manganese "67 

[The  manganese  in  this  {H)  pig  iron  replaces  part  of  the 
combined  carbon,  making  the  iron  harder,  and  closing  the 
grain,  notwithstanding  the  lower  combined  carbon.] 

NO.  5  PIG  IRON, 
Ptr  Cent. 

Iron 9468 

Combined  carbon, 3  83 

Silicon, '41 

Phosphorus, 04 

Sulphur,      '02 

Manganese 98 


I 


J 


jf  7///^. —Smooth,  whitefracture, 
no  grain,  used  exclusively  in 
the  rolling  mill.  Tensile 
strength  and  elastic  limit 
much  lower  than  No.  4.  Too 
hard  to  turn  and  more  brittle 
than  No.  4. 


Fig,  /,  of  the  plate,  shows  the  fracture  of  a  No.  i  pig  of 
the  Thomas  Iron  Company  (as  are  all  the  others).  The 
large  patches  show  the  g^rain  of  the  iron,  which  is  rough  and 
projects  up  in  sharp  points.  On  examining  it  with  a  power- 
ful glass  the  gprains  of  iron  are  found  embedded  in  the 
graphitic  carbon  similar  to  a  wall  of  rubble  masonry  laid 
solid  in  mortar.  The  grains  are  connected  but  the  inter- 
stices are  filled  with  the  graphite.  Graphitic  carbon  high, 
combined  carbon  low. 

Fig.  2^  of  the  plate,  shows  the  fracture  of  a  No.  2  pig. 
The  patches  are  smaller,  showing  a  smaller  grain.  Graph- 
itic carbon  lower,  and  combined  carbon  higher  than  No.  i. 

P^S'  J>  ^f  ^^  plate,  shows  fracture  of  No.  3  pig.  The 
patches  are  smaller  than  No.  2  and  show  smaller  g^ain. 
Graphitic  carbon  lower,  and  combined  carbon  higher  than 
No.  2. 

Pig*  4^  of  the  plate,  shows  fracture  of  No.  4  pig.  The 
patches  are  smaller  and  more  of  them  than  in  No.  3  and 
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show  little  or  no  grain.  Graphitic  carbon  lower  and  com- 
bined carbon  higher  than  No.  3. 

P^S'  5y  of  the  plate,  shows  fracture  of  No.  5  pig.  The 
patches  are  small  and  closer  but  no  grain.  No  graphitic 
carbon,  all  combined  carbon. 

The  strength  for  tension  culminates  in  No.  3  pig  iron, 
but  falls  off  more  rapidly  from  No.  3  to  No.  5  than  from 
No.  3  to  No.  I. 

Ptr  Cent. 

Combined 

Carbon. 

Malleable  iron  contains '25 

Steely  iron  contains '35 

Steel  contains     '50 

Hard  steel  contains 1101*50 

Taking  the  sum  of  the  graphitic  and  combined  carbon 
in  each  quality  of  pig  iron  they  are  practically  the  same. 
The  softness  of  pig  iron  is  dependent  on  the  amount  of 
graphitic  carbon  in  it.  Separating  the  iron  in  the  No.  i  pig 
from  the  graphitic  carbon,  it  is  a  nearly  pure  wrought  iron 
embedded  in  the  graphitic  carbon,  and  it  is  the  absence  of 
combined  carbon  which  gives  it  the  softness  and  flexibility 
that  make  it  desirable  for  machinery  and  other  purposes. 

The  grains  of  iron  are  crude  crystals.  When  the  iron  is 
nearly  pure  and  allowed  to  cool  very  slowly,  regular  octahe- 
dral crystals  of  iron  are  formed.  Fine  crystals  were  found 
twelve  years  ago  in  the  hearth  of  Crown  Point  Furnace. 
They  used  an  ore  low  in  phosphorus,  sulphur  and  mangan- 
ese. These  crystals  are  now  in  the  Academy  of  Natural 
Sciences.  ' 

No.  I  pig  iron  may  be  defined  as  being  composed  of 
grains  of  wrought  iron  connected  together  but  embedded  in 
graphite.  No.  2  pig  iron  has  more  combined  carbon,  which 
converts  the  wrought  iron  into  a  soft  steel  harder  to  the  tool 
working  it.  No.  3  pig  iron  has  more  combined  carbon,  and 
the  iron  portion  is  a  crude  steel  harder  to  the  tool  working 
it.  Nos.  4  and  5  are  virtually  crude,  high  combined-carbon, 
steels. 

The  numbers  here  given,  i,  2,  3,  4,  5,  for  qualities 
of  pig  iron  are  the  old  standard.     Some  founders  grade  in 
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given.  If  the  impurities  in  pig  iron  were  uniform,  which 
would  be  the  case  if  there  were  only  one  kind  of  ore  and 
fuel,  the  proper  plan  would  be  to  buy  iron  by  chemical 
analyses  on  a  basis  of  graphitic  and  combined  carbon,  but 
the  impurities  so  change  the  character  that  the  eye  is  found 
to  be  the  best  guide  so  far  in  fixing  the  grade.  In  running 
the  ends  of  the  fingers  over  the  fracture  of  a  pig  of  iron,  if 
the  ends  of  the  grain  tear  the  fingers,  the  iron  is  strong. 
The  analysis  (B)  of  No.  4  pig  iron,  shows  low  in  combined 
carbon,  but  the  manganese  hardens  the  iron  and  changes  it 
from  gray  to  mottled  iron. 

Fig,  6,  of  the  plate,  is  a  hot-blast  No.  i  charcoal  iron 
from  Grand  Rivers,  Ky.  The  pigs  bend  before  breaking. 
The  ends  of  the  grain  are  sharp  and  tear  the  fingers.  The 
analysis  is  as  follows : 

Ptr  Cent. 

Silicon, 1*955 

Sulphur '029 

Phosphorus, '488 

Manganese, '213 

Graphitic  carbon, 3*3*0 

Combined  carbon, '460 

Iron 93*545 

On  breaking  this  iron,  the  pig  when  it  strikes  the  break- 
ing blocks,  emits  a  dull  thud  like  lead.  It  is  an  iron  of  high 
tensile  strength  and  well  adapted  for  making  car  wheels. 
There  are  times  in  furnace  practice  when  the  first  iron  at 
a  cast  runs  sluggish  and  mushy,  but  the  iron  on  cooling  is 
found  to  be  excellent  No.  i.  This  iron  is  the  first  formed 
directly  after  casting  and  lying  near  the  tapping  hole  has 
slowly  lowered  its  temperature  and  formed  coarse  grained 
iron.  On  opening  the  tapping  hole  the  more  fluid  iron  in 
the  hearth  pushes  this  cooler  iron  out  first  and  it  is  then 
followed  by  the  fluid  iron. 

The  bending  of  pigs  is  not  confined  to  charcoal  iron. 
Cake  and  anthracite  iron  do  the  same  when  using  good 
stock  and  running  the  furnace  at  the  proper  temperature. 

Referring  to  the  pig  iron  furnace  section,  Fig.  7,  the  air 
blown  through  the  tuyere  is  quickly  converted  to  carbonic 
oxide  gas  and  the  heat  from  it  keeps  the  fuel  in  the  bosh  at 
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a  white  heat.  The  bosh  and  hearth  are  always  filled  with 
fuel  when  the  furnace  is  working  well.  If  the  heat  in  the 
bosh  becomes  too  high  from  a  light  burden,  the  silicon  in 
the  fuel  is  reduced,  part  of  it  going  to  the  pig  iron,  giving  a 
weak,  light  iron.     When  silicon  is  reduced,  the  cinder  will 


Fig.  I. 
not  take  it  up,  what  escapes  the  iron  is  burned  to  silica  in 
the  stoves  and  boilers ;  hence  the  heavy  white  fumes  at  the 
chimney  top.  Silicized  iron  was  unknown  to  the  ancients 
for  want  of  heat  to  produce  it.  With  a  good  burden  of  ore 
the   heat   of    the   bosh   can   be   kept   at   the   temperature 
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six  divisions,  and  in  some  cases  ten  to  eleven  grades  are 
required  for  a  given  iron.  As  the  ore  reduces  in  the  upper 
part  of  the  furnace  a  finely  divided  carbon  penetrates  the 
ore  and  combines  with  the  iron ;  when  the  iron  melts  out  of 
the  ore  it  leaves  it  with  the  carbon  in  the  combined  state. 
As  it  trickles  down  through  the  glowing  fuel  it  may  form 
some  graphitic  carbon,  but  as  a  rule,  it  reaches  the  crucible 
with  combined  carbon  only.  With  a  clean,  hot  hearth,  the 
carbon  in  the  iron  is  gpradually  transformed  to  graphitic 
carbon.  As  the  fluid  iron  running  from  the  furnace  cools, 
more  or  less  of  the  carbon  separates  as  graphitic  carbon 
which  is  squeezed  into  the  interstices  between  the  grains  as 
they  form.  If  this  pig  iron  is  run  against  a  cold  plate  the 
graphitic  carbon  is  changed  to  combined  carbon,  and  the 
lower  the  silicon  in  the  pig  iron  the  harder  and  gpreater  is 
the  depth  of  the  change.  If  the  thickness  of  the  running 
iron  is  too  great  to  change  the  whole  thickness  of  the  pig 
iron,  then  part  of  the  pig  will  be  close  and  hard,  while  the 
other  part  is  open  and  soft.  As  more  burden  of  ore  is 
applied  to  the  furnace  the  heat  of  the  bosh  and  crucible  is 
decreased,  and  Nos.  2.  3,  4  or  5  is  produced  as  the  bosh  and 
hearth  get  cooler. 

In  making  No.  i  iron,  the  founder  must  be  careful  to 
keep  a  large,  clean,  hot  crucible,  as  the  finishing  touches  to 
the  iron  for  gprade  are  made  in  it.  In  the  crucible  alone  and 
not  above  it,  must  the  intensity  of  the  heat  be  applied  to  the 
iron  to  form  graphite. 

After  the  founder  has  made  good  No.  i  pig,  it  is  sent  to 
market  and  bought  for  the  cupola.  The  cupola  is  charged 
with  fuel  and  iron,  the  No.  i  iron  being  placed  in  the  lower 
part  of  the  cupola  on  a  good  bed  of  fuel,  above  it  is  more 
fuel,  and  on  this  is  laid  the  harder  iron.  Suppose  it  is  to 
make  a  roll ;  then  No.  3  would  be  used.  Blast  is  applied  to 
the  cupola,  it  burns  up  one  side  more  than  the  other,  and 
the  hard  iron  above  melts,  comes  down  and  mixes  with  the 
good  No.  I  meant  for  pulleys ;  the  result  is,  both  irons  are 
spoiled,  and  the  founder  making  the  No.  i  gets  soundly 
berated  for  making  an  iron  that  changes  in  remelting. 

Again,   suppose  all  No.    1    is  charged,  and  the  iron  is 
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melted  at  a  lower  temperature  than  that  at  which  it  was 
made:  the  carbon  will  partly  change  from  graphitic  to  com- 
bined carbon,  and  make  the  iron  harder.  Again,  suppose  the 
fuel  is  high  in  sulphur,  the  iron,  in  the  absence  of  the  strong 
basic  cinder  of  the  blast  furnace  will  take  it  up,  closing  the 
grain  and  making  the  iron  harder ;  or,  if  the  cupola  scaffolds 
on  one  side,  the  air  rushing  up  through  the  contracted 
opening  decarbonizes  the  shots  of  falling  iron  and  makes  it 
harder.  Iron  melted  with  an  excess  of  fuel  will  take  up  the 
kish  or  graphite  formed  by  the  intense  heat,  and  on  pouring 
the  casting  the  cooling  effect  of  the  pouring  squeezes  out 
the  graphite,  which  floats  to  the  top  of  the  mould  and  makes 
spongy  castings.  It  is  important  to  melt  with  the  proper 
heat  and  no  excess.  Certain  sands  also  exert  a  bad 
mechanical  influence  on  pig  iron  by  forming  an  asbestiform 
material  that  floats  to  the  top  of  the  mould,  making 
defective  castings. 

Iron,  to  retain  its  quality  as  sold,  should  be  melted  by 
gas  containing  no  free  air.  The  gas  should  be  burned  to 
carbonic  acid  with  an  excess  of  air  while  heating  up  the  iron. 
As  soon  as  melting  begins,  the  gas  should  be  burned  to 
carbonic  acid  with  a  slight  amount  of  carbonic  oxide  in 
excess  to  take  care  of  any  truant  air  entering  the  furnace 
door.  This  can  be  accomplished  by  a  regenerative  furnace, 
using  gas  for  heating.  This  furnace  is  the  same  as  the  open 
hearth  furnaces  now  in  use  in  all  our  large  steel  works,  and 
consists  of  a  square  building  of  iron  plates,  lined  with 
refractory  brick  and  having  a  basin-shaped  hearth  on 
bottom.  At  each  end  of  the  square  building  are  two  round 
iron  stoves,  filled  with  fire  brick  having  numerous  passages 
from  top  to  bottom  of  the  bricks,  called  regenerators.  The 
hearth  and  regenerators  having  been  warmed  up  by  wood, 
gas  is  turned  through  one  of  the  regenerators  and  air 
through  the  other  alongside  of  it.  The  gas  and  air  meet  at 
the  end  of  the  hearth  and  burn  across  it,  heating  it  up  and 
melting  the  iron  placed  on  the  bottom  of  hearth.  After  the 
burned  gas  passes  the  hearth,  it  enters  the  two  opposite 
regenerators,  heating  them  up.  When  the  two  first  regen- 
erators begin  to  cool  off,  the  valves  are  reversed  and  the  gas 
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and  air  sent  back  over  the  iron  and  through  the  other  two 
regenerators.  The  burned  gas  in  passing  through  the  two 
first  regenerators  heats  them  up,  when  another  reverse  is 
made,  and  so  on  until  night.  By  this  arrangement  all  the 
waste  heat  of  the  furnace  is  utilized  except  the  heat 
escaping  in  the  carbonic  acid  at  the  chimney,  which  is  about 
350°.  Comparing  this  with  the  2,000°  escaping  at  the 
chimney  of  the  cupola,  a  saving  is  eflfected  in  fuel.  It  will 
be  safe  to  take  the  saving  at  100  pounds  fuel  per  ton  of 
iron  melted,  which  will  pay  the  interest  on  difference  of 
cost  between  the  cupola  and  open-hearth  regenerative 
plant. 

With  this  furnace,  slow  or  quick  melting,  and  hot  or 
cold  melting,  can  be  had  at  once ;  no  sulphur  will  be  taken 
up  by  the  iron,  and  it  can  be  kept  at  any  desired  heat, 
which  avoids  a  change  in  the  original  quality.  A  perfect 
mixture  can  be  made,  as  different  irons  charged  when 
melted  can  be  well  stirred  through  the  doors  and  made 
homogeneous.  No  precision  of  this  kind  can  be  obtained 
with  the  cupola,  as  it  is  guess-work  when  certain  qualities 
of  iron  get  down  to  the  melting-point,  and  they  cannot  be 
stirred  except  in  the  ladle,  which  may  not  get  equal 
quantities  of  each  iron.  No  graphite  can  be  formed  in  this 
furnace  to  make  poor  castings.  An  objection  to  this 
furnace  will  be  the  loss  of  heat  keeping  it  hot  over  night 
with  a  small  volume  of  gas,  but  it  has  the  advantage  of 
being  ready  in  the  morning  for  work  as  soon  as  the  men 
arrive.  As  the  high  heat  used  in  open  hearth  steel  plants 
is  not  required  for  melting  pig  iron,  the  loss  in  heat  to 
keep  furnace  warm  over  night  would  be  slight.  With  the 
improved  cranes  and  appliances  for  handling  the  metal, 
there  is  no  longer  need  of  suspending  all  moulding  while 
pouring.  When  this  system  is  taken  up  and  worked  out 
carefully  in  all  its  details,  it  will  prove  a  decided  success,  as 
moulding  and  pouring  can  go  on  side  by  side. 

From  the  data  now  being  collected  by  the  different  iron 
works,  some  active  brain  in  the  future  will  give  the  world 
a  table,  showing  how  each  element  affects  the  pig  iron,  and 
bv   it  a  founder  will  be  enabled  to  make  his  mixture  to 
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produce  the  required  results  without  having  recourse  to 
trial  for  each  brand  of  pig  iron. 

-  The  blast  furnace  is  still  in  its  infancy,  yex  in  this 
country  it  has  made  rapid  strides,  and  gone  far  beyond 
Europe  in  output  and  low  fuel  consumption. 


The  present  STATUS  of  the  STORAGE  BATTERY 
SYSTEM  OF  STREET  RAILWAY  PROPULSION. 


By  Pedro  G.  Salom. 


\^Read  at  the  stated  meeting  of  the  Franklin  Institute,  held  June  75,  i8g2^ 

Jos.  M.  Wilson,  President,  in  the  chair. 

Mr.  Salom  :  A  distinguished  scientist  once  told  me  that 
many  years  ago  he  was  invited  to  give  his  first  public  lecture. 
He  chose  a  subject  that  he  thought  he  was  very  familiar  with, 
as  it  was  one  in  which  he  had  been  making  long  and  care- 
ful investigations,  but  much  to  his  amazement,  after  talk- 
ing for  ten  or  fifteen  minutes,  he  found  that  he  had 
exhausted  the  subject,  and  had  told  his  audience  all  that  he 
knew  about  it.  Then  he  said  he  began  to  repeat  himself, 
and  he  had  continued  to  repeat  himself  ever  since.  Per- 
sonally I  am  in  very  much  the  same  position.  I  feel  that  I 
have  already  told  all  that  I  know  about  storage  batteries, 
except  what  has  been  already  better  told  by  others.  Still 
an  old  truth  presented  in  a  new  light  sometimes  carries 
conviction  for  the  first  time. 

This,  then,  is  my  reason  for  being  here  this  evening.  In 
discussing  "The  Present  Status  of  the  Storage  Battery 
System  of  Electric  Street  Railway  Propulsion,"  there  are 
three  questions  to  be  considered  : 

(i)  Why  is  it  that  so  promising  a  field  in  electrical  engi 
neering  has  as  yet  produced  no  adequate  commercial 
results  ? 
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(2)  What  definite  knowledge  has  been  gained  by  the 
trials  and  failures  of  the  past?  and 

(3)  What  are  the  prospects  for  the  future  for  the  intro- 
duction  of  storage  battery  traction? 

Now,  in  respect  of  the  first  question,  I  would  say  that 
undoubtedly  the  dreadful  patent  litigation  in  which  the 
whole  subject  of  storage  batteries  has  been  involved  is 
largely  responsible  for  the  failures  in  the  past,  although 
there  are  other  causes  Y^hich  I  will  touch  on  presently. 

I  will  not  burden  you  with  a  history  of  the  patent  litiga- 
tion, which  has  now  extended  over  a  period  of  five  years 
and  which  has  been  prosecuted  with  a  degpree  of  vigor  and 
intensity  (and  I  might  even  say  malignity)  worthier  of  a 
better  cause,  further  than  to  say,  that  the  fundamental 
principle  upon  which  all  forms  of  storage  batteries  are 
constructed  has  been  thrice  awarded  to  Chas.  F.  Brush  in 
the  lower  courts,  and  the  case  is  now  before  the  court  of 
last  resort,  whose  decision  may  be  expected  at  any  time, 
and  which,  of  course,  will  be  final.  The  fundamental  prin- 
ciple just  referred  to  is  the  broad  claim  for  the  application 
of  the  active  material  to  a  conducting  support. 

This  uncertainty,  therefore,  of  the  ownership  of  the 
basic  patents  has  rendered  capital  timid.  Conservative 
street  car  companies  could  not  aflford  to  equip  their  lines 
with  a  system  that  might  be  adjudged  an  infringement  of 
others*  patents,  and  upon  which  an  injunction  might  issue 
at  any  time,  and  on  the  other  hand  the  battery  companies 
have  not  been  in  a  strong  enough  financial  position  to 
properly  equip  and  operate  a  line  of  sufl&cient  magnitude  to 
demonstrate  the  practicability  and  commercial  success  of 
their  respective  systems,  or  at  all  events  if  they  have  been, 
they  have  utterly  failed  to  do  so. 

I  might  add,  also,  that  as  a  further  result  of  this  doubt 
or  uncertainty  as  to  the  ownership  of  the  patents,  a  large 
number  of  storage  battery  companies  have  sprung  up  in 
all  parts  of  the  country  without  any  possible  reason  for 
their  existehce  beyond  the  fact  that  their  promoters  thought 
that  it  was  only  necessary  to  change  the  shape  or  form  of  a 
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pl^te  to  escape  the  patents  and  for  the  further  purpose  of 
selling  -stock  to  the  innocent  public. 

Many  of  these  attempts  show  an  utter  ignorance  and 
disregard  of  all  the  principles  that  are  well  known  on  the 
subject 

Thousands,  yes,  hundreds  of  thousands  of  dollars  have 
been  squandered  in  this  way,  much  to  the  sorrow  and 
disappointment  of  the  many  innocent  stockholders,  and  to 
the  dismay  and  confounding  of  the  general  public,  who, 
seeing  so  many  failures,  have  come  at  last  to  doubt  the 
practicability,  or  even  possibility,  of  a  commercial  battery. 
We,  however,  have  nothing  to  do  with  this.  The  success  or 
failure  of  an  engineering  problem,  fortunately,  does  not 
depend  upon  what  the  general  public  may  think  about  it, 
unless  it  be  a  problem  requiring  an  enormous  capital,  which 
can  only  be  obtained  through  the  Government  or  by  the 
cooperation  of  a  large  number  of  individuals.  What,  then, 
does  it  depend  on  ?  It  depends  on  our  ability  to  demonstrate 
that  we  can  accomplish  a  desired  result  in  a  better  and 
cheaper  way  than  has  heretofore  been  employed. 

This  brings  us,  then,  to  our  second  query. 

What  definite  knowledge  has  been  gained  by  the  trials  and 
failures  of  the  past  ? 

This,  of  course,  is  a  vast  subject  of  inquiry,  as  it 
embraces  our  entire  experience  during  the  past  six  years, 
and  my  time  will  only  permit  me  to  dwell  on  the  essential 
features. 

Assuming,  now,  for  the  sake  of  argument,  that  electric 
storage  traction  is  practicable,  what  are  the  problems  that 
confront  the  engineer? 

The  first  and  most  important  is  the  life  of  the  battery. 

(2)  The  capacity. 

(3)  The  rate  of  discharge. 

(4)  The  weight  and  size  of  the  elements. 

(5)  The  loss  of  power  in  the  various  transmissions 
between  the  prime  mover  and  the  axle ;  or,  in  other  words, 
the  relative  efl&ciency  compared  with  other  methods. 

(6)  The  distance  or  total  length  of  line. 

(7)  The  grades  and  curves. 
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(8)  The  speed. 

We  will  not  consider  all  these  points  separately,  but  the 
whole  question  in  a  general  way. 

In  traction  work  there  is  only  one  reliable  method  of 
determining  the  life  of  the  battery,  and  that  is  on  the  basis 
of  car  mileage.  It  is  all  nonsense  to  talk  about  batteries 
lasting  eight  months  or  eighteen  months,  unless  there  is  a 
record  at  the  same  time  of  the  amount  of  work  accom- 
plished, measured  in  electrical  horse-power  hours.  The 
highest  record  yet  obtained,  that  I  have  any  reliable 
knowledge  of,  is  that  of  a  single  set  of  io8  accumulators 
making  over  6,000  miles.  This  record  was  made  on  the 
Citizen's  Passenger  Railway,  in  Indianapolis,  and  was  made 
under  the  most  trying  and  unfavorable  circumstances. 

Assuming  that  the  battery  could  make  100  miles  per 
day,  this  would  mean  that  the  battery  would  have  to  be 
renewed  every  sixty  days.  If  fifty  miles  per  day,  then  the 
life  would  cover  a  period  of  four  months  ;  and  at  twenty-five 
miles  per  day,  eight  months,  etc.  vSo  you  can  readily  under- 
stand that  the  bare  statement  that  a  battery  would  last  six 
or  eight  months  does  not  convey  a  correct  idea  of  the  real 
life  of  the  battery. 

Let  us  see  what  it  would  cost  to  run  6,000  miles  with  a 
single  set  of  accumulators,  or  since  two  sets  are  always 
employed,  the  one  being  charged  while  the  other  is  in 
service,  we  will  make  the  calculation  on  a  basis  of  1 2,000 
miles. 

216  positive  groups,  at  52.50, =  $540  cx> 

Credit  2,592  pounds   lead  scrap  at  3  cents =       77  76 

Balance, $462  24 

462*24  -=-  12,000  =  3*85  cents  per  car  mile. 

What  amount  of  work  is  represented  by  this  6,000  miles, 
so  far  as  the  accumulators  are  concerned  ? 

It  was  found  by  keeping  the  most  careful  records  on  the 
Fourth  Avenue  Line  in  New  York,  that  the  amount  of 
energy  consumed  per  car  mile  was  about  one  and  one-half 
E/  H.  P.  hours.  That  is  to  say,  that  after  making  a  round 
trip  of  eleven  and  one-half  miles,  it  required  about  seven- 
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teen  E.  H.  P.  hours  to  replace  the  energy  drawn  from  the 
batteries.  Six  thousand  miles  would,  therefore,  require 
9,000  E.  H.  P.  hours,  and  since  a  battery  of  108  cells  has  a 
capacity  of  fifty-four  E.  H.  P.  hours  for  each  jtbtal  discharge, 
if  we  divide  9,000  X  54  we  get  166  discharges  that  are 
required  of  the  battery,  before  the  positive  plates  break 
down.  Any  one  who  has  had  any  extensive  experience  with 
storage  batteries  knows  that  this  is  a  very  conservative  esti- 
mate of  the  amount  of  work  that  a  good  battery  will  perform. 

It  may  be  asked,  have  there  been  no  improvements  in 
late  years  with  a  view  of  diminishing  the  number  and 
weight  of  batteries  required  to  propel  a  car  ?  I  regret  to 
have  to  answer,  no,  and  this  brings  me  to  the  consideration 
of  the  limitations  of  storage  batteries. 

I  have  said  that  it  requires  about  one  and  one-half 
E.  H.  P.  hours  per  car  mile,  and  that  108  accumulators  are 
used  and  necessary  for  a  twelve-mile  run,  and  they  have  a 
capacity  of  fifty-four  E.  H.  P.  hours,  or  three  round  trips. 

Why  is  it  not  possible  to  use  a  battery  with  one-third  the 
weight?  Simply  because  the  weight  of  battery  required  is 
not  according  to  the  total  amount  of  work  to  be  done,  but 
according  to  the  rate  at  which  it  is  to  be  done. 

Let  us  go  back  to  our  twelve-mile  run  again.  This 
requires  one  and  one-half  E.  H.  P.  hours  per  car  mile,  or, 
1,119  watt  hours,  and  since  the  E.  M.  F.  is  about  225  volts, 
this  would  be  equivalent  to  nearly  five  ampere  hours  per 
mile,  or  sixty  ampere  hours  for  the  round  trip  ;  and  since 
the  trip  consumes  two  hours'  time,  this  is  an  average  rate  of 
discharge  of  thirty  amperes  all  the  time. 

Of  course,  it  is  very  much  greater  than  this  at  times, 
when  the  car  starts  or  is  going  up  steep  grades,  etc.,  when 
the  battery  is  frequently  called  upon  for  a  rate  of  discharge 
of  over  100  amperes. 

Now,  if  we  were  to  use  a  smaller  battery  of  less  total 
capacity,  there  would  not  be  sufi&cient  surface  area  of  active 
material  exposed  to  develop  such  a  current,  the  E.  M.  F. 
would  drop  and  the  car  stop  running.  This  is  the  trouble 
with  all  thick  plate  batteries.  The  amount  of  surface  area 
exposed  is  comparatively  small  for  the  weight  of  battery. 
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A  reference  to  the  following  diagpram,  showing  the  curves 
of  discharge  (at  loo  amperes)  of  four  types  of  accumulator, 
will  illustrate  very  forcibly  why  thick  plate  batteries  are 
not  available  for  traction  purposes. 

The  first  two  curves  are  from  thin  plate  batteries,  and 
the  second  two  from  thick  plate  batteries,  all  tested  under 
the  same  conditions. 

This  comparison  is  not  intended  as  a  disparagement  of 
the  thick  plate  batteries,  the  Donaldson-Macrae  type  in  par- 
ticular  having  a  number  of  very  valuable  features  embodied 
in  its  construction,  but  it  is  only  designed  and  intended  for 
compartively  low  rates  of  discharge. 

It  will  be  observed  that  in  the  thick  plate  batteries  that 
the  E.  M.  F.  falls  in  one  case  to  1*5  volts  in  twenty-three 
minutes,  while  in  the  second  case,  although  it  falls  more 
rapidly  at  first  than  the  former,  it  maintained  the  current 
ten  minutes  longer  before  a  fall  to  15  volts  was  reached. 

When  the  E.  M.  F.  falls  below  two  volts  per  cell  the  effi- 
ciency of  the  motor  begins  to  iaW  pari  passu.  , 

Finally,  we  come  to  the  consideration  of  the  prospects 
for  the  future  of  storage  traction. 

It  seems  to  me,  in  view  of  the  facts  which  I  have  just 
stated,  and  which  are  indisputable,  that  the  introduction  of 
storage  traction  for  surface  roads  in  our  large  cities  is 
inevitable. 

The  trolley  may  be  introduced  at  the  present  time,  pend- 
ing the  solution  of  the  difficulties  under  which  storage  bat- 
teries have  come  into  disrepute,  but  that  it  can  obtain  in 
the  long  run  against  the  many  and  obvious  advantages  of 
the  storage  system  is  incredible.  Let  the  public  once 
understand  that  there  are  no  insurmountable  difficulties 
connected  with  the  storage  system,  beyond  the  fact  that  it 
costs  a  few  cents  more  per  car  mile  than  the  trolley,  and 
the  demand  for  its  introduction  will  be  irresistible. 

The  public  are  not  interested  in  the  cheapest  and  most 
objectionable  method  of  transit,  especially  where  they 
derive  no  benefit  from  the  economies  eflFected,  but  they  are 
interested  in  and  entitled  to  a  safe,  reliable  and  absolutely 
unobjectionable  method  of  transit,  which  is  cheaper  than 
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horses  at  the  present  time,  and  which  may  in  a  few  years, 
from  the  further  knowledge  and  experience  gained  by  actual 
use,  almost,  if  not  quite,  compete  in  cost  with  the  trolley. 

The  reports  of  the  West  End  Road  in  Boston  for  the 
months  of  May  and  June,  1891,  show  that  the  total  cost  of 
the  overhead  system  was  about  twenty-one  cents  per  car 
mile,  while  that  of  the  horse  system  was  about  twenty-five 
cents  per  car  mile. 

These  reports,  showing  the  net  results  of  the  actual 
working  conditions  on  a  very  extensive  scale,  are  far  more 
accurate  than  any  paper  calculations  based  on  theoretical  and 
ideal  conditions,  as  all  the  uncertainties  and  unknown  quan- 
tities always  arising  in  actual  operations  are  included  in 
these  results. 

Now,  inasmuch  as  nearly  all  the  electrical  and  mechani- 
cal conditions  are  constant  in  both  the  trolley  and  storage 
systems,  with  the  exception  of  the  overhead  line  and  bat- 
teries (with  some  minor  advantages  favoring  the  storage 
system,)  if  we  can  show  that  the  additional  cost  of  the  bat- 
teries, over  and  above  the  entire  cost  of  the  trolley  system, 
does  not  exceed  four  or  five  cents  per  car  mile,  then  it  is 
manifest  that  the  storage  system  will  supersede  the  horse 
system,  as  the  collateral  advantages  are  so  great  as  to  render 
the  consideration  of  any  other  system  out  of  the  question. 

This,  I  think,  we  have  already  demonstrated  by  the 
record  of  the  Indianapolis  battery  given  above,  and  which 
is  confirmed  by  the  report  of  the  Birmingham  Central 
Tramway  Company,  Limited,  wherein  it  is  shown  conclu- 
sively that  with  only  a  small  installation  of  five  or  six  cars, 
it  is  cheaper  to  run  with  storage  batteries  than  with  horses. 
I  append  below  the  results  obtained  at  Birmingham  with 
horse  and  storage  battery  traction. 

COMPARISON   OF    COST  OF    OPERATING    PER    CAR    MILE   WITH 

HORSES    AND    STORAGE    BATTERIES    AT    BIRMINGHAM, 

ENGLAND.* 

The  number  of  miles  made  by  the  storage  battery  cars, 
from  July  24,  1890,  to  June  30,  1891,  was  138,396,  and  they 

♦  Electric  Review  (English),  August  14,  1892. 
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carried  1,144,718  passengers.     If  five  cars  were  in  service, 
this  would  make  nearly  28,000  miles  per  car. 

The  gross  revenue  was      Ji^lV- 

The  gross  expenditures, 5»7ii 

Balance ;£3.o2i 

STORAGE  BATTERY  TRACTION.  HORSE  TRACTION. 

Electric  Haulage,  Pence. 

Ptnce.  I        Wages, 2*44 

^^S^s 2*6  j       Forage  and  bedding,  .    .  372 

^"^^ ''^  Veterinary  and  shoeing,     '40 

Stores 73  I       Water  and  gas -06 

Water  and  lighting,    .   .    -07  Harness  repairs 16 


Sundries, -09  Stable  utensils, 


5<5 

Machinery, 


•04 


Sundries, '08 

I       Renewals '43 

Material, '29    '29  7*33 

Car  Repairs,  \  Repairs, 

Wages, '6  Wages '28 

Material, 1*33  j       Material, -26 

i'93  54 

Total  traction  expenses,         7*37  Total *  7-87 

From  which  it  appears  that  the  total  cost  for  storage 
battery  traction  was  7-37  pence  or  1474  cents  per  car  mile> 
and  for  horse  traction  was  7*87  pence  or  1574  cents  per  car 
mile,  and  I  would  call  special  attention  to  the  fact  that, 
under  the  heading  car  repairs,  the  item  of  material  is  only 
1-33  pence,  or  2*66  cents  per  car  mile,  and  assuming  that 
this  was  all  for  renewals  of  battery  (although,  of  course, 
some  of  the  expense  must  have  been  for  repairs  to  motors, 
etc.),  we  find  that  the  cost  of  battery  renewals  (really  the 
only  unknown  quantity  in  this  problem),  was  only  2*66  cents 
per  car  mile.  In  view  of  such  facts,  is  it  possible  to  contend 
any  longer  that  storage  battery  traction  is  not  commercial  ? 

I  have  purposely  refrained  from  discussing  the  subject 
except  from  the  one  point  of  view — the  storage  battery. 
Every  one  knows  that  electric  traction  is  a  brilliant  and 
phenomenal  success  and  in  advocating  the  storage  system, 
we  are  merely  proposing  to  furnish  current  to  the  motors, 
Vol.  CXXXIV.  ii 
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indirectly  by  means  of  a  battery- instead  of  directly  through 
a  central  station. 

Of  course,  the  same  problems  obtain  in  regard  to  gearing 
and  motors,  etc.,  in  both  systems  and  do  not  enter  into  the 
question  as  propounded. 

In  my  judgment  the  storage  battery  has  a  future.  You 
cannot  pound  the  life  out  of  a  fact.  All  the  slander  and 
ridicule  that  has  been  heaped  upon  storage  batteries  does 
not  alter  their  capacity  to  do  a  certain  amount  of  work  at  a 
given  cost,  one  ampere  second. 

Give  the  storage  battery  a  chance.  Let  the  same  engi- 
neering skill  and  ability  be  applied  to  the  storage  system  as 
has  already  been  done  with  the  trolley,  and  the  results  will 
be  surprising. 

On  the  specific  HEAT  of  BRINES  of  DIFFERENT 
SPECIFIC  GRAVITY.* 


By  Dr.  Hans  von  Strombeck. 


[Read  by  title.'] 

If  in  refrigerating  plants  the  cooling  effect  is  not  done 
directly  by  the  evaporation  of  the  liquid,  almost  always 
brine,  a  solution  of  sodium  chloride  (salt)  in  water  is  used 
for  transmitting  the  cold  generated  in  the  expansion  coils 
to  the  place  where  the  cooling  effect  is  wanted.  In  order 
to  be  able  to  calculate  the  quantity  of  a  brine  of  a  certain 
concentration  which  is  required  for  transmitting  the  cold 
generated,  the  specific  heat  of  the  brine  must  be  known. 
Since  the  exact  values  for  the  specific  heat  of  brines  of 
different  specific  gravities  were  not  yet  known,  I  determined 
them  by  a  series  of  tests.  The  results  showed  that  the 
figures  obtained  from  the  tests  for  a  certain  brine  differs 
more  or  less  from,  but  is  always  less  than,  the  figures  we 
obtain  by  calculating  the  specific  heat  of  the  same  brine 
from  its  contents  of  water  and  sodium  chloride. 

*  From  the  Laboratory  of  the  De  La  Vergne  Refrigerating  Machine  Co. 
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In  the  following  table  I  give  the  figures  obtained  from 
the  tests : 


?;pecific   Gravity  of  the 
Jlrinc  at  60°  F. 

The  FigurcK  in  the  Pre-I 
ceding    Column    beingi 
its    Specific     (Jravily., 
the  Brine  contains  Per| 
Cent,  of  Salt.                  | 

Specific     Heat     of    the 
Brine  Calculated  from 
its  Contents  of  Water 
and  Salt,  the  Specific 
Heat     o(     the     Letter 
taken  to  be  0228. 

Determined  Specific  Heat 
of  the  Brine,  each  Fig- 
ure being  the  Average 
of  Four  Determinations 
well  agreeing  with  one 
another. 

1-0250 

o'9734 

0*96440 

>'0375 

5-1698 

1 

0-9^00 

0*94284 

X'OiOO 

6-8547 

0-9471 

0*91561 

i*o525 

8-5377 

0-9340 

0*89798 

1*0750 

10*2165 

1 

0*9213 

0*87819 

1-0875 

11*8569 

0*9085 

0-86295 

I'lCOO 

13-4960 

0*8958 

0*85610 

I' 1 125 

>5-»3i3 

1 

0*8831 

0*84233 

l*I220 

16-7096 

0*8710 

0*82810 

«-'375 

18*2864 

1 

1 

0-8588 

0-81998 

1*1500 

19-8649 

0*8466 

0-80631 

I-X625 

21-3871 

OJJ349 

0*80050 

1-1750 

22*9030 

0*8 J32 

0*79417 

x*«87S 

24*4199 

o*8ii6 

0*78936 

1"2000 

1 

25-8884 

1 
1 

0*8001 

0  7^633 

From  the  graphic  representation,  it  can  still  better  be 
seen  how  the  specific  heats,  calculated  and  determined, 
differ  in  a  different  degree  from  one  another. 
The  tests  were  made  in  the  following  manner : 
The  apparatus*  (see  Fig,  /),  which  I  think  was  first 
designed  by  Regnault,  is  made  of  brass.  Tank  A  B  C  D  is 
filled  to  such  an  extent  with  water  that  the  end  a  of  pipe 
a  b  dips  into  the  water  about  one  inch.  By  means  of  the 
burners  B^  5"  the  water  \n  A  B  C  D  is  kept  boiling.  The 
steam  developed  escapes  through  the  pipes  F  B  and  E  G,  and 
circulates  in  the  drum  F  H I K.  In  order  to  lessen  the  cool- 
ing influence  of  the  air  and  the  loss  of  heat  by  radiation, 
the  drum  is  surrounded   by  a  lagging,  the  tank  and  the 

*  I  used  this  apparatus  also  for  the  determination  of  the  specitic  heat  of 
liquid  ammonia  (vol.  cxxx,  No.  780,  of  this  journal)  after  I  had  made  some 
alterations. 
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pipes  are  polished  as  brightly  as  possible.  One  portion  of 
the  steam  developed  in  A  B  C  D  while  passing  the  pipes 
and  circulating  in  the  drum  is  condensed  and  flows  back  to 
tank  A  B  C  D\  another  portion  escapes  through  pipe 
L  M  N  O,  Pipe  L  M\s  enlarged  into  a  box,  into  the  bottom 
of  which  pipe  a  b  empties,  the  top  of  it  being  connected 
with  pipe  N  O,  Pipe  N  O  \s  surrounded  by  box  P  Q  R  S. 
This  box  is  always  kept  filled  with  cold  water  from  the 
hydrant  which  supplies  the  same  at  the  bottom  of  the  box, 
the  warm  water  flowing  out  at  the  top.  Thus  the  steam, 
while  escaping  through  L  M  N  O  is  condensed  and  through 
the  pipe  a  b  trickles  down  into  tank  A  B  C  D,  where  it  is 
transformed  into  steam  again.  By  this  arrangement  steam 
can  be  developed  by  the  same  quantity  of  water  for  days 
without  its  needing  to  be  renewed.  The  brass-wire  basket 
r  filled  with  brass  tacks,  the  weight  of  which,  both  together, 
is  known,  is  suspended  in  the  middle  of  the  cylinder  c  d  e  f 
by  means  of  a  silk  thread  and  the  plug  g.  The  top  of  the 
cylinder  is  closed  by  the  cover  e  /,  which  is  tightened  by  a 
rubber  ring,  the  bottom  by  the  lid  c  d,  which  is  covered 
on  the  inside  by  a  wooden  plate.  It  can  be  opened  and 
closed  by  means  of  a  thread,  hook  and  hinges.  The 
Ihermometer  going  through  the  cover,  and  also  being 
tightened  by  a  rubber  ring,  reaches  to  the  top  of  the  brass 
basket.  The  dimensions  of  the  thermometer  are  taken  in 
such  a  way  that  o^'oi  can  be  estimated,  and  that  the  column 
of  mercury,  when  indicating  the  highest  temperature  which 
can  be  produced  in  c  d  e  f  only  projects  a  little  over  the 
cover.  Thus  the  temperature  prevailing  in  the  cylinder 
can  directly  be  read  on  the  thermometer,  and  no  correc- 
tion is  necessary.  The  wooden  partition  U,  which  is 
intended  to  keep  away  from  the  calorimeter  //  /  k  /,  any 
influence  of  the  heat  caused  by  the  burners  B*  B'\  can  be 
moved  forwards  and  backwards  between  two  posts. 

The  brass  ci^lorimeter  //  i  k  /,  the  weight  of  which  is 
known,  is  filled  with  a  weighed  quantity  of  the  brine,  the 
specific  heat  of  which  is  to  be  determ^nec^.  It  is  provided 
with,  a  thermometer,  and  the  agitator  ;;/,  by  means  of 
which  the  temperature  of  the  brine  is  equalized  in  all  parts. 
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The  dimensions  of  the  former  again  are  taken  in  such  a 
way  that  o°oi  can  be  estimated,  and  that  the  column  of 
mercury,  when  indicating  the  temperature  of  the  brine  in 
the  beginning  of  the  test,  does  not  project  much  over  the 
surface  of  the  same.  Calorimeter  hi  k  lis  put  in  the  wooden 
box  nopq.  The  board  V  W,  which  supports  the  whole 
apparatus,  has  the  groove  r  ^  in  its  longitudinal  extension. 
Box  nopq  having  at  its  bottom  the  projecting  board  u 
fitting  groove  r  j,  can  easily  be  made  to  slide  forward  and 
backward  under  the  cylinder  ^rf^/,  after  partition  t/has  been 
moved  backwards.  After  the  apparatus  is  properly  adjusted, 
the  burner  B^  B^^  are  lit.  When  the  thermometer  in  c  d  e  f 
indicates  a  constant  temperature,  the  temperatures  indi- 
cated by  each  thermometer  and  the  time  are  noted  down, 
partition  U  is  moved  backwards,  lid  c  d  swung  open,  box 
nopq  slid  under  cylinder  c  d  e  f,  basket  T  lowered  into 
calorimeter  h  i  k  I,  box  nopq  slid  back,  partition  C/removed 
into  its  previous  place,  and  the  ascension  of  the  thermometer 
in  the  calorimeter  hi  k  lis  watched.  As  soon  .as  it  begins 
to  go  down,  the  time  is  noted  down  again,  thus  giving  us 
the  number  of  seconds  during  which  the  thermometer 
ascended.  From  the  moment  it  begins  to  descend,  during 
some  minutes  the  temperatures  indicated  by  the  thermom- 
eter every  sixty  seconds  are  noted  down.  From  the  figures 
thus  obtained,  the  specific  heat  of  the  brine  can  be  calcu- 
lated. 

Further  below,  I  give  the  four  authentic  proofs  for  the 
determination  of  the  specific  heat  of  brine  of  I'iS/s  specific 
gravity.  In  the  following  I  shall  add  to  each  item  the  fig- 
ures obtained  from  the  third  of  these  four  tests. 

If  J/ means  the  weight  of  brass  tacks  and  basket  together 
(446*0  grammes) ; 
a  means  the  specific  heat  of  brass  (0*0939) ; 
tn  means  the  weight  of  the  brine  filled  into  the  calori- 
meter h  i  k  I  {s  lO'O  grammes) ; 
T  means  the  temperature  prevailing  in  cylinder  c  d  e  f 

(95^771  Cels.); 
r  means  the  temperature  of  the  brine  indicated  by  the 
thermometer  at  the  beginning  of  the  test  (2i°-2o): 
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r,  means  the  temperature  of  the  brine  indicated  by  the 
thermometer  at  the  end  of  the  test  (28°-05); 

X  means  the  specific  heat  of  the  brine  that  is  to  be 
determined ; 

we  arrive  at  the  following  equation:  .  . 

xm{T,-T)=aM{T-r,)  (i) 

In  this  equation  we  did  not  take  into  consideration  the 
heat  which  is  absorbed  by  the  brass  of  the  calorimeter  htk  I, 
and  the  thermometer  in  it  for  being  heated  up  from  r  to  Tj 
degrees. 

If  [x  means  the  weight  of  the  brass  calorimeter  (75*2  grs.) ; 
fi2  means  the  weight  of  the  thermometer  in  it ; 
a^  means  the  specific  heat  of  the  thermometer,  and  these 
values  are  introduced  into  equation  (i); 

we  obtain  equation 

xm{T^  —  T)  +  a(jL{r^  —  T)  +  ti^^^ir^  —  r)  =  a  M{T—t^)      (2) 

fi^a^  is  determined  in  the  following  manner:  The  ther- 
mometer is  put  in  warm  water,  then  put  in  a  weighed  quan- 
tity of  cooler  water  and  it  is  observed  what  temperature  the 
water  has  obtained  by  the  bringing  in  of  the  thermometer. 

If  6  means  the  temperature  of  the  thermometer  when 
put  in  the  water ; 
t?  means   the  temperature  of  the  water  before  the 

thermometer  was  put  in ; 
i?i  means    the   temperature    of    the  water  after  the 

thermometer  had  been  put  in  ; 
nti  means  the  weight  of  the  water  ; 

we  obtain 

(ft  Ih  (^  —  *i)  =  ^i  (<>i  —  ^) 
or 

^  fu-  ^1  (^i  -  ^) 
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The  value  for  <T2/^  is  the  same  in  all  tests.    The  observa- 
tions having  been : 


=  29»-84 

29°i8 

29»77 

29-78 

=  zd"  85 

2o»74 

20«-80 

20*>-82 

=  23«o6 

2i*»-67 

22«-86 

22«-96 

=     57  grs. 

S7  grs. 

57  grs. 

5  7  grs. 

2=    1-86  grs. 

r67  grs. 

1-69  grs. 

178  grs. 

U  <T.,  ..... 

=  175  ^s; 

of  water. 

average  of  /t,  a.^ 

But  we  have  to  make  one  correction  more.     In  these 
equations  we  admitted  the  difference  z^  —  r  to  be  in  reality 


£^5 
2 


-€0- 


itZ 

s 


^^ 


— -tf^^ 

Fig.  2. 


-e^-^ 


5^ 
2 


60^ 


all  the  heat  given  by  the  brass  tacks  and  basket  to  the  brine 
in  the  calorimeter,  to  the  calorimeter  itself  and  to  the  ther- 
mometer in  it.  But  this  supposition  is  not  true,  as  during 
the  tests  the  brine,  calorimeter  and  thermometer  lost  heat  by 
radiation  and  by  the  cooling  influence  of  the  air.  Without 
this  loss  of  heat  the  thermometer  would  not  only  have  gone 
up  to  Ti  degrees  (see  Fig,  >),  but  a  little  more,  to  -j  -f  ^ 
degrees.     This  J  is  determined  in  the  following  manner  : 

It  took  s  seconds  (45")  to  raiwse  the  temperature  of  the 
brine  from  r  to  z^  degrees.  Then  after  having  stopped  a 
moment,   the    thermometer    began  to  go  down.     It    went 
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down  in  the  first  sixty  seconds  from  t^  to  r„  in  the  next  sixty 
seconds  from  z^  to  r,,  from  z^  to  r^,  from  r^  to  r,,  or  the 
decreases  were  z^  —  z^  z^  —  r,,  r,  —  r^,  z^  —  z^,  the  values 

2  2  2  2 

representing  the  average  temperatures  prevailing  during 
each  sixty  seconds.     It  is  : 

Ti  —  72=     ^'    +  -''    .60.     >&i 
2 

fc'2  ^~~  Z9  —     —    -       '  -   .  00  •     ^2 
2 


r,  —  T,  =  ll±Jl  •  60  •  /fe, 
2 

If  we  dissolve  these  equations  for  k,  we  obtain 

k  =   2  (r,  —  rj 
'       (r.  +  r,)  60 

k  =  ^  ('■='  r-  ^3) 

'       (r,  +  r,)6o 


k.  =  :^- 


«'3 


2  (^3  —3) 

(73  +  rJ6o 


^  ^    2  (r,  —  r^) 
'       (-4+ -J  60 

and  by  taking  the  average  of  >&,  k^  k^  k^,  the  value  of  k,  i,  e., 
of  a  coefficient,  which  multiplied  by  the  number  of  seconds 
which  the  test  lasted,  and  by  the  average  temperature  pre- 
vailing during  each  second,  gives  the  fraction  of  a  degree  8 
by  which  more  the  thermometer  in  the  calorimeter  would 
have  gone  up,  if  there  had  been  no  loss  of  heat  by  radia- 
tion and  by  the  cooling  influence  of  the  air. 

The  average  temperature  during  the  s  seconds  (45")  while 
the  thermometer  ascended  having  been 

— ''— ^  degrees. 
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we  have 

2 

or  the  real  number  of  degrees  by  which  the  brine  in  the 
calorimeter  was  heated  up  was  r^  +  8  —  r  degrees. 
We  observed 


r   =  2I"-20 

Ti  =  28°-oi; 

'2  --=  27^-95 
T3  =  27°-90 
T^  =  27°-86 


I^  ^i  =  24^-625  s  =  AS" 

2 


Tj  —  r,  =  o^'io 


rj  —  r,  =  o°-05 


^3  -  ^4  =  o°-04 


I 


-  >&  =i  0-000031 


r,  =  27^-84 

Introducing  these  figures  into  the  equations  above-men- 
.tioned,  we  obtain 

k^  =  o-oooo6o    1 

k^  =  0-000030 

k^  =  0-000024 

k^  =  0-000012 

Hence  follows  8  =  24-625  .  0-000031  .  45  =  0^-034  and 
r^  +  5  =  28^-084  and  r,  +  3  —  r  =  6°-884. 

Introducing  this  correction  into  equation  (2)  we  obtain 
equation 

;f  /«  (r,  +  J  —  r)  +  <^  /i  (r,  +  5  —  r)  +  o^  fi^  {r^  -\-  8  —  r) 

=  aM[T-{T,+8)\  (3) 

and  by  dissolving  it  for  x  we  have 

X  =  ^[J^(T-{T,+Si)-fjt(T,  +  8-  r)]  -/i,^,(r,  +  8-t) 

ni  (ri  +  5  —  r) 
=  0-79053 
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AUTHENTICAL   PROOFS    FOR  THE  SPECIFIC  HEAT  OF  BRINE  OF  11875  SP.  OR. 


a,    .  . 

m,  .  . 

T,.  .  . 


1. 


II. 


III. 


446*0  gn. 
75  a  " 
o-a9» 
1*75  gn. 
5io'o    •' 
95*»-74 
aiO-36 
•80*2a 
280i5 


^4» t     *«**•" 

Tft, I     a8o«o 


^l  —  ^2, 
^a  —  ^S» 

^4 


oP'07 
oP-o3 
oP'ox 

^4  —  ^5» i       °°**»^ 

>^y      I       0*000018 

S, '        60" 

5, oOoa68 

Ti   +    5, I  a80a468 

r,    +   5  T, 6-8868 

T (ri    +   ^) 67-493«  67187 

«, 0-78778  0-79180 


446-0 
75*a 

0-0939 

>'75 
510-0 
95*85 
31*84 
98-63 
38-57 
38-54 
38-50 
38-46 

0-05 

0*04 

0*04 

0-03 

O'OOOOI 

100 

0-043 

38-663 

6*833 


446*0 

75*" 
0*0939 
«*75 
510-0 

9577 
a  1*30 
28-05 
»7*95 
37*90 
37-86 
37-84 

O'lO 

0-05 

0*04 

0-03 

0-000031 
45 

0-034 
38-084 

6-884 
67-686 

0-79053 


IV. 


446-0 
75 -a 
00939 
»'75 
510*0 
96-04 
31*50 
3836 
I     38' J  7 
98'ao 
'    a8'i6 

38-M 

i  0*09 
1  0*07 
I  ox>5 
I      0*04 

0*000037 
'     50 
I      0*045 
j     a8*405 

6905 
I  67*635 
i      0-78733 


Average  of  X, 0-78936 

This  average  value  diffes  from  the  highest  value  obtained, 0*31  per  ceiit. 

This  average  value  differs  from  the  smallest  value  obtained, o'a6  per  cent. 

If  we  have  to  determine  the  specific  heat  of  a  solid  body 
which  is  soluble  in  water  (in  this  case  salt),  we  put  a 
weighed  quantity  of  it  in  the  basket  T  which,  of  course,  is 
to  be  made  of  brass  sheathing  in  this  case,  and  in  the 
calorimeter  kik  I  sl  liquid  which  does  not  dissolve  the  body 
(in  this  case  mineral  oil),  and  the  specific  heat  of  which  is 
known. 
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If    J/1  means  the  weight  of    the  salt,  filled    into    the 

basket ; 
Wj  means  the  weight  of  the  mineral  oil ; 
<ri  means  its  specific  heat; 

fly  means  the  weight  of  the  empty  brass  basket ; 
Xj  means  the  specific  heat  of  the  salt  that  is  to  be 

determined,  the   other  letters  having  the   same 

meaning  as  formerly ; 

we  arrive  at  the  following  equation  : 

^\  ^1  (^1  +**  — ^)  +  /^<'2f^i  +  5  — r)  +  ^|Xr,  +  5  — r) 

I  obtained  as  average  figure  of  the  specific  heat  of  salt 
0-228. 


ADDITIONAL  NOTES  ON  the  COMPOSITION  of  the 
LIQUID  AMMONIA  of  the  TRADE,  etc. 


By  Dr.  Hans  v.  n  Strombeck. 


A  few  weeks  ago,  just  after  my  paper  "  On  the  Composi- 
tion of  the  Liquid  Ammonia  of  the  Trade"  had  been  presented 
to  the  Chemical  Section  of  the  Institute,  Mr.  Louis  Block, 
Chief  Engineer  of  the  De  La  Vergne  Refrigerating  Machine 
Company,  showed  me  a  piece  of  a  black,  doughJike  paste 
which  had  been  scraped  out  of  the  compressor  of  a  refrig- 
erating machine.  He  said  that  this  paste  had  interfered 
with  the  proper  working  of  the  valves  of  the  compressor,  and 
thus  with  the  proper  working  of  the  whole  plant,  and 
requested  me  to  ascertain  how  this  paste  could  have  been 
formed,  and  how  its  formation  could  be  prevented.  The 
weight  pf  the  paste  scraped  out  was  only  35*24  grains  or 
about  one-twelfth  ounce.  As  a  superficial  examination  of 
the  paste  showed  the  presence  of  a  considerable  percent- 
age of  iron,  I  thought  first  that  the  mineral  oil  used  in  the 
compressor  might  contain  some  mineral  acid  or  some  fatty 
oil  which  by  setting  free  fatty  acid  had  acted  on  the  valves  of 
the  compressor.  But  an  examination  of  the  oil  used  proved 
it  to  be  pure  mineral  oil  of  the  same  chemical  and  physical 
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properties  as  usual.  I  then  made  a  thorougn  analysis  of  the 
black  paste ;  that  is  to  say,  as  thorough  as  the  small  available 
quantity  of  substance  allowed. 

The  35*24  grains  of  the  black  paste  consist  of : 

Grains,  Per  Cent. 

3'o86o  =  87565  of  moisture. 

4*2278  =  11-9965  of  mineral  oil. 

0*0092  =  00260  of  ammonium-sulphide, 

o  1137  =  03227  of  sulphate  of  ammonia. 

00779  =  o*22io  of  ammonium-chloride. 

62489  =  177324  of  organic  matter  soluble  in  water. 

65302  =  18*5301  of  peroxide  of  iron. 

0*7601  =      2*1569  of  iron-sulphide. 

14  1862  =  402579  of  (by  difference)  insoluble  organic  matter. 

35*2iioo  loooooo 

The  kind  of  bodies  found  made  me  suppose  that  the 
formation  of  the  black  paste  is  due  to  the  action  of  impuri- 
ties contained  in  the  liquid  ammonia  on  the  valves  and  the 
oil  in  the  compressor,  and  the  analyses  of  five  liquid  ammo- 
nias, which  had  been  made  of  different  raw  materials  and 
by  different  processes,  prove  that  my  supposition  was  cor- 
rect: 

G.  H.  /.  K.  L, 

Per  Cent.  Per  Cent.  Per  Cent.  Per  Cent.  Per  Cent. 

Ammonia  (by  difference),     .  .     97*9260  98*8040  99*9304  99*9449  99'3ti5 

Colorlest  fluid, 1*4322  o  9734  00307  00084  0*0270 

Moisture, 0*5882  0*1962  0*0281  o-oa6o  00266 

Mineral  oil,       00158  0*0120  0*0032  00038  0*0108 

Hartshorn  salt  of  ammonia.   .       0*0304  00094  00064  0*0159  00235 

Ammonium-sulphide,    ....       00008  00033  o  0002  0*0005  o*ooos 

Sulphate  of  ammonia,  ....       00042  0001 4  0*0004  0*0005  traces 

Ammonium-chloride,     ....       0*0002  ooooi  traces  traces  00004 

Mineral  matter  suspended,  .   .       o  0022  0*0002  o*ooo6  traces  traces 

loo'oooo  loo'oooo  100*0000  zoo*oooo  lOO'OOOO 

Sample  L  contains  also  some  resinous  matter.  Now  it 
seems  impossible  that  such  small  quantities  of  ammonium- 
sulphide  and  chloride,  sulphate  and  carbonate  of  ammonia 
as  found  in  these  amtnonias  can  destroy  enough  iron  and 
oil  to  explain  the  presence  of  the  black  paste.  For,  if  we 
take  a  plant  in  which  2,000  pounds  of  such  ammonia  as 
analyzed  under  G  circulate,  the  contaminations  contained 
in  the  2,000  pounds  can  only  eat  off  044  pounds  of  iron.  By 
distributing  this  loss  of  iron  over  the  whole  interior  surface 
of  the  pipes,  etc.,  of  the  plant;  that  is  to  say,  over  a  surface 
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of  i,cx>o  square  feet  and  more,  it  will  be  seen  that  the  loss 
undergone  by  the  valves  is  only  infinitesimally  small. 
Thus  the  damage  done  by  these  contaminations  would  be 
equal  to  nothing  if  the  reaction  between  the  acids  contained 
in  them  and  the  metal  took  place  only  once  and  stopped  as 
soon  as  the  formation  of  the  neutral  salt  had  taken  place. 
But  this  is  not  so.  By  the  electricity  generated  by  the  work- 
ing of  a  refrigerating  plant  the  sulphate  and  carbonate  of 
ammonia,  the  ammonium-sulphide  and  chloride  are  decom- 
posed, their  acids  combining  with  the  iron  of  the  pipes, 
etc.,  and  decomposing  the  oil.  The  iron  salts  thus  formed 
afterwards  dissolve  in  the  water,  always  sufficiently  present, 
and  in  the  ammonia  and  are  transformed  again  into  sul- 
phate, etc.,  of  ammonia,  the  iron  being  separated  out  and 
being  more  or  less  oxidized  by  the  oxygen  of  the  air,  which 
is  always  present  in  small  quantities.  The  newly  formed 
sulphate,  etc.,  of  ammonia  is  decomposed  again  by  the 
electric  current,  and  so  on,  a  continuous  circuit  being 
formed.  In  this  way  by  a  very  small  quantity  of  impurities 
of  this  kind,  considerable  quantities  of  iron  and  oil,  can  be 
destroyed  and  the  proper  working  of  the  plant  interfered 
with^  the  latter  so  much  more,  as  in  its  most  sensitive  point 
in  the  compressor  the  action  of  the  acids  is  most  energetic 
because  of  the  high  temperature  (150°)  prevailing  there. 

To  avoid  the  formation  of  such  a  black  paste  and  its 
unpleasant  consequences  it  is  therefore  necessary  to  use 
in  a  refrigerating  machine  only  such  liquid  ammonias  out 
of  which  all  ammoniacal  salts  have  been  removed.  While 
this  removal  can  be  done  in  different  ways,  my  new  process 
of  purifying  ammonia  (described  in  the  July  number  of  this 
journal)  simultaneously  with  the  other  impurities  stated, 
also  takes  these  ammoniacal  salts  out,  the  reactions  being 
the  same  as  described  in  equation  (III)  viz  : 

(IV)  (NH,)^  So,  +  Na^  =  Na^So,  +  2NH3  +  H^ 
(V)  (NH,)2  S  +  Na^  =-  Na.  S  -|-  2NH3  +  H^ 
(VI)        2NH,  CI     +  Nao  =  2NaCl    +  2NH3  +  H^ 

Laboratory  of  the 
De  La  Vergne  Refrigerating  Machine  Company, 

New  York,  July  18,  1892. 


Digitized  by 


Google 


Aug..  1892  j    Books  Received — Tabulated  Results,  etc,  167 

BOOKS  RECEIVED. 


[In  sending  books  for  notice  in  the  foumal,  publishers  are  requested,  for 
the  information  of  the  reader,  as  well  as  for  their  own  advantage,  to  give 
the  price.  This  announcement  by  title  will  be  followed,  in  most  cases,  by  a 
review,  which  will  appear  at  the  earliest  opportunity.] 

North.  S.  N.  D.  The  Wool  Book.  Boston:  Rockwell  &  Churchill.  1892. 
i6mo. 

Peabody,  C.  H.  Valve  Gears  for  Steam  Engines.  New  York:  J.Wiley 
&  Sons.     1892.     8vo.     $2.50. 

Picon,  R.  V.  Distribution  de  P fyectricite  par  usines  centrale.  Paris: 
Gauthier-Villars.     1892.     i2mo.     3  francs. 

Railway  Official's  Directory.     Chicago :  Railway  Age,     1892.     32mo. 

Tesla.  N.  Experiments  with  Alternate  Currents  of  High  Potential  and 
High  Frequency,  New  York  :  W.  J.  Johnston  Company.  1892.  i6mo.  $1. 

Witz,  A.  Thermo-dynamique  a  I'usage  des  Ingenieurs,  Paris :  Gauthier- 
Villars.     1892.     i2mo.     3  francs. 

Alheilig,  M.  Recette,  Conservation  et  Travail  des  Bois.  Paris  :  Gauthier- 
Villars.     1892.     i2mo.     3  francs. 

Duhem,  P.  I^cons  sur  T fyectricite  et  le  Magnetisme,  Tomej.  Les  Courants 
Ijneaires.     Paris:  Gauthiers-Villars.     1892.     8vo.     15  francs. 


TABULATED  RESULTS  of  thk  LAUFFEN-FRANKFORT 
TRANSMISSION. 

We  quote  from  the  issue  of  June  17,  1892,  of  the  (London)  Electrician, 
the  tabulated  results  of  the  famous  Lauffen-Frankfort  transmission  of  some 
300  horse-power  by  means  of  high  potential  currents  through  a  distance  of 
about  109  miles. 

The  difference  of  potential  on  the  line  varied  from  25,003  to  30,coo 
volts.  The  plant,  which  is  only  to  be  regarded  as  an  experimental  one,  and 
notwithstanding  the  difficulties  to  be  overcome,  was  able  to  show,  as  the 
result  of  some  seventeen  runs,  an  average  efficiency  between  turbines  and 
consuming  apparatus  of  73*3  per  cent.  Such  figures  show  the  wonderful 
efficiency  of  the  electrical  transmission  of  power  as  compared  with  any  other 
method. 

Table  I,  gives  the  results  for  the  Lauffen-Frankfort  transmission.  Table 
II  gives  the  results  of  a  shorter  transmission  circuit  of  only  one  and  one- 
fourth  miles.  The  average  total  efficiency  of  eight  runs  in  the  latter  case 
was  83  I  per  cent. 

The  measurements  in  the  first  case  were  made  by  Profs.  Dietrich, 
Stenger,  Teichmann,  Voit  and  Weber,  Drs.  Heins  and  Kopp.  and  Messrs. 
Nizzola  and  Schmoller.  Those  in  the  second  case  were  made  by  Prof. 
Brauer,  Dr.  Wirtz,  and  Messrs.  Friesse,  Stapelfeldt  and  Cesar. .       E.  J.  H. 
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The  electric  TRANSMISSION  of  POWER. 


By  Eugene  Griffin. 


\^A  lecture  delivered  before  the  Franklin  Institute,  February  2g,  i8q2.'] 

Although  the  use  of  electricity  for  power  purposes  has 
increased  enormously  during  the  past  three  years— and 
there  are  few,  if  any,  who  do  not  daily  see  this  power  in 
operation — it  is  a  surprising  fact  that  many,  perhaps  the 
majority  of  mankind,  do  not  realize  that  electricity  isi^ot:  an, 
initial  power,  but  only  a  convenient  form  into  which  energy 
may  be  transformed  for  transmission  to  some  distant  point. 
The  newspapers  speak  of  electricity  supplanting  steam. 
This  is  not  true  in  the  sense  in  which  the  words  are  used.^ 
Electric  motors  may  supplant  steam  locomotives  as  th^ 
immediate  power  for  hauling  cars  on  railroads,  but  the 
steam-power  is  simply  transferred  from  the  locomotive  to  a 
large  stationary  engine  at  some  central  station  wher^  it 
ToL.  CXXXIV.  12 
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runs  the  dynamos,  and  is  by  no  means  eliminated  from  the 
problem. 

The  average  layman  does  not  reflect  that  we  must  have 
some  means  of  generating  electricity,  and  that  the  usual 
method  is  the  application  of  steam-power  to  a  dynamo.  In 
one  sense  we  must  go  back  to  the  sun  as  the  original  source 
of  energy.  For  thousands  of  years  the  sun  has  been  storing 
up  energy  in  the  form  of  coal,  and  we  are  now  using  this 
stored  energy  for  practical  purposes.  Every  lump  of  coal 
contains  the  potentiality  of  a  given  quantity  of  horse-power, 
or  rather  from  this  coal  may  be  obtained  a  given  amount  of 
energy  which  we  measure  in  units  of  horse-power.  We  con- 
vert this  energy  into  steam  in  the  boilers,  we  again  convert 
it  into  mechanical  motion  in  the  engine,  again  it  is  changed 
into  electricity  in  the  dynamo  and  goes  out  over  the  wires 
to  be  once  more  transformed  into  light,  heat  or  motion. 

The  advantages  of  generating  power  in  one  place  to  use 
in  another  or  in  several  other  places,,  are  too  many  and  too 
obvious  to  require  consideration.  In  many  cases  it  is  abso- 
lutely necessary  to  generate  the  power  at  some  distant 
point.  In  case  of  waterfalls  we  have  the  power  existing 
and  running  to  waste  and  it  is  only  necessary  to  utilize  it  as 
it  is.  We  may,  by  pipes,  canals  and  conduits,  conduct  this 
water-power  to  the  place  where  we  want  to  use  it,  but  we 
can  only  conduct  it  down  hill.  Steam-power  can  be  converted 
into  mechanical  power  and  by  belts  and  shafting  carried 
in  any  direction,  but  the  distance  is  limited  and  the  loss  in 
power  rapidly  increases  with  the  distance.  Electric  power 
can  be  carried  in  the  wires  in  any  direction,  up  or  down, 
around  comers,  underground,  in  the  air,  wherever  the 
conditions  are  most  favorable,  and  can  be  carried  longer 
distances  with  less  loss  than  any  other  form  of  energy. 
These  advantages  are  so  manifest  and  so  important  that  it 
is  only  surprising  that  electric  energy  is  not  more  generally 
used  than  it  is. 

Electrical  energy  is  manifested  in  many  ways  and  is 
generated  by  numerous  methods;  but  the  only  practical 
method  of  generation  with  which  we  need  be  concerned  is 
the  dynamo ;  i.  e.,  closed  wire  coils  revolving  in  a  magnetic 
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field.  There  are  dynamos  and  dynamos,  and  it  may  be  well 
,to  consider  for  a  moment  the  different  kinds  of  current 
which  they  generate.  Dynamos  are  classified  in  many 
ways,  as  shunt  wound,  self  exciting,  separately  excited,  etc., 
but  the  only  differences  that  I  care  to  examine  now  are 
those  which  aflfect  the  character  of  the  current  produced. 
The  alternating  machine  is  a  dynamo  in  which  electric 
currents  are  generated  in  the  armature  coils,  as  these  coils 
approach,  come  opposite  to  and  recede  from  the  magnetic 
fields  of  one  or  more  magnets.  The  ordinary  machines  have 
six  or  more  electric  magnets  placed  around  the  periphery 
of  the  frame,  and  the  armature  turns  in  close  proximity  to 
the  magnets  and  the  field  coils  which  surround  the  iron 
cores  and  form  part  of  the  magnets.  The  electrical  impulse 
or  current  generated  in  the  armature  coil  as  it  approaches 
a  magnet,  is  in  one  direction,  and  as  it  recedes  from  the 
magnet  is  in  the  other  direction ;  and  so  we  have  a  series  of 
impulses  alternating  in  direction,  and  which  for  comparative 
purposes  we  call  positive  and  negative.  Assuming  a  neutral 
line,  we  represent  an  alternating  current  graphically  by  a 
wave  line  with  equal  ordinates  above  and  below  the  axis. 
In  the  direct-current  dynamo  we  commutate  the  current; 
/.  e.y  we  so  arrange  the  contacts  or  connections  with  the 
wire  that  leads  the  current,  away  from  the  dynamo  that 
these  contacts  change  as  the  impulses  change,  so  that  the 
impulses  are  always  in  the  same  direction  in  the  lead  wire, 
and  we  have  a  constant  or  direct  current  which  we  repre- 
sent graphically  by  a  straight  line. 

If  the  constant  current  dynamo  with  its  two  fixed  brushes 
be  supplied  with  a  third  brush  so  arranged  that  it  revolves 
about  the  commutator  with  greater  or  less  rapidity,  we  have 
a  peculiar  result  which  we  call  a  pulsating  direct  current. 
This  is  used  practically  to  operate  a  rock  drill  constructed 
on  the  solenoid  principle,  as  follows : 

The  upper  and  lower  brushes  are  fixed ;  the  third  or 
revolving  brush  is  shown  in  its  neutral  position.  When  in 
this  position,  or  when  it  has  revolved  180°  from  this  posi- 
tion there  is  manifestly  no  current  in  the  third  or  middle  wire. 
As  the  revolving  brush   approaches  the  upper  brush,   the 
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middle  wire  takes  part  of  the  current  of  the  upper  wire  and 
as  it  approaches  the  lower  brush  it  takes  part  of  the  current 
of  the  lower  wire.  The  result  is  an  alternation  of  pulsa- 
tions through  the  upper  and  lower  halves  of  the  solenoid 
varying  in  rapidity  directly  with  the  rapidity  of  rotation 
of  the  third  brush.  The  drill  in  the  solenoid  is  drawn 
up  and  down  with  rapidity  dependent  upon  the  rapidity  of 
the  electrical  impulses.  This  peculiar  current  is  graphically 
represented  on  accompanying  plate. 

You  have  all  doubtless  heard  of  the  long-distance  power 
transmission  installation  recently  exhibited  at  the  Frankfort 
Exhibition  in  Germany.  In  this  installation  still  another 
kind  of  current  is  used,  called  the  three-phase  current.  Three 
separate  impulses  are  generated  in  each  revolution  of  the 
armature,  each  lagging  1 20°  behind  the  previous  impulse. 
This  dynamo  is  practically  an  alternating  dynamo  and  the 
current  generated  bears  somewhat  the  same  relation  to  the 
ordinary  alternating  current  as  the  pulsating  direct  current 
does  to  the  ordinary  .simple  constant  current  obtained  from 
a  two-brush  machine.  The  three-phase  current  is  graphic- 
ally represented  on  accompanying  plate. 

In  the  electrical  transmission  of  power  are  involved  four 
elements : 

(i)  The  original  power. 

(2)  The  generator. 

(3)  The  line. 

(4)  The  motor. 

The  original  power  is  usually  steam ;  sometimes  water. 
If  the  power  consumed  at  the  other  end  of  the  line  is  con- 
stant ;  i,  e,,  if  the  load  on  the  engine  is  constant,  or  if  the 
changes  in  load  are  gradual,  the  problem  is  simple,  so  far  as 
the  steam  engine  is  concerned,  and  any  of  the  ordinary 
types  of  engine  will  do  the  work.  For  street  railway  and 
similar  work  where  the  loads  are  variable,  especially  strong 
engines  are  required  to  stand  the  enormous  strains  resulting 
from  the  sudden  and  very  violent  fluctuations.  The  same 
build  of  engine  which  did  good  work  in  an  electric  lighting 
station  was  found  to  be  too  light  for  railway  work. 

Engineers  are  not  yet  agreed  as  to  whether  high-  or  low- 
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speed  engines  are  preferable  for  power  stations,  but  the 
weight  of  opinion  seems  to  be  in  favor  of  slow  speed. 
High-speed  engines  with  direct  belting  gives  one  engine  to 
one,  two,  or  sometimes  three  and  even  four  generators, 
independent  units  which  can  be  shut  down  or  started,  one 
after  another,  to  meet  the  demands  on  the  station,  and 
permits  of  multiplication  of  units  so  that  a  break  down  of 
one  unit,  either  steam  or  electrical,  only  throws  out  of 
sei-vice  a  small  fraction  of  the  station  capacity.  Against 
this  lies  the  fact  that  injury  to  the  engine  throws  out  the 
dynamos  as  well  as  vice  versa.  With  large,  slow-speed 
engines,  and  counter-shafting,  any  dynamo  or  group  of 
dynamos  can  be  run  from  any  engine.  Against  the  greater 
coal  economy  of  the  slow^eed  engine 'is  to  be  urged  *the 
loss  of  power  in  the  counter-shaft  and  belting.  Of  late  the 
method  of  direct  coupling,  making  the  engfine  and  dynamo 
practically  one  machine,  is  meeting  with  more  favor  and  for 
large  sized  generators  this  method  undoubtedly  has  a  future. 
The  engine  and  dynamo  are  mounted  on  the  same  shaft. 

The  latest  types  of  dynamo  are  built  to  run  with  slow 
armature  speed,  and  in  this  respect  the  electrical  manu--. 
facturers  are  gradually  approaching  the  engine  makers. 

Uniform  armature  speed  is  essential  to  maintenance  of 
constant  potential  and  the  engines  should  have  perfect 
governors.  Many  faults  attributed  to  the  electrical  appa- 
ratus have  been  found  on  investigation  to  be  really  due  to 
poor  engines,  imperfect  governors,  slipping  belts,  low 
steam  pressure  or  other  cause  remote  from  the  electrical 
apparatus. 

Engines  work  most  economically  under  full  load.  Unfor- 
tunately constant  loads  are  not  the  rule  in  electrical  work, 
and  as  the  loads  vary  the  mean  must  be  somewhat  below  full 
load.  A  mean  of  several  electric  railway  power  stations  shows 
the  average  load  to  be  about  sixty  per  cent,  of  the  maximum, 
and  in  lighting  stations  running  for  twenty-four  hours  the 
changes  are,  of  course,  much  greater.  In  the  latter  case  it 
is  imperative  that  the  steam  plant  be  divided  into  numer- 
ous units  which  can  be  gradually  brought  into  service 
according   to   the  demands.     Arc   lighting  work   is  fairly 
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constant.  Street  lights  bum.  all  night  or  on  moonlight 
schedules,  and  are  all  started  and  stopped  at  the  same  time. 
Commercial  lights  may  bum  till  midnight.  The  limitations 
are  known  and  can  be  provided  for.  Incandescent  work, 
particularly  with  meters,  is  more  variable.  Referring 
to  the  plate  of  curves  shown  herewith,  the  upper  lines 
show  the  current  output  in  amperes  during  four  hours 
for  an  incandescent  station  having  a  maximum  capacity  of 
4,000  lights.  This  is  probably  a  fair  sample  of  this  service. 
The  lower  line  shows  the  current  output  in  amperes  of  an 
electric  railway  power  station  for  eighteen  hours. 

From  this  it  appears  that,  the  average  being  well  below 
the  maximum,  the  engines  are  not  working  to  the  best 
advantage'and'the  groatest'coial  economy  is  not  attainable. 
In  Europe,  this  is  obviated  to  some  extent  by  adding  a  stor- 
age battery  to  the  station  equipment.  The  s^eam  plant  is 
then  proportioned  to  the  mean  demand  for  power  and  runs 
constantly  at  full  load.  When  the  demand  for  power  falls 
below  this  mean,  the  extra  current  generated  is  directed  into 
the  storage  battery.  When  the  demand  exceeds  the  capacity 
of  the  engines  and  dynamos  the  extra  current  is  supplied  from 
the  batteries.  The  cost  and  maintenance  of  the  batteries  in 
this  method  must  be  balanced  against  the  cost  and  main- 
tenance of  the  extra  steam  and  generator  plant  in  the  .first 
method,  and  the  less  economical  operation.  It  is  a  striking 
fact  that  storage  batteries  are  used  to  a  very  large  extent  in 
foreign  stations  (not  necessarily  in  all  cases  in  the  way  abnve 
indicated)  and  rarely,  if  at  all,  used  in  this  country.  One 
would  suppose  that  the  actual  results  would  long  since  have 
determined  in  which  method  true  economy  is  to  be  found, 
but  so  far  the  engineers  on  the  two  sides  of  the  Atlantic 
have  not  been  able  to  agree.  The  practice  differs  also  in 
another  respect.  In  Europe  rope  belting  is  largely  used,  while 
in  this  country  it  is  rarely  found  and  has  been  condemned 
in  one  or  two  places  where  it  has  apparently  had  a  fair 
trial. 

(2)  The  Generator, — The  kind  of  generator  used  depends 
upon  the  method  of  utilizing  the  electrical  energy  pro- 
duced. 
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The  arc  lighting  dynamo  is  made  to  generate  a  current 
of  constant  quantity  and  potential  varyirg  with  the  number 
of  lamps  on  the  machine.  The  incandescent  direct-current 
dvTiamb  generates  a  current  of  constant  potential  and  quan- 
tity varying  with  tlie  number  of  lights.  The  railway  or 
ordinary  power  generator  is  similar  to  the  incandescent 
direct-current  machine.  The  alternating-current  dynamo 
pr<)duces  a  current  suitable  for  incandescent  lighting,  but 
so  far  it  has  not  been  made  available  for  power  work  as  the 
alternating  motor  has  little  torque  and  therefore  canno: 
stc-irt  under  a  load.  The  pulsating  direct-current  machine 
is  the  ordiriary  direct  incandescent  dynamo  with  a  third 
brush  added  and  is  used  as  before  stated.  The  three-phase 
current  dynamo  has  no  commutator,  runs  noiselessly,  and 
can  be  used  for  power  purposes  as  the  motor  has  sufficient 
torque  to  start  with  a  load. 

In  the  synchronous  method  of  transmitting  power  by 
alternating  currents,  it  is  necessary  to  start  the  motor  by 
some  exterior  power;  but  if  proper  arrangements  are  made, 
the  stdrf  ing  is  no  more  difficult  or  tedious  an  operation  than 
the  starting  of  a  largfe  Corliss  steam  plant. 

The  synchronous  motor  when  overloaded  "  lie^  down  " 
and  declines  to  do  any  work  at  all  until  the  load  is  reduced 
to  proper  limits. 

The  synfchironous  alternating  motor  has  an  excellent 
quality'  in  which  it  is  only  equalled  by  the  plain  shunt- 
woUnd  motor  of  the  every-day  electric  lighting  station.  It 
regulates  perfectly  as  to  speed,  keeping  in  step,  within  the 
limits  of  its  capacity,  with  the  generator  which  drives  it. 

Thenori-synchronous  type  of  motor,  in  connection  with 
the  three-phase  current,  presents  many  features  of  superi- 
6rity  over  the  synchronous,  in  that  its  speed  will  not  vary 
more  than  a  few  per  cent,  from  light  to  full  load,  and  also 
from  the  fact  that  it  will  start  under  full  load,  and  requires 
no  exciting  current.  A  field  is  set  up  by  three  conductors 
conveying  currents  of  three-phase  character,  in  a  laminated 
iron  mass,  which  field  is  made  to  rotate,  and  drags  around 
a  movable  iron  armature  on  which  is  a  system  of  closed 
c  >ils,  or  coils  which  can  be  closed,  these  coils  having  strong 
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currents  induced  in  them  by  the  moving  lines  of  the  field. 
Thus,  the  rotating  magnetic  lines  in  cutting  the  armature 
conductor,  push  the  conductor  along  by  virtue  of  the  reac- 
tion of  opposing  currents  set  up  in  the  conductors  of  the 
armature,  or  closed  circuits.  These  motors  are  not  capable 
of  being  used  as  generators  when  revolved  by  exterior 
power.  The  great  advantages  of  this  method  are  that  the 
motors  can  be  started  and  stopped  at  will,  and  have  no 
commutators. 

The  sizes  of  the  dynamos  have  greatly  increased  in  the 
last  three  years.  We  have  now  seventy-light  arc  dynamos, 
2,800-light  direct  incandescent  machines;  Ferranti's  100,000, 
sixteen  candle-power  light  alternating  (10,000  horse-power) 
dynamos;  and  670  horse-power  generators  for  power  use. 

The  Thomson-Houston  Company  ijire  now  building  seven- 
teen of  these  large  power  dynamos  for  the  West  End  Street 
Railway  of  Boston. 

In  increasing  the  sizes  of  dynamos  a  change  from  the 
bi-polar  type  of  the  smaller  dynamos  has  been  found  neces 
sary,  and  the  large  machines  are  made  with  not  less  than 
four  poles.  Slower  speed  of  the  armature  is  a  natural 
advantage,  and  many  other  improvements  are  to  be  found 
in  the  latent  type  of  power  dynamos. 

The  size  of  the  dynamo  should  be  proportioned  to  the 
total  work  at  the  station.  There  should  never  be  less  than 
two  generator  units,  and  preferable  more.  With  a  total  of 
250  horse-power,  it  would  be  poor  practice  to  have  but  one 
250-horse-power  dynamo.  Three  eighties  would  be  far 
preferable.  With  a  total  of  2,000  horse-power,  it  would  be 
poor  practice  to  have  twenty-five  eighty-horse-power  dyna- 
mos.    Eight  25o*s  would  be  preferable. 

The  switchboard  should  be  provided  with  every  possible 
safety  device  to  automatically  prevent  overloading  of  the 
dynamos,  injury  to  the  machines  from  lightning,  and  to 
automatically  throw  off  the  current  in  case  of  short  circuit 
on  the  line  resulting  from  crosses  with  the  line  wires  or 
accidents  of  such  nature. 

(3)  The  Line, — Having  converted  the  power  into  the 
form  of  electrical  energy,  we   now  must   transport   it   to 
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the  place  where  it  is  to  be  used.  The  line  wires  do  this. 
For  lighting,  the  lamp  is  the  place  where  the  energy- 
is  to  be  utilized,  and  the  wire  leading  from  the  dynamo 
to  the  lamp  may  be  thoroughly  insulated  and  placed 
overhead,  underground  or  anywhere  so  far  as  fulfilling 
Its  duty  in  this  respect.  In  railway  work,  we  want  the 
current  at  variable  points  over  many  miles  of  streets,  and 
this  can  only  be  obtained  by  the  use  of  bare  conductors  and 
brushing,  sliding,  or  rolling  contacts.  It  is  this  essential 
difference  between  railway  and  lighting  work  that  prevents 
us  from  placing  the  railway  wire  underground  as  we  do  the 
lighting  wire.  The  railway  wire  must  be  bare  in  order  that 
we  may  obtain  electrical  contact  every  fraction  of  inch  from 
-one  end  to  thet>ther.  To  place  this  barei^ire  in  a  hole4n 
the  ground  and  keep  it  securely  insulated  from  the  ground, 
to  keep  the  width  of  the  slot  down  to  safe  dimensions,  and 
yet  work  the  conducting  plow  which  must  be  absolutely 
insulated  from  both  sides  of  the  slot,  has  been  found  to  be 
no  easy  task.    Every  practical  trial  in  this  country  has  failed. 

(4)  The  Motor, — The  motor  is  simply  the  dynamo  reversed 
in  its  operation,  and  the  various  forms  are  those  best  suited 
to  the  varying  conditions  of  use. 

Several  different  systems  have  been  successfully  used 
for  long  distance  transmission,  but  the  alternating  has 
proved  most  successful.  The  difficulty  of  handling  a  poten- 
tial of  over  2,000  volts  direct  current  has  hindered  progress 
in  this  direction.  The  sparking  between  the  segments  of 
the  commutators  in  these  dynamos  and  the  difficulty  of 
insulating  for  such  high  pressure  have  been  sources  of 
trouble.  In  the  alternating,  where  a  low  potential  can  be 
developed  in  the  dynamo,  and  by  the  use  of  step-up  trans- 
formers,  j-aised  to  any  desired  height,  this  difficulty  is 
avoided. 

The  following  are  some  of  the  actual  examples  of  electri- 
cal transmission  which  we  find  abroad  and  at  home. 

Many   of   the   large   water-falls   of   Europe,   notably   of 
Switzerland,  are  now  being  utilized,  and   the  neighboring 
cities   and   towns   lighted   by  electricity,  transmitted   dis 
tances  ranging  up  to  112  miles. 
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Probably  the  most  notable  plant  ever  constructed  is  that 
of  the  Frankfort  Exhibition,  where  over  300  horse-power 
was  transmitted  1 1 2  miles  by  means  of  three  slender  bare 
wires  No.  4  B  and  S  gauge. 

Lauff en,  where  the  generating  station  was  located,  is 
situated  on  the  Necker,  a  branch  of  the  Rhine,  and  the 
enormous  water-power  was  utilized  to  generate  300  horse- 
power of  electrical  energy  at  a  tension  of  from  16,000  to 
30,000  volts. 

At  Lauflfen  step-up  transformers  were  used  to  increase 
the  potential  from  the  fifty  volts  of  the  dynamos  to  these 
very  high  pressures  used,  and  at  the  other  end  of  the  line, 
namely,  in  the  grounds  of  the  electrical  exhibit,  step-down 
transformers  re-con  verted 'the  •pr-essttTcto  a  point'where  it 
could  be  utilized  for  both  light  and  power  uses. 

An  immense  bank  of  lamps,  wired  up  in  series,  gave 
evidence  of  the  high  voltage  of  the  line.  In  only  one  case 
did  the  insulation  break  down,  and  that  was  at  a  strain  of 
30,000  >^olts. 

An  interesting  feature  of  the  installation  was  the  supply- 
ing of  an  artificial  cascade,  thirty  feet  high,  with  water 
pumped  by  means  of  the  electrical  current,  thus  completing 
the  cycle  of  changes.  The  experiment  was  undertaken 
more  as  a  matter  of  scientific  investigation  than  an  attempt 
at  commercial  success.  An  efficiency  of  seventy-four  per 
cent.,  however,  was  obtained. 

The  cost  of  the  installation  per  eflfective  horse-power 
based  on  the  assumption  of  300  horse-power  delivered  at 
Frankfort,  was  a  little  over  $300,  of  which  the  cost  of  the 
line  involved  .^2 10. 

During  the  progress  of  the  exhibition,  the  plant  was  run 
at  a  potential  of  16,000  volts.  At  the  close,  however,  experi- 
ments  were  made  at  a  very  much  higher  pressure.  The 
insulators  were  made  in  three  sections.  The  porcelain  top 
was  flat  with  a  deep  groove  to  hold  the  wire,  and  underneath 
a  saucer-shaped  receptacle.  Beneath  this  was  another 
receptacle  of  larger  breadth  and  depth,  and  under  this  still 
another.  All  were  filled  with  oil.  On  final  experiments  the 
pressure  was  increased  to  20,000  and  finally  36,000  volts. 
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Though  none  of  the  insulators  gave  way  a  plate  of  glass 
was  easily  punctured.  It  is  believed  that  these  insulators, 
somewhat  modified  in  form,  can  readily  be  made  to  stand  a 
pressure  of  50,000  volts. 

During  the  experiments  regfular  readings  were  taken  at 
both  ends  of  the  line,  and  voltmeter  readings  were  taken 
between  one  conductor  and  the  neutral  point  in  each  of  the 
three  circuits,  which  averaged  fifty-four  volts,  the  currfent 
readings  being  500,  490  and  500  amperes,  respectively,  in 
the  primary  circuits.  The  mean  electric  power  delivered 
to  the  line  was  80,500  watts.  At  the  same  time  the  Frank- 
fort end  of  the  line  delivered  current  for  1,060  incandescent 
lamps  of  sixteen  candle-pow^er  which  absorbed  about  58,000 
watts.  These  figures  give  the  seventy-four  per  cent,  effi- 
ciency which  it  is  claimed  is  low  owing  to  the  lagf.  Wet 
weather  was^  not-found  to  appreciably  aflfectthe^^orking  of 
the  line.  The  losses  due  to  condenser  action  of  the  conduc- 
tors was  also  found  to  be  very  small. 

A  description  of  the  Lauflfen-Frankfort  transmission 
plant  is  not  complete  without  brief  reference  to  the  per- 
manent  transmission  of  power  from  this  point ;  to-wit : 
Lauflfen  to  Heilbronn,  a  distance  of  seven  and  one-half 
miles.  The  plant  is  owned  by  the  Lauffen-Portland  Cement 
Company,  and  the  power,  besides  running  their  work,  also 
supplies  the  city  of  Heilbronn  with  light.  The  power  plant 
is  of  1,500  horse-power  capacity,  of  which  600  horse-power  is 
used  for  the  cement  works,  leaving  900  horse-power  for  the 
supply  of  light  and  power.  The  alternating  current  sys- 
tem is  used  on  account  of  the  great  distance  the  cufrent 
is  transmitted.  A  300  horse-power  rotary-current  dynamo 
with  a  capacity  of  4,000  amperes  at  fifty  volts  is  used.  This 
current  is  transformed  to  5,000  volts.  The  transmission  is 
by  three  sets  of  bare  wires,  '24  inch  in  diameter  carried  on 
•overhead  poles  with  oil  insulators.  An  ingenious  device 
for  protection  against  lightning  is  the  placing  of  an  ordi- 
nary barb  wire  above  the  wires  on  the  pole,  and  connect- 
ing with  earth  at  frequent  intervals.  At  the  outskirts  of 
the  town  of  Heilbronn  the  current  passes  through  a  large 
transformer   similar   in  type  to  that   at   the  Lauffen  end. 
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which  transforms  the  current  down  from  5,000  to  1,500  volts. 
From  here  it  is  conveyed  by  concentric  cables  underground. 
At  more  central  points  other  transformers  are  located  which 
reduce  the  potential  down  to  its  final  pressure  of  100  volts, 
at  which  it  is  supplied  to  customers. 

The  total  loss  in  the  seven  and  one-half  miles  of  leads 
and  in  the  double  transformation  is  said  to  be  only  twenty 
per  cent,  160,000  watts  of  the  200,000  generated  at.Lauflfen 
being  available  to  customers.  This  is  suflBcient  for  3,200 
incandescent  lamps  of  sixteen  candle-power. 

Another  interesting  plant  is  the  generating  station 
located  at  the  villa  town  of  Tivoli,  Italy,  which  is  situated 
in  the  Sabine  Hills  eighteen  and  one-half  miles  from  Rome. 
The  practically  unlimited  water-power  of  the  river  Amene 
is  used  at  this  ppint  to  drive  water-wheels.  The  current 
generated  is  utilized  for  light  and  power  in  Rome. 

The  motive-power  is  derived  from  a  water  flow  of  about 
132  cubic  feet  under  a  head  of  157  feet. 

Six  turbines  of  300  horse-power  each,  are  coupled  direct 
to  alternating  dynamos,  230,000  watts  capacity,  at  170  revo- 
lutions a  minute. 

In  addition  there  are  three  direct-current  machines,  each 
coupled  to  a  turbine  making  375  revolutions,  which  are 
used  as  exciters  for  the  alternators. 

At  full  load,  a  potential  of  5,100  volts  is  used.  The 
current  is  conducted  by  means  of  four  bare  copper  wires 
(between  Nos.  7  and  8  B  and  S  gauge),  carried  on  iron  poles 
with  oil  insulators. 

The  drop  in  potential  amounts  to  twenty  per  cent,  on  a 
line  of  1 8*4  miles  (circuit  36*8  miles).  At  the  outskirt  of 
Rome  near  Porta  Pia,  is  located  the  distributing  tower  in 
which  the  current  is  transformed  from  the  pressure  of  5,000 
to  one  of  2,000  volts.  This  is  again  'reduced  at  centrally- 
located  points  to  100  volts,  at  which  it  is  furnished 
customers. 

When  fully  completed  the  central  station  of  Rome  with 
its  5,000  horse-power  capacity  will  be  the  second  largest 
lighting  plant  of  Europe,  Berlin  having  the  largest. 
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The  town  of  Pontresina  is  situated  in  the  Engadin 
Valley,  at  an  elevation  of  some  6,000  feet  above  the  sea. 

The  lighting  plant  was  designed  and  constructed  by  the 
firm  of  R.  Alioth  et  Cie,  of  Basle,  and  is  one  of  the  some- 
what uncommon  direct-current  transformer  systems. 

About  four  miles  south  of  Pontresina,  at  the  base  of  the 
famous  Morteratsch  glacier,  are  the  falls  of  the  Bemina. 

A  portion  of  the  stream  above  the  falls  is  diverted  to  a 
small  reservoir  from  which  it  is  conveyed  by  a  cast-iron 
pipe  to  the  power  station  at  the  foot  of  the  mountain.  It  is 
used  to  drive  the  turbines  to  which  the  dynamos  are 
coupled. 

The  maximum  rate  of  water  discharge  is  over  seventy 
gallons  a  second  with  a  head  of  420  feet. 

Seventy-five  horse-power  high  pressure  turbines,  built  by 
Escher,  Neyss  et  Cie,  of  Zurich,  are  used,  each  connected 
independently  to  a  primary  dynamo  by  flexible  couplings. 
The  generators  have  each  a  capacity  of  thirty-four  amperes, 
(1,500  volts),  or  51,000  watts  at  500  revolutions,  and  are  of 
the  four-pole  type,  series  wound. 

The  turbines  are  equipped  with  automatic  regulators 
which  maintain  a  constant  speed,  this  insuring  a  constant 
potential  at  the  transforming  station  under  all  loads.  Three 
machines  are  run  in  series  giving  a  combined  capacity 
of  thirty-four  amperes,  4,500  volts,  153,000  watts,  a  fourth 
being  held  in  reserve  in  case  of  breakage.  The  primary 
current  is  conducted  by  a  No.  4  copper  wire.  Oil  insulators 
are  used. 

In  the  transforming  station,  situated  in  the  centre  of 
Pontresina,  the  current  passes  first  through  meters  and 
safety  devices  placed  on  the  switchboard,  then  to  the  four 
motor  dynamos  which  are  connected  in  series,  the  secondary 
lines  being  connected  in  multiple  with  the  service  lines. 

The  number  of  transformers  at  work  is  controlled  by  a 
multipole  switch,  the  number  running  corresponding  to  the 
number  of  generators  in  operation. 

The  difference  in  the  construction  of  the  "  direct-current 
transformer"  or  "motor  dynamo"  from  the  ordinary  dynamo, 
consists  in  the  presence  of  two  distinct  windings  on  the 
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armature  each  connected  to  a  separate  commutator  located 
at  the  two  extremes.  Through  one  set  of  windings  the 
primary  current  is  passed,  causing  the  armature  to  revolve, 
producing  the  motor  action,  while  in'the  other  a  current  is 
generated  and  conveyed  to  the  service  line — the  voltage  of 
this  latter  depending  on  the  same  conditions  that  govern 
any  dynamo. 

The  current  of  the  secondary,  which  delivers  280  amperes 
at  1 30  volts,  is  distributed  by  a  second  switchboard,  fully 
equipped  with  all  the  necessary  regulating  apparatus, 
meters  and  safety  devices. . 

One  hundred  and  twenty  arc  lamps  are  used,  and  the 
greatest  load  is  840  amperes  at  130  volts.  Over  1,700  incan- 
descent lamps  of  different  candle-power  are  on  the  circuit 
beside  the  arc  lamps  used  for  street  lighting. 

Streets,  hotels  and  private  houses  are  lighted.  The 
plant  was  erected  by  the  consumers,  and  is  run  on  the 
co-operative  plan.  Everj'  citizen  can  join  by  paying  his 
actual  part  of  the  expense.  The  company  is  in  touch  with 
the  township  from  which  it  derives  its  water-power  rights, 
and  in  return  it  furnishes  the  street  lighting  free. 

In  spite  of  the  distance  between  the  power  station  and 
the  point  of  consumption,  four  miles,  the  direct-current 
system  was  adopted  on  account  of  its  safety,  and  the  many 
advantages  it  afforded  in  making  it  possible  to  add  accumu 
lators  to  the  system,  thus  increasing  the  capacity  at  the 
heavy  period  of  consumption,  and  also  its  greater  adapta- 
bility for  motor  service. 

A  rather  novel  plant  is  being  constructed  at  Kioto,  Japan. 
In  this  case,  the  water  of  a  lake  some  nine  or  ten  miles 
distant  from  the  city,  will  be  brought  through  pipes  to  a 
distance  of  about  two  miles  from  the  city  limits.  Here  it 
will  be  used  to  drive  electric  generators.  The  power  will 
be  used  throughout  the  city  for  factories  and  for  general 
lighting  and  power  work.  The  motors  farthest  from  the 
generating  station  will  be  some  four  miles  distant.  Pelton 
water-wheels  of  1 20  horse-power  are  to  be  utilized. 

It  is  estimated  that  there  are  fully  200  power  stations 
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operated  by  water-power  in  Switzerland  alone.  Even  in  the 
**  Dark  Continent  **  of  Africa  they  have  long  distance  electric 
power  transmission  plants.  The  Forbes  Cliff  Mining  Com- 
pany, of  Transvaal,  operate  Pelton  water-wheels  coupled 
direct  to  Edison  dynamos  aggregating  over  -  200  horse- 
power, which  is  transmitted  four  miles.  The  efficiency  of 
the  entire  system  is  over  seventy  per  cent. 

At  St.  Brieux,  Cotes  de  Nord,  France,  two  1,300-light 
Thomson-Houston  alternators  are  driven  by  two  Hercules 
turbines  of  the  vertical  type,  one  a  125  horse-power,  and  the 
other  150  horse-power.  An  interesting  characteristic  of 
this  plant  is  that  the  alternators  are  run  in  multiple  upon 
the  same  circuit.  The  distance  from  the  central  station  to 
the  centre  of  distribution  is  some  eight  and  one-half  miles, 
and  the  pressure  employed  2,000  volts.  It  is  interesting  to 
note  that  the  wires  used  to  convey  the  current  for  2,600 
sixteen  candle-power  incandescent  lamps  over  the  distance 
of  eight  and  one-half  miles  are  -31  of  an  inch  in  diameter. 

A  power  transmission  plant  at  Ayonnax,  eastern  France, 
h^LS  been  in  operation  since  March,  1890.  Power  is  obtained 
from  a  1,750  horse-power  fall,  five  miles  from  town,  where 
two  105  kilowatt  machines  are  coupled  direct  to  two 
horizontal  turbines.  Current  is  transmitted  on  the  three- 
wire  system  to  two  1 20  horse-power  motors,  driving  directly 
two  125  volt,  600  ampere  dynamos.  The  commercial  effi- 
ciency is  said  to  be  76*2  per  cent. 

The  power  of  the  180-foot  fall  at  St.  Lorenzen,  Austria, 
will  be  utilized  for  running  the  works  of  Franz  Company,  of 
Marburg,  eighteen  miles  distant.  Of  the  600  horse-power 
available,  it  is  expected  to  utilize  about  450  at  the  works. 
Total  cost  of  plant  estimated  at  about  $1 10,000. 

An  Anglo-Swiss  syndicate  has  been  formed  to  utilize  the 
power  of  the  Rhine  at  Laufenberg  for  the  electrical  trans- 
mission of  power.  It  is  intended  to  make  a  canal  one  mile 
long,  and  it  is  estimated  that  some  7,000  horse-power  will  be 
available. 

The  45,000  light  station  at  Paris,  supplying  the  Place 
Clichy  sector,  has  three  floors  with  superficial  area  of  19,800 
square   feet.     Three    150   horse-power   Armington  &  Sims 
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engines  belted  to  two  shunt-wound  dynantos,  and  three  500 
horse-power  Corliss  engines  running  at  sixty-four  revolu- 
tions, and  coupled  direct  to  350  kilowatt  (700  ampere,  500 
volts)  eight-pole  machines,  armatures  eleven  fe^t  in  diam- 
eter, run  during  the  day;  a  250-cell  battery  of  Laurent-Cely 
accumulators  supplies  current  during  the  night.  The  dis- 
trict has  an  area  of  nearly  two  square  miles. 

In  Guatemala,  Central  America,  a  combined  arc  and  incan 
descent  plant  has  been  operated  by  water-power  since  the 
year  1887.  Part  of  the  plant  consists  of  two  Thomson- 
Houston  1,500  light  alternators.  The  station  is  three  and 
three-fourths  miles  distant  from  the  city.  Twenty-one  inch 
Rodney-Hunt  turbines  of  250  horse-power  are  used,  driving 
the  dynamos  by  a  counter-shafting.  The  remainder  of  the 
plant  comprises  seven  forty-five  light  2,000  candle-power 
arc  dynamos,  and  three  eighteen-light  machines.  This  part 
of  the  plant  is  seven  and  one-half  miles  away,  and  receives 
its  power  from  a  fifteen-inch  double  Rodney-Hunt  turbine 
of  260  horse-power. 

The  city  of  Pueblo  possesses  an  electric  lighting  plant, 
which  is  in  many  ways  remarkable.  Two  hundred  arc  lights 
of  1,200  candle-power  are  run  by  four  fifty-light  arc 
machines  in  a  station  some  thirteen  miles  away  from  the 
centre  of  the  town.  The  power  is  furnished  by  the  river 
Atoyac,  operating  a  200  horse-power  Leffel  double  turbine. 
Each  of  the  four  existing  circuits  is  about  twenty-six  miles 
in  length,  and  consists  of  a  No.  4  insulated  wire.  The  dam 
and  the  masonry  of  the  station  itself  has  been  built  of  fine 
cut  stones,  and  forms  probably  one  of  the  most  substantial 
and  well-built  structures  in  Mexico. 

A  contract  recently  entered  into  by  the  Thomson 
Houston  International  Electric  Company,  provides  for  a 
plant  to  be  worked  by  water-power  near  the  town  of  Pirea- 
cicaba,  Sao  Paulo,  Brazil.  The  system  will  probably  com- 
prise fifty  arc  lamps  of  1,200  candle-power  each,  and 
about  2,000  incandescent  lamps  of  the  alternating  system. 
In  this  case  the  power  station  will  be  only  about  a  mile 
away  from  the  town. 

Turning  now  to  the  plants  in  this  country,  we  find  that 
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in  the  celebrated  Comstock  Mine,  in  Nevada,  water  from 
the  mountain  lake  has  been  turned  down  one  of  the  shafts 
of  the  mine  for  1,200  feet,  and  at  this  depth  in  the  earth  a 
series  of  specially  constructed  wheels  are  located  coupled 
direct  to  the  dynamo  machines.  This  novel  plant  is  still  in 
successful  operation.  It  consists  of  six  generators,  ranging 
from  100  to  120  horse-power  capacity  each,  and  six  motors 
of  sixty  horse-power  each. 

As  so  much  has  been  said  in  the  papers  recently  about 
the  Niagara  power  plant,  the  forces  exerted  by  this  immense 
volume  of  water  may  be  of  interest. 

Some  21,000,000  cubic  feet  of  water  pass  over  the  head 
of  Niagara  every  minute. 

The  idea  of  the  great  Niagara  tunnel  is  said  to  have 
originated  with  the  late  Thomas  Evershed.  The  tunnel  or 
tail  race,  is  to  extend  from  the  surface  of  the  water  level 
below  the  falls  to  a  point  on  Niagara  River  above  the  Falls. 
It  is  to  be  connected  with  the  river  by  means  of  short  sur- 
face canals,  wheel  pits  and  cross  channels. 

The  power  expected  to  be  produced  by  the  capacity  of 
the  tunnel  will  be  equal  to  the  water-power  of  Lawrence, 
Lowell,  Holyoke,  Turner  Falls,  Manchester.  Bellows  Falls, 
Lewiston,  Me.,  Oswego,  Paterson,  Augusta,  Ga.,  Minne- 
apolis, Rochester  and  Lockport  combined. 

The  method  of  using  the  power  is  to  be  the  same  as  that 
in  operation  upon  the  hydraulic  canal. 

The  tunnel  is  to  be  of  a  horseshoe  section,  having  a 
capacity  equal  to  a  circle  of  twenty-five  feet  in  diameter, 
extending  through  the  solid  rock  from  the  water  level  below 
the  falls  to  the  river  above  the  cataract,  a  distance  of  one 
mile.  From  this  point  the  tunnel  is  to  continue  parallel  to 
the  shore  of  the  river  one  and  one  half  miles  more  at  an  aver- 
age depth  of  160  feet  below  the  surface,  and  about  400  feet 
from  the  river,  with  which  it  will  be  connected  by  surface 
conduits.  The  tunnel  is  used  as  a  tail  race,  and  the  great 
length  is  necessary  to  avoid  marring  the  scenery.  Plans 
have  been  made  for  a  120,000  horse-power  plant. 

Crossing   over  into  Ontario,  we  find   that  a   scheme  is 
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contemplated  to  utilize  the  Canadian  Falls.  The  plan  is 
wholly  different  from  that  on  the  American  side,  and  no 
long  tunnel  is  necessary.  Mr.  Ferranti  has  this  work  in 
hand. 

The  papers  have  discussed  a  scheme  for  transmitting 
power  from  Niagara  to  the  World's  Fair,  which  involves  a 
distance  of  475  miles,  which  is  more  than  four  times  that 
separating  Lauffen  and  Frankfort.  Eighty  thousand  volts 
is  the  suggested  voltage. 

California  capitalists  were  among  the  first  to  recognize 
the  value  of  electrical  transmission  for  mining  purposes. 
A  power  plant  was  built  by  the  American  River  syndicate 
of  El  Dorado  County,  more  than  two  years  ago,  which  util- 
ized the  water-power  of  Rock  Creek.  The  plant  consists  of 
an  eight-foot  Pelton  wheel,  running  under  a  head  of  1 10 
feet  with  a  five  and  one-half  inch  nozzle.  It  has  a  maxmium 
capacity  of  1 30  horse-power.  The  current  generated  is  used 
at  the  mills,  situated  some  two  miles  distant ;  three  centri- 
fugal rolling  mills,  and  a  ten-stamp  battery  and  rock  breaker 
being  operated.  The  potential  used  is  100  volts,  and  seventy- 
five  per  cent,  of  the  power  generated  is  available  for  duty 
at  the  mill.  The  entire  works  are  further  lighted  by  incan- 
descent lamps.  The  mills  are  handling  an  average  of  4,000 
pounds  of  ore  per  month,  and  a  saving  of  some  sixty  per 
cent,  over  the  former  method  has  been  effected. 

Other  plants  are  located  at  Grove  Mine  in  Amador 
County,  Cal.,  and  at  the  Coeur  d'Alene  Company's  works  of 
Idaho. 

Probably  in  the  before-mentioned  Lauffen. Frankfort 
installation,  the  highest  potential  yet  attempted  on  a  large 
scale  was  utilized.  There  a  voltage  up  to  30,000  volts  was 
obtained,  and  the  insulators  were  found  able  to  stand  the 
pressure. 

It  is  figured  that  if  an  insulation  can  be  made  capable 
of  standing  1,000,000  volts,  over  30,000  horse-power  can  be 
transmitted  500  miles  with  a  0000  wire  with  a  loss  of  less 
than  one-half  per  cent.  One  ampere  at  this  pressure  would 
transmit  1,250  horse-power. 
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The  application  of  electricity  to  steam  railroad  propul- 
sion is  a  problem  that  is  now  upon  us.  Since  the  first  of 
this  year  the  engineers  of  five  of  our  largest  railroad 
systems  have  been  in  consultation  with  the  electric  com- 
panies in  reference  to  this  matter. 

We  have  in  course  of  construction  a  thirty-two-ton  loco- 
motive that  can  easily  run  seventy  miles  an  hour,  and 
before  the  end  of  the  year  the  power  and  speed  of  the 
electric  locomotive  will  be  a  demonstrated  fact  and  no 
longer  a  theory.  It  will  be  easy  to  demonstrate  its  economy 
in  many  places  where  it  can  advantageously  replace  the 
steam  locomotive ;  but  for  long  distance  runs  it  cannot  at 
present  compete  with  steam  except  under  unusually  favor- 
able conditions ;  as  for  example,  where  there  are  a  succes- 
sion of  water-powers  that  can  be  utilized  as  sources  of 
energy.  At  present  we  can  only  speak  of  what  is  to  be 
done.  Next  year  I  trust  we  can  point  to  what  has  been 
done. 

The  application  of  electric-power  to  street-car  propulsion 
comes  nearer  to  the  masses  and  is  of  more  direct  benefit 
.  to  mankind  than  any  other  application  at  the  present  time. 
It  is  almost  universally  acknowledged  that  the  vexed  ques- 
tion of  "  rapid  transit  *'  can  only  be  solved  by  the  use  of  the 
electric  motor.  The  development  in  this  respect  has  been 
enormous. 

There  are  in  the  United  States,  according  to  the  census 
of  1890,  sixteen  cities  of  over  200,000  population.  There 
are  electric  railways  in  fourteen  of  these,  or  in  over  eighty- 
seven  per  cent.  There  are  forty-two  cities  of  from  50,000 
to  200,000  population  and  of  these  forty-one,  or  over  ninety- 
seven  and  one-half  per  cent,  are  supplied  with  electric  rail- 
ways. There  are  450  electric  railways  in  the  United  States 
at  the  present  time  and  over  6,400  cars  operated  by  electric- 
power,  and  sixty- two  more  roads  are  being  constructed. 

Notwithstanding  the  constant  newspaper  statements  as 
to  the  dangers  of  the  trolley  system,  we  have  yet  to  find  a 
single  authenticated  instance  of  death  caused  by  the  500- 
volt  railway  current  carried  in  the  trolley  wires.  We 
have    at    our  office    many   newspaper  clippings    alleging 
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such  cases,  but  upon  investigation  every  one  is  found  to  be 
incorrect,  the  death,  where  there  is  any  fatal  result,  arising  , 
from  other  causes.  For  example,  a  workman  in  Bangor* 
Me.,  was  painting  a  building  and  short  circuited  an  alter- 
nating incandescent  current  through  his  body,  falling  from 
the  building  and  being  picked  up  dead.  In  the  newspapers 
his  death  was  caused  by  the  trolley,  though  as  a  matter  of 
fact  he  was  never  near  the  trolley  wire ;  never  came  in  con- 
tact with  it.  These  facts  were  certified  to  by  the  coroner. 
I  was  told  of  a  man  who  fell  from  a  building  forty  feet  to 
the  ground.  He  struck  the  trolley  wire  in  such  a  way  as  to 
produce  a  short  circuit  which  slightly  burned  his  leg.  He 
stated  that  the  trolley  wire  in  all  probability  saved  his  life, 
as  it  broke  his  fall. 

On  the  1 6th  of  this  month,  the  Cambridge  line  of  the 
West  End  Company  in  Boston  had  been  in  operation  just 
three  years.  Since  February  16,  1889,  there  have  been 
many  additions  made  to  the  electrical  equipment  of  the 
West  End  Road  ;  until  now  they  have  1 20  miles  equipped 
electrically  and  over  300  electric  cars  in  operation. 

Last  year  119,264,401  passengers  were  carried  on  these 
West  End  cars,  and  not  one  single  individual  has  ever  been 
killed  or  seriously  injured  by  the  trolley  current.  There 
have  been  accidents — very  sad  accidents.  Men,  women  and 
children  have  been  run  over  and  killed,  but  such  accidents 
happen  on  every  road  whatever  the  motive-power,  and  it  is 
a  striking  and  most  significant  fact  that  the  insurance 
companies  which  insure  street  railways  against  loss  by 
accidents  find  relatively  more  accidents  on  horse-car  lines 
than  on  cable  roads,  and  more  accidents  on  cable  roads 
than  on  electric  roads. 
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OLEOMARGARIN. 


By  Prop.  G.  C.  Caldwell,  Cornell  University,  Ithaca,  N.  Y. 


\A  lecture  delivered  before  the  Franklin  Institute^  January  i8^  i8g2.\ 

One  of  the  most  interesting  groups  of  chemical  com- 
pounds, and  one  of  the  most  important  in  the  arts,  is  the 
fatty  acid  series,  so-called  because  many  of  its  members 
are  attained  from  fats.  These  acids,  twenty  in  number,. 
are  constructed  on  the  same  plan,  all  of  them  containing 
two  atoms  of  oxygen  and  each  differing  from  its  predecessor 
by  CHg  or  twice  or  three  times  that ;  all  of  them  have  twice 
as  many  atoms  of  hydrogen  as  of  carbon.  If  we  compare 
acids  that  are  contiguous  to  one  another  in  the  series,  we 
find  such  close  resemblance  between  them  in  properties,, 
that  it  is  often  very  difficult  to  separate  them  completely 
from  one  another  by  either  physical  or  chemical  methods ; 
but  as  the  composition  of  these  acids  gradually  changes 
with  each  increment  of  CH2,  the  properties  change  also,  so 
that  comparing  acids  widely  apart  in  the  series  we  find  very 
different  properties.  Formic  acid,  HCHOj,  and  acetic  acid,. 
HC2H3O2,  are  easily  soluble  in  water,  very  sour  to  the  taste, 
quite  corrosive  on  the  skin  when  very  concentrated  and 
convertible  into  vapor  without  decomposition,  so  that  they 
can  be  distilled.  Palmitic  and  stearic  acids,  HCigHjiOa  and 
HCigHsjOj,  also  closely  resemble  each  other,  but  differ 
strikingly  from  formic  and  acetic  acids.  They  are  quite 
insoluble  in  water,  have  no  sour  taste,  cannot  be  distilled 
without  decomposition  and  have  no  action  on  the  skin,  na 
matter  how  concentrated  they  may  be. 

Out  of  this  series  of  acids,  I  select  six  as  possessing 
special  interest  in  connection  with  the  subject  upon  which 
I  have  chosen  to  speak  to  you  this  evening.  Four  of  these, 
butyric,  caproic,  caprylic  and  capric,  are  near  together  in 
one  part  of  the  series ;  and  two,  palmitic  and  stearic,  are 
near  together  in  another  part 
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Intimately  associated  with  both  of  these  groups  is  an 
acid  of  another  series,  oleic  acid. 

As  is  known  to  all  chemists,  when  any  natural  fat  or 
fatty  oil  is  heated  with  soda  or  potash,  and  this  product  is 
heated  with  a  strong  acid,  a  mixture  of  fatty  acids  is 
obtained,  very  rarely,  if  at  all  any  one  fatty  acid ;  glycerine 
is  produced  in  the  same  operation.  Corresponding  to  each 
fatty  acid  is  a  body  called  a  glyceride ;  and  it  is  the  mixture 
of  these  glycerides  that  constitutes  the  original  fat  from 
which  the  mixture  of  fatty  acids  is  produced.  The  glycer- 
ide of  butyric  acid  is  called  butyrin,  of  caproic  acid,  caproin ; 
of  palmitic  acid,  palmitin,  and  so  on. 

Nearly  all  the  ordinary  natural  fats  and  fatty  oils  consist 
essentially  of  three  glycerides,  palmatin,  stearin  and  olein. 
The  diflferences  in  odor  and  taste  by  which  they  are  dis- 
tinguishable from  one  another  are  due  to  minute  quantities 
of  other  substances  which  they  contain,  and  which  are  also 
associated  with  them  in  their  natural,  or  in  their  prepared 
condition.  Castor  oil,  olive  oil,  tallow  and  lard  are  unmis- 
takably different  to  our  senses  of  taste  and  smell :  but  all 
of  them  alike  consist  essentially  of  palmitin,  stearin  and 
olein,  this  mixture  being  scented  and  flavored  by  the  foreign 
substances  just  mentioned. 

There  is  an  important  difference  between  the  fat  in  milk 
and  some  other  fats,  on  the  one  hand,  and  the  fat  of  tallow, 
lard  and  palm  nut  oil  on  the  other  hand ;  a  distinction  all 
the  more  interesting  since  it  exists  between  the  fat  that  is 
deposited  on  the  carcass,  and  that  which  is  secreted  in  the 
milk  of  the  same  animal.  Butter  and  tallow  are  mostly  but 
mixtures  of  olein,  palmatin  and  stearin,  the  same  three 
glycerides  that  are  so  widely  distributed  in  the  fats  every- 
where; but  butter  fat  contains,  besides,  the  four  other 
glycerides.  butyrin,  caproin,  caprylin  and  caprin ;  but  since 
even  these  glycerides  when  purified  are  as  tasteless  and 
odorless  as  any  of  the  others,  none  of  the  odor  or  flavor  of 
butter  can  be  credited  to  them. 

This  being  the  case,  then,  it  is  only  natural  that  the 
attempt  should  be  made  to  give  a  butter  flavor  and  aroma 
to  the  more  abundant  and  much  cheaper  fats  of  the  animal 
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carcass ;  it  is  only  a  question  of  transforming  the  carcass 
fat  into  one  of  the  same  consistency  as  that  of  butter  at 
ordinary  temperatures,  removing  its  characteristic  flavor, 
and  substituting  therefor  the  butter  flavor.  The  first 
change  is  easy  enough,  consisting  as  it  does  simply  in 
taking  out  a  certain  proportion  of  the  less  fusible  stearin 
and  palmitin,  so  as  to  leave  a  residue  with  a  larger  pro- 
portion of  olein,  and  therefore  softer  at  common  tempera- 
tures, as  butter  is  softer  than  tallow ;  since  this  odor  and 
flavor  are  largely  due  to  soluble  and  volatile  foreign  sub- 
stances, steaming  and  washing  the  fat  will  leave  a  sufli- 
ciently  odorless  and  tasteless  product  as  a  basis  for  receiving 
the  desired  butter  flavor.  It  is  plain  that  the  available 
quantity  of  this  product  from  the  carcass  fat  is  much  larger 
than  the  available  quantity  of  the  material  like  which  it  is 
to  be  flavored,  the  butter  fat  of  milk.  How  then  shall  this 
flavor  be  imparted? 

We  know  quite  well  that  when  it  comes  to  giving  the 
flavor  of  lemon,  strawberry  or  raspberry  to  ice  cream  or 
cake,  not  even  the  shadow  of  the  fruit  need  be  cast  ovter  the 
material  to  be  thus  flavored;  much  less  need  any  of  its 
substance  be  incorporated  with  the  cream  or  dough ;  a 
chemist  in  his  laboratory  can  manufacture  at  least  many  of 
these  flavoring  essences  more  cheaply  than  they  can  be 
made  from  the  fruits.  But  I  am  not  aware  that  any  essence 
of  cow's  butter  has  ever  yet  been  prepared.  A  clean  mixture 
of  olein,  stearin  and  palmitin,  no  matter  how  carefully  the 
proportions  of  these  three  ingredients  might  be  adjusted  to 
secure  the  right  consistency,  no  matter  how  deftly  colored, 
would  never  pass  for  butter,  even  with  the  least  fastidious. 
Therefore,  the  amount  of  salable  artificial  butter  that  can 
be  made  from  this  olemargarin  is  limited  by  the  degree  of 
thinness  with  which  real  butter  fat  with  its  butter  flavor  can 
be  distributed  through  it»  and  produce  a  resemblance  to 
butter. 

Just  here  a  few  words  in  explanation  of  the  terms  oleomar- 
garin,  margarin  and  butterin  may  well  be  given.  In  the 
list  of  fatty  acids  margaric  acid  comes  between  palmitic  and 
stearic.     Originally  it  was  believed  that  the  three  glycerides,  . 
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palmitin,  margarin  and  stearin,  together,  made  up  the  less 
fusible  part  of  all  fats ;  and  that  a  mixture  of  the  four  fatty 
acids,  oleic,  palmitic,  mai'garic  and  stearic  was  obtained, 
when  these  fats  were  saponified  and  the  soap  was  decom- 
posed by  a  strong  acid.  In  fact,  the  three  acids,  palmitic, 
margaric  and  stearic,  were  apparently  separated  from  one 
another  out  of  this  mixture  of  acids  by  repeated  re-crystalli- 
zation ;  the  supposed  margaric  acid  thus  obtained  refused 
to  change  any  further  by  continued  treatment  of  the  same 
kind  as  that  by  which  it  was  made  ;  and,  as  its  composition, 
melting  point,  specific  gravity  and  solubility  were  such  as 
might  be  expected  of  any  acid  standing  midway  between 
palmitic  and  stearic  acids,  no  one  doubted  the  existence  of 
this  glyceride  in  these  fats.  Heintz,  in  1852,  declared  that 
this  was  all  a  mistake,  that  this  supposed  margaric  acid  was 
only  a  mixture  of  palmitic  and  stearic  acids,  and  that  every 
specimen  of  so-called  margaric  acid  prepared  from  fats 
could  be  resolved  by  his  method  of  fractional  precipitation 
into  palmitic  and  stearic  acids.  Five  years  later  he  pre- 
pared the  real  margaric  acid  in  a  pure  state,  by  chemical 
action  on  spermaceti,  possessing  all  the  properties  that  mar- 
garic acid  should  possess,  including,  in  addition  to  what  the 
old  acid  did  not  possess,  a  persistent  obstinacy  against 
being  split  up  into  palmitic  and  stearic  acids. 

But  while  margarin  does  not  occur  in  natural  fats,  its 
name  still  remains  associated  with  the  less  fusible  part  of 
animal  and  vegetable  fats,  although  this  mixture  is  one  of 
palmitin  and  stearin  only ;  and  since  olein  from  the  other 
series  of  glycerides  is  always  associated  with  palmitin  and 
stearin  in  these  fats,  we  have  the  familiar  name  oleomar- 
garin  for  this  manufactured  product ;  the  same  name  could 
just  as  appropriately  be  given  to  many  other  fats,  and  just 
as  incorrectly  also ;  but  it  has  come  to  be  a  trade  name,  the 
meaning  of  which  is  understood  by  everybody.  First,  when 
this  oleomargarin,  or  oleo  oil  as  it  is  sometimes  called,  is 
churned  with  milk  and  water,  do  we  have  the  real  artificial 
butter,  or  butterin. 

The  name  of  a  Frenchman,  Hyppolyte  Mege,  or  M^ge- 
Mouries,  is   most   prominently  associated   with    the    early 
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history  of  this  new  food  product.  The  statement  i?  gener- 
ally made  that  he  was  requested  by  the  French  government^ 
and  one  writer  says  by  Napoleon  III  himself,  to  make  the 
experiments  that  led  to  his  invention,  for  the  express  pur- 
pose of  discovering  a  substitute  for  butter  that  would  be 
cheap  enough  to  come  within  the  reach  of  the  poorer  classes 
and  would  also  keep  better  than  butter  and  thus  be  adapted 
for  use  in  the  navy.  In  1873,  he  took  out  his  first  patent  in 
this  country,  which  was  essentially  as  follows :  The  crude 
fat  was  first  disintegrated  between  rollers,  then  heated 
about  103°  F.,  to  separate  it  from  the  tissues,  or  to  render  it, 
technically  speaking ;  during  this  rendering,  he  added  two 
litres  of  gastric  juice  for  every  100  pounds  of  the  fat;  this 
gastric  juice  was  obtained  by  macerating  half  of  the 
stomach  of  a  pig  or  a  sheep  with  three  litres  of  water  con- 
taining thirty  grammes  of  dicalcic  phosphate;  salt  was  also 
added  to  facilitate  the  separation  from  the  tissue ;  the  fat 
was  then  kept  for  a  long  time  at  a  temperature  of  about 
98°  F.,  to  allow  the  less  fusible  glycerides  to  crystallize  out 
partially,  after  which  they  were  separated  from  the  more 
fusible  part  by  heavy  pressure  in  cloth  bags ;  that  which 
remained  in  the  bags  was  called  the  stearin,  and  that  which 
passed  through  the  oleomargarin.  This,  the  patentee  says, 
is  a  fatty  matter  with  a  very  good  taste  that  may  replace 
butter  as  used  in  the  kitchen. 

To  make  a  more  perfect  butter,  he  mixes  this  first  pro- 
duct, as  it  comes  from  the  press,  very  thoroughly  with  ten 
per  cent,  of  its  weight  of  milk  and  cream  and  at  a  tempera- 
ture of  about  71°  F.  The  mixture  is  cooled  and  worked 
between  rollers  to  give  it  the  consistency  of  natural  butter. 
He  has  also  found  it  expedient  to  mix  with  the  milk  or 
cream,  one-fiftieth  of  its  weight  of  mammary  tissue  from 
the  udder  of  a  cow,  chopped  very  fine,  one  one-hundredth 
of  sodium  carbonate,  and  some  coloring  material. 

This  patent  was  followed  by  nearly  fifty  others,  relating 
to  the  manufacture  of  oleomargarin,  or  some  similar  pro- 
duct, or  artificial  butter.  Some  of  the  new  names  intro- 
duced are  curious;  such  as  butteroid,  oleoid,  creamine, 
oxyline  ;  this  last  name  is  very  suggestive  of  the  manufac- 
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ture  of  the  substance  from  oxen.  There  are  curious  pro- 
cesses too  in  some  of  these  patents  as  well  as  names ;  in 
one,  the  use  of  salt,  saltpetre,  borax,  salicylic  acid  and  ben- 
zoic acid  is  covered ;  in  another,  that  of  swine  fat.  cotton 
seed  oil,  slippery  elm  bark,  and  beef  stearin ;  in  another,, 
nitric  acid;  in  another,  lard,  beef  suet,  butter,  glycerine, 
salt,  water  and  coloring  matter. 

After  all  this  effort  of  the  inventors  for  something  new 
in  materials  used  or  methods  of  manipulation  followed, 
the  process  has  simmered  down  to  a  very  simple  one, 
which  is  in  reality  only  a  part,  and  almost  unchanged,  of 
Mage's  original  process.  The  fat,  said  to  be  only  the  caul 
fat,  and  possibly  so  in  all  the  large  manufactories,  is  washed 
in  cold  water,  surrounded  with  ice  till  the  animal  heat-  is 
removed,  cut  up  fine,  heated  to  from  120°  to  150^  F.,  allowed 
to  stand  till  the  fat  is  separated  clearly  from  the  tissue,  then 
kept  in  wooden  tanks  for  from  twenty-four  to  thirty-six 
hours  in  a  warm  room,  at  such  a  temperature  as  will  favor 
the  crystallizing  out  of  the  largest  part  of  the  stearin, 
together  with  a  little  of  the  palmitin ;  then,  in  hydraulic 
presses  in  the  same  room,  the  solid  fat  is  separated  from 
the  liquid,  or  the  "  oleo  oil."  Another  product  is  prepared 
from  lard  in  a  similar  manner,  except  that  no  stearin  is 
removed  from  it,  and  this  goes  by  the  technical  name  of 
"neutral."  From  this  oleo  oil  and  neutral  the  oleomar- 
garin  and  butterin  are  made,  more  oleo  being  put  in  if 
the  product  is  to  go  to  a  cold  climate,  more  neutral  if  to  a 
warm  one ;  the  proper  mixture  of  the  two  is  churned  in  a 
steam-jacketed  vessel,  with  about  forty-eight  gallons  of  milk 
to  every  2,000  pounds  of  fat ;  it  is  stated  that  cream  is  some- 
times used  in  the  place  of  milk ;  butter  coloring  or  annato 
is  used  unless  forbidden  by  law.  The  churned  product  is 
suddenly  cooled  by  allowing  it  to  run  out  on  to  ice  or  cold 
water,  then  washed,  salted  and  worked  as  butter  usually  is. 
The  use  of  lard  is  comparatively  recent,  and  it  is  interest- 
ing to  notice  that  the  first  manufacturers  of  artificial  butter 
were  very  indignant  when  it  was  attempted  in  the  West  to 
palm  off  a  product  from  lard  as  oleomargarin ;  they  used 
about  the  same  contemptuous  expressions  concerning  this 
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as  the  dairymen  now  use  so  freely  when  speaking  of  the 
oleomargarin.  Such  is  the  substance  of  the  simple  process 
for  the  manufacture  of  artificial  butter  in  its  various  forms. 
As  to  the  quality  of  the  product.  In  the  first  place,  it 
keeps  well  if  made  from  clean  materials ;  because,  as  is 
claimed,  of  the  absence  of  the  lower  glycerides  of  the  series, 
especially  butyrin,  and  also,  as  I  think  may  be  safely  said, 
because  more  free  from  nitrogeneous  matters  in  which  the 
tendency  to  putrefy  is  very  strong.  A  second  important 
quality  is  such  close  resemblance  to  genuine  butter  of  fair 
quality,  that  often  only  experts  can  distinguish  one  from 
the  other.  Amusing  stories  are  told,  illustrative  of  this 
close  resemblance,  many  of  them,  perhaps,  only  partially 
true,  yet  all  of  them  possible.  It  is  claimed  that  samples 
of  artificial  butter  have  carried  off  prizes  at  fairs,  for  first- 
class  genuine  butter.  One  manufacturer  certified  before  a 
legislative  committee  in  my  own  State  that  he  had  in  many 
instances  put  the  artificial  product  before  his  friends  by  the 
side  of  doUar-a-pound  butter  or  fifty-cent  butter,  and  they 
were  unable  to  detect  the  difference.  I  myself  gave  to  a 
friend  keeping  an  excellent  boarding  table,  a  small  box  of 
the  artificial  butter  that  I  carried  away  with  me  from  one 
of  the  manufactories  in  New  York.  The  usual  butter 
supply  of  this  table  was  always  unusually  fine  and  the 
boarders  were  correspondingly  critical ;  but  they  did  not 
notice  anything  unusual  in  what  was  on  the  table  at  that 
meal.  The  story  is  told  of  a  Board  of  Managers  of  the 
Agricultural  Society  of  this  State,  that  a  priut  and  a  roll  of 
oleomargarin  butter  were  sent  to  them,  with  the  inquir}^ 
*'  Which  is  butter;"  at  first  they  pronounced  the  roll  to  be 
butter ;  then  they  said  the  print  was  butter ;  then  they 
tried  some  one  of  the  simple  tests  that  have  been  put  forth 
from  time  to  time  for  detecting  oleomargarin,  but  which  are 
usually  worthless,  and  they  finally  concluded  that  both  the 
print  and  the  roll  were  oleomargarin,  as  they  really  were ; 
but  they  closed  their  report  with  this  question,  **  Are  we 
right  ?"  ' 

But  by  far  the  most  important  question  concerning  the 
oleomargarin  as  food  is  that  of  its  wholesomeness,  as  corn- 
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pared  with  butter.  The  answer  to  this  question  turns  on 
two  points. 

(i)  The  quality  of  the  materials  used  in  its  manufacture. 

(2)  Its  digestibility  when  properly  made. 

It  may  be  safely  said  that  no  other  food  product  has  been 
so  much  discussed  in  respect  to  its  healthfulness. 

In  the  first  place,  what  bearing  has  the  quality  of  the 
materials  used  in  the  manufacture  of  oleomargarin  on  its 
wholesomeness  ?  Concerning  this,  most  damaging  state- 
ments have  been  made  ;  especially  was  this  the  case  at  the 
very  beginning  of  the  oleomargarin  war.  Many  were  doubt- 
less suggested  by  some  of  the  patents  that  were  issued  at 
this  time  ;  the  purpose  of  some  of  these  patents  was  openly 
stated  to  be  to  make  foul  fats  clean,  at  least  so  far  as  taste 
and  odor  might  serve  to  delect  foulness.  Here  are  a  few 
of  these  statements,  made  or  endorsed  even  in  legislative 
halls.  "All  kinds  of  filthy  fats  are  used."  "Animals  dying 
from  all  kinds  of  diseases  are  utilized.'*  "Artificial  butter  is 
the  compound  of  diseased  hogs  and  dead  dogs.  It  is  so 
manufactured  that  it  is  a  poison,  for  it  has  collected  in  it 
germs  of  all  the  diseases  that  infest  animals."  "  The  city 
scavenger  butters  your  bread  and  his  reeking  hand  decks 
your  table."  "  St.  Louis  manufactures  lardine,  a  compound 
of  hog  fat  and  decayed  vegetable  matter ;  horses  dying  with 
glanders  or  pneumonia,  and  dogs  dying  with  rabies  are 
carted  to  the  boiling  establishment  where  the  fat  is  ex- 
tracted and  shipped  away.  What  assurance  have  we  that  it 
does  not  find  its  way  to  the  butterin  factory  ?  None."  "  This 
article  of  the  slaughter  pen  and  apothecary  shop,  the  pro- 
duct from  a  charnel  house  run  through  a  chemical  labora- 
tory, carrier  of  death  and  the  grave."  "A  compounded 
article,  mainly  composed  of  ingredients  that  are  not  food 
products,  or  those  of  an  inferior  deleterious,  and  nauseating 
kind — refuse  and  offal  which  have  served  their  purposes, 
and  been  relegated  by  the  decent  sense  of  mankind  to  the 
dung  heap."  The  names  of  Congressmen  making  these 
statements  are  given  in  the  document  from  which  these 
extracts  were  made.  A  prominent  agricultural  writer  of 
my  own  State  wrote,  "  That  there  is  nothing  in  the  fat  line 
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so  filthy  and  disgusting  that  it  cannot  be  deodorized  and 
incorporated  into  the  stuff/*  A  Boston  butter  dealer  stated, 
to  the  Congressional  Committee,  that  "  Every  conceivable 
grease  of  the  filthiest  kind  in  our  country  is  manufactured 
into  imitation  butter,  and  sold  to  consumers." 

We  all  know  that  a  good  many  things  are  said  for  effect 
by  our  legislators  as  well  as  by  others  that  will  not  bear 
close  examination  into  their  correctness.  If  even  the  half 
of  these  statements  were  true,  then  certainly  a  committee 
of  the  New  York  Legislature,  intent  on  making  in  its  report 
the  very  worst  possible  showing  against  oleomargarin,  in 
support  of  a  very  stringent  and  prohibitory  law,  could  have 
obtained  similar  statements  from  some  of  the  numerous 
witnesses  cited  before  it;  but  a  careful  examination  of  the 
whole  printed  report  of  276  pages,  reveals  no  worse  asser- 
tion than  this,  that  not  merely  the  caul  fat,  or  that  on  the 
membrane  investing  the  viscera,  is  used,  but  also  that  on 
the  intestines  themselves ;  and  this  witness  afi&rms  that  this 
fat  was  in  the  vats  mixed  up  with  some  of  the  excrementi- 
tious  matters  naturally  associated  with  fat  in  that  condi- 
tion ;  but  in  the  same  report  the  manager  of  this  factory 
testifies  that  not  all  of  the  fat  received  at  the  establishment 
is  used  for  oleo,  since  they  manufacture  tallow  also ;  and 
that  but  a  very  little  of  the  intestines  remains  attached  to 
that  part  of  the  fat  used  for  oleo ;  the  first  witness  did  not 
testify  that  he  actually  saw  the  foul  fat  that  he  described 
worked  into  the  oleo  oil.  No  sound  proof  is  anywhere  given 
that  such  extravagant  statements  as  those  which  I  have 
quoted  are  founded  on  facts,  or  were  anything  more  than 
conjectures  or  guesses. 

But  oleomargarin  has  been  no  less  bitterly  and  extrava- 
gantly attacked  on  another  line,  namely,  with  reference  to 
what  has  been  found  in  it  especially  by  microscopic  examina- 
tions. Prof .  Michels,  of  New  York,  in  1878,  stated  that  he 
had  found  cells  of  a  suspicious  character,  and  fragments  of 
muscle  and  tissue  in  some  of  the  samples  that  he  examined ; 
these,  however,  he  acknowledged  came  from  the  chopped 
stomach  then  used  according  to  the  original  M6ge  patent ; 
but  he  affirmed  that  trichinae  might  get  into  the  butter  in 
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this  way,  and  that  the  heat  to  which  the  fat  was  subjected 
in  the  course  of  the  rendering  and  the  crystallization  would 
not  be  high  enough  to  kill  them. 

In  1880,  a  Professor  Piper  gave  in  a  Chicago  daily  paper 
some  startling  drawings  of  what  he  had  seen  in  some  sam- 
ples of  oleomargarin  butter,  under  the  microscope ;  shreds 
of  animal  tissues,  spores,  and  a  form  often  found  by  him  in 
foul  water ;  and  in  another  paper  he  gave  figures  of  actual 
tape-worm  eggs,  and  by  the  side  of  these  very  similar 
forms  from  oleomargarin.  Passing  qn  to  a  later  date,  when 
the  addition  of  chopped  stomachs  and  mammary  glands 
had  been  entirely  given  up,  very  little  is  reported  of 
observations  of  this  kind.  A  Professor  Nachtrieb  is  quoted 
as  finding  in  a  sample  of  butterin  parasites  that  are  present 
in  the  rectum  of  swine,  and  in  the  evacution  of  patients 
suffering  from  chronic  diarrhoea;  but  without  further 
knowledge  as  to  the  reliability  of  this  professor  as  a  micro- 
scopist,  one  should  give  little  weight  to  such  a  startling 
statement.  Two  samples  of  artificial  butter  out  of  ten  were 
reported  by  an  official  of  the  Department  of  Agriculture  as 
being  full  of  fungi  and  their  spores ;  but  as  all  of  these  were 
also  reported  as  being  in  a  bad  condition  even  for  samples 
of  butterin,  such  an  observation  furnishes  no  reliable 
evidence  as  to  the  usual  quality  of  the  substance  ;  further, 
the  reputation  of  this  observer  was  not  of  the  best. 

Before  leaving  this  part  of  my  subject,  I  cannot  forbear 
quoting  one  or  two  more  of  those  wonderful  Congressional 
statements:  "  The  best  samples  had  many  kinds  of  living 
organisms  in  them,  with  masses  of  dead  mould,  bits 
of  cellulose,  various  colored  particles,  shreds  of  hair, 
bristles,  etc.,  while  other  samples  teemed  with  life ;  doubt- 
ful portions  of  worms  were  also  noticed.'*  Again,  "There 
were  in  every  specmien  more  or  less  foreign  substances,  a 
variety  of  vegetable  and  animal  life.  Among  these  were 
corpuscles  from  a  cockroach,  small  bits  of  claws,  the  blood 
corpuscles  of  sheep,  the  egg  of  a  tape- worm,  a  portion  of  a 
worm,  a  dead  hydra-viridis,  portions  of  muscular  fibre,  fatty 
cells  and  eggs  from  some  small  parasite ;"  and  all  this,  I  am 
ashamed  to  say,  said  by  a  member  from  my  own  State.   You 
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will  notice  that  these  two  statements  begin,  the  one  with 
the  words  *'  the  best  specimens,"  the  other  with  *'  every  spe- 
cimen." That  any  such  observations  could  have  been  made 
on  the  best  samples  of  oleomargarin,  or  even  on  all  samples 
collected  at  any  given  time,  is,  I  am  safe  in  affirming,  in  the 
highest  degree  improbable,  not  to  say  entirely  out  of  the 
question,  even  at  the  time  when  chopped  pigs'  stomachs 
and  mammary  glands  were  worked  into  the  product ;  and 
that  they  could  have  been  made,  at  or  about  the  time  when 
these  statements  were  made,  I  consider  quite  impossible, 
such  addition  having  been  then  long  given  up. 

The  answer  to  the  question  as  to  the  wholesomeness  of 
oleomargarin  must  then  be  soXight  on  other  lines  of  inquiry. 
Fats  as  such  are  not  unwholesome  when  not  eaten  in  excess. 
We  need  then  only  to  consider  whether  one  fat,  clean  oleo- 
margarin, is  as  wholesome  as  another  fat,  butter,  and  we 
will  consider  first  their  comparative  digestibility.  By  far 
the  best  statement  of  the  case  in  this  respect,  it  may  be  said, 
against  oleomargarin,  is  to  be  found  in  the  second  annual 
report  of  the  New  York  State  Dairy  Commissioner  for  the 
year  1885,  by  Dr.  R.  D.  Clark,  chemist  of  the  commissioner. 
Many  authorities  are  there  quoted  to  the  effect  that  butter 
is  more  digestible  and  wholesome  than  lard  or  other  natural 
fats  ;  and  this  difference  is  attributed  to  the  more  complex 
composition  of  the  former,  and  especially  to  its  butyrin. 
The  effect  of  this  substance  is  supposed  to  be  due  to  the 
ease  with  which  it  breaks  up  into  fatty  acid  and  glycerin. 
Saponification  is  thus  facilitated  and  the  soap  formed  in  its 
turn  favors  the  digestion  of  the  other  fats  of  the  butter.  The 
digestion  of  the  fats  consists  partly  of  this  saponification, 
and  partly  of  their  conversion  into  an  emulsion.  Dr.  Clark 
performed  some  emuLsionizing  experiments  with  different 
fats,  and  the  pancreatic  juice,  which  is  the  chief  emulsion- 
izing  agent  of  the  digestive  liquids.  Next  to  cod  liver  oil, 
butter  gave  the  finest  emulsion  in  twelve  hotwrs;  while  oleo- 
margarin  still  had  many  large  globules  left  unchanged.  It 
is  fair  to  suppose  that  the  finer  the  emulsion  and  the  more 
quickly  it  is  made,  the  more  readily  the  fat  will  beresorbed  - 
assimilated  and  taken  into  the  circulation,  and  that   easy 
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saponification  will  also  favor  digestion.  Dr.  Clark  also 
proved  that  while  butter  melts  to  a  clear  limpid  liquid  in 
thirty-five  minutes,  at  100°  F.,  the  oleomargarin  was  but 
slightly  changed ;  even  after  five  hour^  the  latter  was  still 
only  in  a  semi-solid  condition  ;  this  property  of  oleo  butter 
is  certainly  not  favorable  to  its  digestion.  Thus  a  very  good 
case  is  made  out  by  Dr.  Clark,  to  the  effect  that  oleomar- 
garin is  in  all  probability  somewhat  less  digestible  than 
butter.  This  view  is  supported  by  the  results  obtained  by 
A.  Mayer  in  a  comparative  test  of  the  proportion  of  fat 
assimilated  by  a  man  and  a  boy,  using  butter  of  the  ordi- 
nary kind  for  three  days,  and  then  oleomargarin  for  the 
same  period ;  the  difference  was  slightly  in  favor  of  the 
butter;  but  so  slight  that  the  writer  considered  that  it 
might  be  neglected,  except  in  the  case  of  invalids  or  very 
young  children.  In  France,  the  first  opinion  of  medical  men 
in  1872  as  to  the  digestibility  of  oleomargarin  was  not  unfa- 
vorable, but  eight  years  later  it  was  pronounced  against  in  the 
Paris  Academy  of  Medicine,  the  statement  being  that  it  could 
not  replace  good  butter,  because,  on  account  of  the  higher 
percentage  of  fatty  acids  it  emulsionized  less  easily  and  was 
therefore  less  easily  absorbed  ;  but  I  can  find  no  account  of 
any  actual  digesting  experiments  in  support  of  this  conclu- 
sion, like  those  of  Mayer's  just  quoted,  and  which  are  of 
much  more  account  than  any  theorizing. 

The  question  of  the  occurrence  of  germs  of  disease  in 
oleomargarin  is  of  such  great  importance,  that  it  needs 
some  further  consideration.  The  possibility  of  their  occur- 
rence there  cannot  be  denied  ;  and  it  must  be  allowed  that 
the  heat  applied  in  any  stage  of  the  manufacture  of  the 
oleomargarin  is  not  sufficient  to  kill  these  germs  if  present. 
Dr.  Clark  gives  as  diseases  that  may  be  communicated  from 
animals  to  man,  consumption,  anthrax,  trichinosis,  tape 
worm,  glanders,  foot  and  mouth  disease,  cow  pox,  hydro- 
phobia, etc.;  the  etc.  implies  that  there  are  still  others; 
but  the  list  is  fearful  enough  as  it  is.  Now,  what  evidence 
is  there  that  any  of  these  disease  germs  are  in  oleomar- 
garin ?  Granted  that  they  may  be  there ;  but  have  they 
ever  been  found  there  by  reliable  observers?  Any  evidence 
Vol.  CXXXIV.  14 
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of  this,  sound  and  satisfactory,  would  be  the  most  damaging 
that  could  possibly  be  produced  against  this  food  product. 
The  observations,  quoted  in  an  earlier  part  of  the  lecture 
as  made  by  Piper  and  Nachtrieb,  utterly  lack  confirmation 
by  others ;  no  similar  observations  have  ever  been  reported 
since.  Dr.  Clark,  in  his  summary,  does  not  even  refer  to 
them.  It  may  therefore  safely  be  affirmed  that  there  is  no 
J  evidence  whatever  that  in  the  oleomargarin  of  later  years, 
from  1885  up  to  the  present  time,  any  germs  of  disease 
exist. 

But  good  evidence  of  the  communication  of  any  of  these 
diseases  to  man  by  the  use  of  oleomargarin  would  be  no  less 
fatal  to  this  food  product.  Members  of  Congress  assert 
that  its  consumption  **  Leads  to  insanity,  Bright's  disease 
and  ailments  that  undermine  the  strongest  constitution ;" 
that  "  It  is  freighted  with  disease,  freighted  with  death ; 
that  it  spreads  disease  and  death  throughout  the  country." 
Dr.  Clark,  above  quoted,  in  response  to  the  demand  for 
cases  of  illness  caused  by  oleomargarin,  can  only  say  that 
**  We  have  seen  many  cases  of  sickness,  much  of  it  dyspepsia, 
during  the  period  in  which  bogus  butter  was  so  freely  sold 
without  restriction,  for  which  we  have  been  unable  to 
assign  any  cause ;  this  cause  may  have  been  the  use  of  arti- 
ficial butter;  but  the  deceptive  manner  in  which  it  has 
been  handled  has  prevented  physicians  from  ascertaining 
its  effects;  consequently  we  must  judge  by  its  qualities." 
This  is  a  confession  that  up  to  that  time,  1886,  and  only 
shortly  after  a  time  when  it  was  claimed  that  20,ooo,cxx> 
pounds  per  annum  were  made,  and  mostly  used  in  New 
York  and  England,  no  case  of  disease  nor  any  general  specific 
form  of  disease  could  be  pointed  out  as  due  even  in  the 
most  indirect  manner  to  the  use  of  this  food  product.  A 
widely  quoted  statement  to  the  effect  that  the  physicians 
of  Chicago  attributed  the  epidemic  of  winter  cholera  to  the 
extended  use  of  butterin  in  that  city,  into  the  composition 
of  which  lard  entered  largely,  may  be  taken  for  what  it  is 
worth,  as  an  exception  to  this  statement  of  mine.  I  cannot 
verify  or  dispute  it. 

The  chairman  of  the  New  York  Legislative  Committee, 
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from  which  emanated  the  present  stringent  prohibitory  law 
of  that  State,  in  his  report  on  the  committee's  investiga- 
tions, could  only  say  in  reference  to  the  wholesomeness  of 
oleomargarin,  that  sickness  of  various  kinds  may  result 
from  its  use,  communicated  by  the  germs  of  disease  that 
have  been  found  in  samples  of  it;  but  nowhere  in  the 
report  of  the  committee  is  any  evidence  adduced  of  the 
occurrence  of  these  germs.  Even  a  single  case  of  disease 
unmistakably  attributable  to  oleomargarin  would  have  been 
invaluable  in  promoting  the  passage  of  the  desired  law ; 
but  he  could  not  produce  it;  and  in  another  place  in  the 
report  he  frankly  allows  that  "  There  is  evidence  on  both 
sides  as  to  its  wholesomeness  ;  time  and  further  investiga- 
tion may  be  needed  in  order  to  establish  a  satisfactory 
solution  of  the  question  of  trichinae,  animalcules  or  germs 
of  disease  in  raw  animal  fats  and  their  tissues.  Meanwhile, 
however,  there  is  well-grounded  suspicion  of  them."  Time 
there  has  been,  years  of  it,  since  that  report  was  made 
public.  The  prohibitory  law  was  passed;  but  no  further 
investigation  has  been  reported  on  the  trichinae  and  germ 
question  ;  and  the  danger  of  disease  from  this  cause  must 
be  regarded  as  unproven. 

An  interesting  incident  bearing  on  this  matter  has  very 
recently  come  to  my  knowledge.  At  an  asylum  for  blind 
children,  in  Louisville,  Ky.,  where  good  butter  had  been 
supplied,  good  oleomargarin  butter  was  substituted.  No 
notice  was  given  of  the  change,  and  even  if  the  appearance 
of  the  substitute  would  have  betrayed  it,  the  blind  children 
could  not  have  seen  it.  There  was  no  evidence  that  they 
were  in  any  way  conscious  of  the  change ;  but  it  was 
observed  that  they  gradually  ate  less  and  less  of  the  new 
butter  and  finally  they  declined  it  altogether.  No  bad 
effect  on  their  health  could  be  discerned.  They  made  no 
complaint  in  answer  to  the  inquiry  as  to  the  reason  for  not 
eating  the  butter  other  than  that  they  did  not  care  for  it. 
It  was  as  if  it  did  not  adapt  itself  to  any  need  of  the  system. 
This  certainly  must  be  allowed  to  count  against  the  com- 
plete fitness  of  oleomargarin  as  a  substitute  for  butter. 
Beyond  what  I  have  given  you  in  what  has  gone  before. 


Digitized  by 


Google 


204  Caldivell:  [j.  F.  I.. 

I  find  nothing  more  in  the  literature  of  this  subject  for  the 
past  twenty  years  that  relates  to  the  question  of  the  danger 
to  health  in  the  use  of  oleomargarin,  except  numerous 
statements  by  scientific  men  of  eminence  in  this  and  other 
countries.  Morton,  President  of  Stevens  Institute ;  Chand- 
ler, of  Columbia  College,  for  so  many  years  President  of  the 
New  York  City  Board  of  Health ;  Johnson  and  Brewer  of 
Yale,  both  well  known  by  farmers  throughout  the  country 
for  the  good  work  they  have  done  in  behalf  of  agriculture  ; 
Goessman,  now  and  for  many  years  past,  Director  of  the 
Massachusetts  Agricultural  Experiment  Station;  Atwater,^ 
of  Connecticut,  so  well  known  for  his  writings  on  food  pro- 
ducts ;  Armsby,  Director  of  the  Pennsylvania  Experiment 
Station;  Alvord,most  prominently  identified  with  the  inter- 
ests of  farmers  for  many  years,  and  now  Director  of  the  Marj-- 
land  Experiment  Station,  all  have  spoken  or  written  in  favor 
of  oleomargarin  as  a  food  product.  It  has  required  the  cour- 
age of  their  convictions  for  many  of  these  men  to  utter  their 
opinions  ;  and  they  have  in  many  cases  had  only  the  com* 
fort  of  a  clear  conscience  to  offset  the  abuse  of  the  agricul- 
tural press  that  has  been  heaped  upon  them.  Abroad,  I 
would  mention  particularly  Lyon  Pla)rfair,  one  of  the  most 
distinguished  chemists  and  sanitary  authorities  of  England. 
In  his  place  as  Member  of  Parliament,  he  spoke  in  a  very 
different  strain  from  that  indulged  in  by  some  of  our  Con- 
gressmen, when  he  said,  "  As  to  the  relative  wholesomeness 
of  oleomargarin  and  butter,  I  do  not  think  there  is  anything 
to  choose  between  them.  Certainly,  rancid  oleomargarin  is 
a  nasty  and  unwholesome  compound ;  but  not  any  more  sa 
than  nasty  and  rancid  butter,  which  abounds  in  so  many 
markets.  Both  are  unfit  for  human  food,  although  both 
may  be  purified  by  well-known  processes."  I  would  like  to 
quote  more  from  this  admiraWe  speech,  but  lack  of  time 
forbids. 

Finally,  allow  me  to  call  your  attention  to  the  remarkable 
absence  of  any  reference  to  this  food  product,  by  the  most 
active  and  efficient  State  Boards  of  Health  in  this  country. 
If  there  were  such  terrible  dangers  lurking  in  oleomargarin,. 
as  has  been  so  many  times  asserted,  surely  these  Boards  of 
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Health  have  seriously  failed  in  the  discharge  of  their  duty 
in  giving  so  little  attention  as  they  have  to  the  matter.  A 
careful  examination  of  the  files  of  such  reports  as  are  in 
our  University  library  fails  to  disclose  any  allusions  of  any 
importance  whatever  to  the  subject.  Some  of  these  States 
"have  prohibitory  laws,  and  their  reports  extend  back  from 
five  to  fifteen  years. 

The  whole  question  of  the  wholesomeness  of  oleo- 
margarin as  food  is  summed  up  in  my  own  mind  about  in 
this  wise:  When  properly  made  from  fresh  and  clean 
materials  it  differs  but  slightly  in  healthfulness  from  butter; 
and  this  difference  is  only  on  account  of  its  somewhat  less 
easy  digestibility  ;  that  dyspepsia,  which  has  been  attributed 
to  it,  is  likely  to  be  due  to  a  far  greater  extent  to  other 
causes  than  this,  even  among  those  who,  because  of  its 
cheapness  as  compared  with  butter,  would  be  likely  to  use 
it  largely ;  that  it  is  possible  that  it  may  be  made  from  such 
unsuitable  materials  that  it  will  contain  germs  of  disease, 
and  that  disease  might  thus  be  communicated  to  man ;  but 
that  there  is  no  positive  proof  that  it  is  now  made  of  such 
materials,  or  ever  has  been,  or  that  any  disease  has  ever 
been  communicated  to  man  by  its  use ;  but  that  the  possi- 
"bility  exists,  all  the  same,  and  the  only  way  to  make  it  of  no 
effect  is  by  careful  inspection  of  the  process  of  manufacture 
l3y  capable  oflScials. 

To  my  statement  that  probably  no  other  food  product 
lias  been  so  much  discussed  with  reference  to  its  wholesome- 
ness, I  may  also  add  that  none  has  been  so  much  specially 
legislated  upon  as  this.  Let  us  consider  what  is  the  present 
condition  of  this  legislation. 

New  York  being  a  great  dairy  State,  and  also,  in  the 
l^eginning,  the  great  centre  of  the  manufacture  of  oleo- 
margarin,  was  naturally  one  of  the  States  in  which  special 
legislation  began  earliest.  Two  enactments  in  1882  pro- 
hibited,  (i)  the  coloring  of  the  product  to  make  it  resemble 
butter,  or  the  sale  of  any  such  colored  product;  and 
(2)  required  that  all  packages  containing  any  such  imitation 
of  butter  or  cheese  be  plainly  labelled.  In  1884,  the  manu- 
facture  and  sale  of   such  imitation   were  forbidden  in  a 
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special  section  of  a  general  dairy  law.  This  was  pronounced 
unconstitutional  by  the  Court  of  Appeals;  but  another 
slightly  different  enactment  in  the  following  year  was 
allowed  to  stand.  The  constitutionality  of  this  final  enact- 
ment was  decided  on  this  ground  :  that  when  a  product  of 
manufacture  is  turned  out  so  closely  resembling  some  other 
product  of  which  the  manufacture  is  already  established, 
as  not  to  be  distinguishable  from  it  by  the  senses,  and  is 
made  for  sale  in  the  place  of  that  substance,  it  is  consti- 
tutional to  prohibit  the  manufacture  and  sale  of  it.  But  if 
it  is  turned  out  in  some  different  form,  as,  for  instance, 
uncolored,  then  its  manufacture  and  sale  cannot  be  pro- 
hibited,  except  on  plain  grounds  of  injury  to  the  health  of 
the  community.  At  the  close  of  1885,  Maine,  Michigan, 
Minnesota,  Missouri,  New  Jersey,  Pennsylvania  and  Wis- 
consin, besides  New  York,  had  laws  prohibiting  the  manu- 
facture and  sale  of  oleomargarin  or  any  kind  of  artificial 
butter  made  from  other  fats ;  and  New  Hampshire  had  a 
law  that  was  practically  prohibitory,  requiring  that  all 
such  imitation  of  butter  should  be  colored  pink.  Cali- 
fornia, Colorado,  Connecticut,  Delaware,  Ohio,  Oregon, 
Rhode  Island,  Tennessee,  Vermont  and  West  Virginia  had 
dimply  regulative  laws,  providing  that  the  substance  shall 
be  sold  under  its  own  name. 

At  the  close  of  the  year  ending  June  30,  1891,  Maryland 
had  been  added  to  the  list  of  prohibitory  States,  and 
Minnesota,  Vermont  and  West  Virginia  had  joined  com- 
pany with  New  Hampshire  in  requiring  the  pink  coloration 
of  the  artificial  butter,  while  New  Jersey,  Massachusetts, 
and  Ohio  prohibited  the  sale  of  it  only  if  colored  in  imita- 
tion of  butter.  Of  the  other  States,  Arkansas,  Kentucky, 
North  Carolina,  Tennessee,  Utah  and  Washington  had  no 
enactments  in  regard  to  the  matter.  The  remainder  of  the 
States,  twenty-five  in  number,  merely  required  that  it  should 
be  sold  under  its  own  name  and  not  as  genuine  butter. 
Abroad  the  laws  are  all  regulative,  and  not  prohibitory. 

In  1886,  the  national  law  was  passed,  under  the  title  of 
**An  act  defining  butter,  also  imposing  a  tax  upon  and 
regulating  the  manufacture,  sale  and  importation  of  oleo- 
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margarin."  This  act  required  every  manufacturer  to  pay 
$600  for  a  license  fee ;  every  wholesale  dealer  not  a  manu- 
facturer, to  pay  a  license  fee  of  $480 :  and  every  retail  dealer 
selling  in  quantities  less  than  ten  pounds,  to  pay  a  fee  of 
$48 ;  and  that  every  pound  sold  shall  pay  a  tax  of  two  cents. 
It  was  first  attempted  to  make  this  ten  cents,  but  by  reduc- 
tion to  the  lower  figure,  the  enactment  was  saved  from 
being  practically  prohibitory.  President  Cleveland  approved 
the  measure  on  the  ground  that  Congress  is  justified  in 
making  oleomargarin  a  subject  of  internal  taxation  r  that 
Congress  may  clearly  levy  such  taxes  as  will  confer  inci- 
dental advantages  on  the  people ;  and  that  no  industry  is 
better  entitled  to  such  incidental  advantages  as  may  follow 
this  legislation  than  our  farming  interests;  and  that  the 
quality  of  the  article  will  come  under  more  strict  scrutiny 
so  that  only  a  good  and  clean  product  will  be  sold ;  and, 
finally,  the  product  will  be  sold  under  its  own  name  and 
fraud  and  imposition  will  thereby  be  suppressed. 

Recalling  to  mind  some  of  the  extravagant  statements 
in  Congress  in  support  of  this  measure,  or  especially  of  the 
ten-cent  clause  of  it,  the  comment  on  it  as  passed  by  a 
prominent  agricultural  paper  is  appropriate:  "  That  if  oleo 
is  as  bad  as  it  has  been  painted,  the  new  law  will  make  the 
Government  a  party  to  the  crime  of  permitting  an  unwhole- 
some article  and  its  action  is,  therefore,  simply  and  purely 
a  compromise  with  the  devil.'*  I  wonder  how  many 
actiially  believed  that  it  was  as  bad  as  it  was  painted  ? 

What  has  been  the  motive  in  the  passage  of  the  sundry 
enactments  concerning  oleomargarin  ?  Was  it  for  the  pre- 
servation of  the  public  health,  or  for  the  preservation  of 
another  industry?  The  speech  of  the  chairman  of  the  com- 
mittee, above  referred  to,  in  which  the  passage  of  a  restric- 
tive bill  was  asked  for,  covered  twenty-eight  pages  of  print 
of  which  only  four  refer  to  the  public  health.  The  great 
burden  of  the  speech  is  the  harm  that  is  being  done  to  the 
dairy  interest  by  the  secret  trade  in  oleomargarin.  Such 
statements  as  these  are  prominent.  "  A  great  and  important 
industry  of  this  commonwealth,  and  of  the  nation  of  which 
we  are  a  part,  is  imperilled.     The  industry  imperilled  is  th 
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American  dairy/*  "  The  dairy  to-day  lies  prostrate  at  the 
feet  of  this  new  butter  king."  Over  against  all  this  and 
more  on  this  phase  of  the  question,  all  that  was  said  in  the 
speech  concerning  the  question  of  wholesomeness,  was 
uncertain  in  tone,  and  wisely  so,  since  so  little  proof  could 
be  adduced  of  the  danger  to  health  by  its  consumption. 

In  1884,  when  the  prohibitory  bill  was  before  the  Senate, 
the  burden  of  the  argument  for  it  was  again  the  pecuniary 
loss  caused  to  the  dairy,  of  from  $5,000,000  to  $10,000,000 
per  annum;  the  sanitary  side  of  the  question  was  just 
touched  upon,  reference  being  specially  made  to  the  use  of 
nitric  acid  in  the  rendering  of  the  lard,  which  chemical, 
it  was  said,  is  a  poison ;  but  the  committee  could  only  state 
in  general  terms,  an  opinion  that  the  oleomargarin  is  likely 
to  be  unwholesome. 

In  reference  to  the  prohibitory  law  of  Pennsylvania,  the 
Supreme  Court  affirmed  its  constitutionality,  saying  that 
**  The  manufacture  and  keeping  of  an  article  may  alike  be 
prohibited  by  the  legislature,  if  in  their  judgment  the  pro- 
tection of  the  public  from  injury  and  fraud  requires  it." 
"  The  fact  that  the  prohibited  article  may  be  innocuous  is 
irrelevant ;  the  sale  of  a  mixture  of  pure  water  and  milk 
has  been  prohibited."  Here  again  the  question  of  the  pub- 
lic health  is  not  taken  into  account.  Of  the  same  character 
was  the  decision  of  the  Missouri  Court  of  Appeals,  on  the 
constitutionality  of  the  prohibitory  law  there  :  nothing  was 
said  about  the  public  health.  In  the  case  of  the  almost 
frantic  appeals  sent  out  from  Washington  at  the  time  that 
the  practically  prohibitory  bill  with  the  ten-cent  clause  was 
pending,  it  was  the  farmers  of  the  country  who  were  called 
upon  to  work  upon  their  representatives  directly,  and  upon 
the  Senate  through  their  respective  legislatures,  to  secure 
the  sufficient  support  of  the  bill  in  Congress. 

So  I  might  go  on,  adducing  other  evidence  in  support  of 
my  contention  that  the  consideration  of  the  public  health 
has  had  very  little  weight  in  the  minds  of  the  ardent  advo- 
cates of  these  prohibitory  laws,  or  of  any  other  legislation 
on  oleomargarin,  and  that  the  money  question  was  the  real 
one  at  issue.     Not  a  few  protests  have  appeared  from  time 
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to  time  against  such  prescriptive  legislation,  even  in  the 
agricultural  press.  One  of  the  most  prominent  dairy  writers 
in  the  country,  writing  before  the  passage  of  these  laws, 
said  **  There  is  no  law  and  there  can  be  no  law  to  prevent 
its  sale  for  what  it  is."  Another,  who,  while  he  lived 
was  esteemed  as  among  the  highest  authorities  in  the 
country  on  dairying,  when  asked  if  the  manufacture  of 
oleomargarin  should  be  prohibited  by  law,  answered :  **  By 
no  means.  Its  manufacture  is  as  legitimate  as  that  of 
butter.  Its  manufacture  is  actually  a  blessing.  On  the 
one  hand  it  is  suppressing  the  lower  grades  of  butter ;  and 
on  the  other  hand,  it  makes  the  finer  brands  of  creamery 
butter  more  sought  after.  There  is  nothing  for  the  dairy- 
men to  fear  in  it.  Their  safety  can  be  insured  by  improving 
their  butter  product.** 

What  has  been  the  effect  of  this  stringent  legislation  on 
the  extent  to  which  the  product  is  manufactured,  on  its 
quality,  and  on  the  interests  of  the  class  of  producers  for 
whose  benefit  the  laws  have  been  enacted  ?  It  would  natu- 
rally be  expected  that  the  first  eflfect  would  be  one  of 
marked  depression  in  the  quantity  made  in  some  States, 
and  of  increase  in  others  where  no  laws  were  made.  It  was 
stated  in  the  New  York  Legislature  by  the  chairman  of  the 
committee  already  many  times  referred  to,  that  in  1 888, 20,000- 
000  pounds  were  made  in  that  State  alone.  This  estimate  is 
confessedly  to  a  large  extent  guesswork.  As  to  the  total 
production  in  the  country  at  any  time  previous  to  the  pass- 
age of  the  national  law,  there  appear  to  be  no  reliable  data. 
It  was  wildly  stated  to  be  200,000,000  pounds ;  it  was  admitted 
by  those  not  interested  in  making  the  estimate  excessively 
high,  that  the  amount  may  have  been  half  as  great.  For 
the  fiscal  year  ending  June  30,  1886,  it  was  estimated  on  the 
basis  of  data  claimed  to  be  reasonably  sound  to  be  about 
33,000,000  pounds.  In  the  following  year  it  was  nearly 
35,000,000  pounds;  in  the  next  year,  35,664,000  pounds. 
During  the  year  ending  June  30,  1891,  44,000,000  pounds 
were  produced;  and  the  great  manufacturers.  Armour  & 
Co,,  of  Chicago,  predict  a  still  larger  output  for  the  year 
ending  June  30,  1892. 
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It  is  interesting  to  see  where  the  manufacturers  are,  and 
also  where  the  oleomargarin  is  consumed,  the  location  of 
the  retail  dealers  giving  us  very  reliable  information  as  to 
this  last  point.  Concerning  all  of  1  hese  matters  the  reports  of 
the  Commissioner  of  Internal  Revenue  furnish  sufficient 
data.  In  1889,  there  were  twenty- three  manufacturers,  dis- 
tributed as  follows  :  Colorado,  i ;  Connecticut,  6  ;  Illinois, 
7 ;  Indiana,  i  ;  Kansas,  2 ;  Maryland,  i  ;  Massachusetts,  i  ; 
Ohio,  2  ;  Pennsylvania,  2 ;  the  last-mentioned  notwithstand- 
ing her  prohibitory  law.  The  other  part  of  the  story,  about 
where  it  was  eaten,  is  somewhat  startling.  Of  the  whole 
number  of  States,  only  eleven  were  not  mentioned  in  the 
list  of  those  having  retail  dealers  within  their  borders.  Of 
these  eleven  only  three — Delaware,  Maine  and  Minnesota 
— had  prohibitory  laws.  As  to  the  rest,  beginning  with  the 
State  having  the  largest  number  of  retail  dealers,  Illinois 
had  1,091  ;  Massachusetts,  460;  Connecticut,  424;  Michigan. 
387;  Ohio,  362;  Missouri,  258;  Pennsylvania,  157;  Ken- 
tucky, 116;  then  follow  the  other  States  with  numbers 
ranging  from  eighty-five  down  to  one.  Two  bold  firms  even 
dared  to  open  shops  for  the  sale  of  oleomargarin  in  my  own 
State,  in  1887,  another  was  added  in  1888,  and  all  three  were 
there  in  1889. 

But  what  shall  be  said  of  the  condition  of  the  matter  in 
some  of  the  other  States  with  prohibitory  laws  ?  Missouri 
was  the  first  to  have  such  a  law,  and  even  you  PhiladeU 
phians  had  in  that  year  twenty-five  dealers  in  your  very 
midst,  and  157  in  the  whole  State;  and  you  have  a  prohibi- 
tory law,  too,  that  your  courts  have  pronounced  constitu- 
tional. Michigan,  with  her  prohibitory  law,  also  had  387 
retailers  of  "  the  vile  stuif,"  as  our  Dairy  Commissioners  are 
accustomed  to  call  it ;  Wisconsin,  another  prohibitory^ 
vState,  had  85  dealers,  and  New  Jersey,  still  another^ 
had  75.  As  for  New  Hampshire,  her  47  retail  dealers 
who  have  been  in  operation  since  1887  had  probably 
learned  how  to  color  their  oleomargarin  butter  such  a 
delicate  pink  that  it  would  not  be  noticed  by  the  unsus- 
pecting boarder,  but  still  enough  to  comply  with  the  law.;  or 
do  they  come  out  in  bold  defiance  of  a  very  natural  preju- 
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dice  against  pink  butter,  and  color  it  deeper  than  ever 
the  brightest  carnation  showed. 

Another  interesting  feature  of  the  statistics  given  in  the 
Commissioners*  reports  is  the  steady  increase  in  the  total 
number  of  retail  dealers,  from  2,ji6  in  1887-88,  to  5,914  in 
1890-91.  In  Missouri,  the  number  increased  to  627,  or  more 
than  double  what  it  was  in  1889.  In  Pennsylvania,  the 
number  had  risen  to  1,100,  and  there  were,  besides,  2 
manufacturers  and  59  wholesale  dealers.  Only  four  States 
paid,  in  1890-91,  a  larger  share  of  the  revenue  on  oleo- 
margarin  collected  by  the  Government  than  did  Penn- 
sylvania ;  those  States  being  Connecticut,  Illinois,  Kansas 
and  Ohio ;  of  this  $46,000  was  paid  at  Pittsburgh. 

In  New  York  the  law  is  well  enforced  with  the  aid  of  a 
large  appropriation  and  many  officials.  All  the  usual  chan- 
nels by  which  this  oleomargarin  is  liable  to  enter  the  State 
are  carefully  watched  and  a  few  convictions  are  made  each 
year.  One  of  the  discoveries  thus  made  in  1890  was  on  a 
small  island  in  Long  Island  Sound,  where  **  the  vile  stuff  " 
was  found  in  a  room  used  mostly  for  storage  of  rubbish — 
300  pounds  of  it  packed  in  the  bottom  of  an  old  ice  chest, 
covered  several  layers  deep  with  potato  bags,  and  then  the 
box  itself  covered  with  bags  and  old  boxes.  The  proprietor 
was  arrested,  pleaded  guilty  and  was  fined  $100. 

These  figures  as  to  the  consumption  of  this  food  product 
in  the  country,  seem  to  indicate  that  there  was  not  a 
hearty  public  sentiment  behind  the  noisy  clamor  that  urged 
many  of  these  enactments  on  to  their  passage.  This  view 
of  the  matter  is  strengthened  by  the  fact  that  so  few  of  the 
more  influential  agricultural  papers,  and  of  the  best  writers 
for  these  papers  were  in  favor  of  prohibition ;  at  least  such 
was  the  case  in  my  own  State ;  and  it  is  only  reasonable  to 
suppose  that  they  voiced  the  feeling  of  the  majority  of  the 
farmers  for  whose  supposed  benefit  this  commotion  was 
raised.  What  the  best  part  of  the  press  and  the  most  intel- 
ligent part  of  the  farmers  wanted  was  simply  a  law  requir- 
ing that  these  oleomargarin  productions  should  be  sold 
under  their  proper  names ;  that  there  should  be  no  cheating 
or  deception,  but  that  everything  about  this  new  business 
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should  be  open  and  above  board.  Then  they  would  have 
nothing  to  fear  from  it. 

As  to  the  quality  of  the  product  now,  as  compared  with 
what  it  was  in  the  first  years,  such  a  comparison  cannot  be 
made  with  any  degree  of  satisfaction,  since  we  have  so  few 
reliable  data,  based  on  official  inspection  of  the  manrfacture 
or  of  the  product.  President  Cleveland  gave  this  as  one 
reason  for  his  approval  of  the  national  law,  that  the  quality 
of  the  article  will  come  under  more  strict  scrutiny,  so  that 
only  a  good  and  clean  product  will  be  sold.  But  it  cannot 
be  said  that  this  hope  is  justified.  In  the  first  report  of  the 
Commissioner  under  the  new  law,  the  inspectors  in  some 
cases  stated  that  they  had  examined  into  the  character  of 
the  materials  used  at  the  factory,  and  they  found  everything 
as  it  should  be.  But  since  that  time  I  find  no  evidence  in 
any  of  the  reports  that  any  attention  is  given  to  this  matter 
by  these  inspectors. 

As  to  the  eifect  of  the  legislation  on  oleomargarin  on  the 
the  butter  product,  it  is  also  very  difficult  to  reach  any 
satisfactory  conclusion.  Many  assertions  have  been  made 
as  to  the  depression  in  prices  of  butter  caused  by  the  intro- 
duction of  oleomargarin,  and  vice  versa  ;  but  there  are  very 
few  carefully  prepared  figures  in  support  of  this  assertion. 
On  the  other  hand,  in  1882,  a  comparison  was  made  between 
the  prices  of  butter  in  January  and  July,  for  the  five  years 
from  1857  to  1 86 1,  inclusive,  before  the  war,  with  those  of 
the  corresponding  months  of  1877  to  1881,  inclusive,  when 
oleomargarin  was  actively  made  and  sold;  the  average 
price  was  three  cents  a  pound  higher  in  the  latter  period 
for  the  best  butter;  and  in  the  last  two  years  of  each 
period,  it  was  seven  to  eight  cents  higher,  with  oleo 
sold  under  very  little  restriction.  This  statement  was  pub- 
lished  in  that  stanch  agricultural  paper,  the  Rural  New 
Yorker,  and  commented  upon  as  indicating  little  benefit  to 
dairymen  from  the  prohibitory  law.  Elgin,  111.,  is  claimed 
to  be  the  headquarters  of  the  finest  creamery  butter,  selling 
at  forty  to  sixty  cents  a  pound  to  the  consumer.  In  Janu- 
ary and  February,  1886,  the  wholesale  price  of  butter  at  the 
factory  was  nearly  two  to  five  cents  a  pound  higher  than  it 
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was  in  January  and  February,  1887;  that  is,  a  few  months 
after  the  law  went  into  eflfect,  butter  fell  in  price  instead  of 
rising,  much  to  the  chagrin  of  some  speculators  who  bought 
largely  for  a  rise. 

The  New  York  Dairy  Commissioner,  in  his  report  for  1887, 
claims  that  the  enforcement  of  the  law  in  that  State  has 
encouraged  dairymen  to  feed  better,  and  produce  a  larger 
amount  of  butter,  for  which  a  higher  wholesale  price  has 
been  paid,  while  consumers  have  had  to  pay  but  little  if 
any  more,  and  from  his  figures  he  estimates  that  the  net 
gain  to  the  dairy  producers  in  the  United  States  during  the 
two  years  ending  November  30,  1887,  was  $40,000,000. 

These  and  other  statements  indicating  large  gains  for 
the  dairy  industry  by  the  suppression  or  restriction  of  the 
manufacture  of  oleomargarin,  do  not  seem  to  be  borne  out 
by  the  following  table,  taken  mostly  from  the  report  of  the 
Commissioner  above-mentioned  for  1889,  representing  the 
receipts  and  value  of  butter  handled  in  New  York  City  for 
nine  years : 


Year. 


i88z-a 
i88a-3 
1883-4 
1884-5 
1885-^ 
1886-7 
S887-8 
1888-9 
1889-90 


Total  Amount. 

Total  Value. 

Price  Realized. 

pounds. 

cents  per  pounds 

79.864,840 

583,0*5,295 

29 

9o,547.9»o 

22,627,579 

24 

88.117,170 

20,342,372 

23+ 

93.566,850 

19,502  977 

21— 

93,701,520 

20,925,537 

22+ 

93.7«a.48o 

21,357.988 

23— 

95,242.360 

22,065,219 

23+ 

108,477,260 

23.386,456 

21-5 

97,655,160 

18,109,142 

Its 



-  -  - 

—      -                         _    — 

The  net  gain  to  producers  whose  butter  was  handled  in 
New  York  City  in  the  two  years  ending  November  30,  1887, 
was  $1,859,011 ;  whether  it  is  safe  to  estimate  from  this  that 
the  gain  over  the  whole  country  for  that  period  was  $40,000,- 
000  I  leave  for  others  to  judge.  The  heavy  fall  in  the  prices 
realized  for  butter  in  the  last  two  years  of  the  seven,  shows 
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that  other  causes  affect  this  price  besides  competition  with 
oleomargarin ;  the  unsoundness  of  conclusions  based  on 
one  set  of  statistics  alone  of  the  trade  in  one  city  should 
also  be  taken  into  account. 

But  the  butter  industry  is  threatened  in  other  ways.  A 
German  chemist  has  found  means  to  purify  fat  obtained 
from  some  tropical  plants  in  such  a  way  that  it  will  keep 
well  and  can  be  made  into  an  imitation  of  butter.  A  com- 
pany has  been  formed  in  the  Netherlands  for  the  manufac- 
ture of  this  butter;  and  the  editor  of  a  prominent  journal 
established  for  the  purpose  of  exposing  adulterations  of 
food,  called  for  the  preparations  of  several  articles  for  the 
table  with  this  butter— he  being  a  member  of  one  of  the 
juries  of  the  exposition  where  this  butter  was  shown.  The 
universal  judgment  was  that  it  was  excellent,  and  should 
bring  the  highest  price.  The  editor  of  the  paper  from 
which  this  is  taken,  says  that  one  must  keep  a  watchful  eye 
upon  this  new  industry  in  order  that  at  least  this  vegetable 
butter  cannot  be  used  for  the  adulteration  of  genuine 
butter. 

Further,  the  attention  of  the  Department  of  Agriculture 
has  very  recently  been  called  to  a  more  serious  mode  of 
adulterating  butter  than  by  the  use  of  either  oleomargarin 
or  the  vegetable  butter.  A  substance,  called  "gilt-edge 
butter  compound  "  was  received  indirectly  from  the  Planet 
Manufacturing  Company,  Wichita,  Kan.,  with. the  statement 
that  by  taking  equal  parts  by  weight  of  genuine  butter  and 
of  milk,  or  one  pint  of  fresh  milk  and  one  pint  of  butter, 
and  one  gramme  of  this  compound,  two  pounds  of  butter 
can  be  obtained.  The  process  consists  simply  in  making 
the  genuine  butter  first  somewhat  soft  and  pliable  by 
warming  and  working  it  so  that  the  churn  dasher  will  go 
through  it,  and  then  churning  the  whole  together,  the  milk 
being  warmed  to  about  loo^  F.,  and  the  chum  scalded  so  as 
to  warm  that ;  then  salt  and  butter  color  are  added.  The 
direction  is  given  not  to  work  the  product,  but  to  put  it 
away  into  jars  in  a  cool  place  to  harden.  On  analysis  it 
was  found  that  the  genuine  butter  contained  about  sixteen 
per  cent,  of   water,  while   the   sample  of  the   counterfeit 
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Gutter  made  with  this  genuine  butter  and  with  milk  and 
the  gilt  edge  butter  compound,  contained  almost  fifty  per 
cent,  of  water.  It  was  learned  on  examination  that  this 
gilt-edge  butter  compound  contained  pepsin;  and  experi- 
ments that  were  made  showed  that  this  ferment  gives  to 
butter,  by  acting  as  an  emulsifying  agent,  the  property  of 
taking  up  much  additional  water  and  that  the  rennet  ferment 
will  act  in  the  same  way.  The  whole  process  is  a  very 
inexpensive  one  for  loading  the  genuine  butter  with  a  large 
additional  quantity  of  water. 

As  a  chemist,  it  may  be  expected  of  me  to  say  something 
about  the  means  of  detecting  oleomargarin  in  genuine  butter. 
A  complete  study  of  the  various  methods  for  this  detection 
occupies  many  lecture  hours  in  the  course  to  my  students  in 
chemical  analysis.  Very  brief  treatment  of  the  subject 
must,  therefore,  suffice  here.  It  was  shown  in  the  begin- 
ning of  my  lecture  that  the  change  in  the  properties  of  the 
fatty  acids  and  their  compounds,  as  we  pass  from  one  mem- 
ber of  the  series  to  another,  is  very  slight ;  and  that  it  is 
only  when  we  compare  members  of  the  series  that  are 
widely  apart  that  we  have  such  wide  differences  as  to  enable 
us  to  distinguish  or  separate  them  readily — diflferences  in  the 
melting  point,  solubility,  or  volatility.  The  fact  that  the 
fat  of  milk  contains  glycerides  of  two  groups  of  fatty  acids, 
thus  widely  enough  separated  from  each  other  to  give  us 
marked  diflferences  in  solubility  and  volatility,  comes  to  our 
aid  in  distinguishing  the  butter  from  nearly  all  other  fats, 
both  animal  and  vegetable  ;  it  is  the  one  quality  of  butter 
that  enables  us  to  make  use  of  chemical  analysis  in  the 
detection  of  the  adulteration  of  butter  with  other  fats. 
Butyric  acid  and  its  three  associates  in  butter  are  soluble  in 
water  and  can  be  distilled  without  decomposition ;  palmitic, 
stearic  and  oleic  acids  are  quite  insoluble  in  water,  and  are 
completely  broken  up  if  we  attempt  to  distil  them.  There- 
fore, we  have  only  to  get  the  fatty  acids  out  of  the  glycer- 
ides by  saponification  and  decomposition  of  the  soap  by  a 
mineral  acid,  treat  this  mixture  of  the  fatty  acids  with  boil- 
ing  water,  and  separate  the  soluble  pan  from  the  insoluble 
by  filtration,  and  dry  and  weigh  what  is  on  the  filter.     The 
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highest  per  cent,  of  these  insoluble  acids  that  is  allowed  to 
exist  in  genuine  butter  fats,  on  the  basis  of  a  large  number 
of  determinations  that  have  been  made,  is  ninety ;  in  oleo 
oil,  tallow,  lard,  cotton-seed  oil,  we  have  from  ninety-three 
per  cent,  and  upwards.  When  butyric  acid  and  its  asso- 
ciates are  separated  out  by  distillation  in  the  manner 
already  explained,  we  can  estimate  their  amount  by  measur- 
ing the  acidity  in  the  distillate  collected  ;  this  measurement 
being  now  always  expressed  in  the  number  of  cubic  centi- 
metres of  a  one-fifth  normal  solution  of  sodium  hydroxide 
that  is  required  to  neutralize  the  volatile  acids  obtained 
from  two  and  one-half  or  from  five  cubic  centimetres  of 
butter  fat.  This  number,  which  we  may  call  the  Reichert 
number,  after  the  name  of  the  chemist  who  discovered  the 
method,  ranges  for  genuine  butter  from  ten  upwards  for  two 
and  one-half  grammes  of  butter  fat,  or  twenty  upwards  for 
five  grammes  of  fat.  The  highest  number  for  oleo  oil, 
lard  or  tallow  is  less  than  one,  and  for  cotton-seed  oil  and 
cocoanut  oil  seven. 

By  these  means  there  is  not  the  slightest  difficulty  in 
distinguishing  pure  butter  from  pure  oleo  oil,  or  the  other 
preparations  of  a  similar  character;  nor  is  it  difficult  to 
distinguish  butter  adulterated  with,  perhaps,  fifty  per  cent, 
of  oleo  oil  and  upwards,  but  the  results  are  not  sufficiently 
positive  for  adulteration  with  lower  amounts.  Furthermore 
since  some  animal  oils  that  can  be  procured  in  quantity 
have  been  found  to  contain  so  large  a  proportion  of  these 
glycerides  yielding  volatile  fatty  acids,  that  by  the  addition 
of  them  to  oleo  oil,  the  Reichert  number  can  be  brought  up 
to  that  for  genuine  butter,  with  little  difficulty,  our  depend- 
ence on  either  of  these  two  methods  for  detecting  the 
adulteration  may  yet  be  made  very  insecure.  For  instance, 
porpoise  jaw  oil  has  been  found  to  yield  a  fatty  acid  mixture 
by  saponification,  and  so  on,  of  which  the  Reichert  number 
ranges  from  forty-six  to  sixty-six;  it  needs  only  that  this 
oil  shall  be  so  refined  as  to  deprive  it  of  its  fishy  taste  and 
odor,  in  order  that  it  may  be  used  to  put  chemists  entirely 
off  the  scent,  in  the  use  of  their  analytical  methods  for  the 
detection  of  adulteration  with  oleomargarin. 
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A  multitude  of  simple  tests  have  been  proposed  from 
time  to  time,  and  of  such  a  very  simple  character  that  any 
one  can  make  them  with  the  simplest  of  appliances;  but 
they  have  little  value,  being  usually  quite  unreliable,  and 
no  conviction  could  ever  be  based  on  any  one  of  them,  or 
on  all  of  them  combined.  One  of  these,  simple  in  execu- 
tion,  though  not  in  appliances,  since  it  requires  the  use  of 
a  good  microscope,  depends  on  the  fact  that  when  a  fat 
solidifies  from  a  state  of  fusion,  crystals  are  formed  which, 
viewed  by  polarized  light  under  the  microscope,  show  a 
distinct  play  of  colors  or  other  very  characteristic  appear- 
ances. The  process  of  manufacture  of  oleo  oil  in  any  of  its 
forms  involves  in  all  cases  the  melting  of  the  fat.  Butter, 
unless  exposed  to  unusual  heat  is  never  melted ;  hence, 
normal  butter  will  never  present  this  phenomenon  under 
the  microscope  with  polarized  light,  while  any  fat  refined 
by  the  application  of  heat,  at  any  time  during  the  process 
of  its  manufacture  into  imitation  butter,  will  always  show 
it.  This  simple  method  has  been  severely  criticised  ;  for  it 
has  been  shown  that  under  some  rarely  occurring  circum- 
stances oleomargarin  may  possibly  not  exhibit  the  phe- 
nomenon, and  that  butter  although  perfectly  genuine  may 
have  been  sometime  just  enough  warmed  to  be  partially 
melted,  and  then  it  will  exhibit  the  phenomenon  described. 
Nevertheless  this  test  can  be  and  is  used  by  the  inspectors 
of  the  Internal  Revenue  Bureau,  specially  adapted  micro- 
scopes being  supplied  to  them;  but  it  serves  only  to  indicate 
suspicious  cases ;  a  sample  thus  indicated  as  suspicious  is 
subjected  to  analysis  before  any  action  is  taken  concerning  it. 

To  sum  up  what  appears  to  me  the  fair  position  in  regard 
to  oleomargarin :  It  is  a  food  product  unquestionably.  No 
legislatix)n  can  rule  it  out  of  the  list  of  food  products. 
Taken  into  the  system  it  follows  the  same  course  that 
butter  does,  is  changed  in  the  same  way,  if  not  perhaps 
quite  so  completely ;  is  taken  into  the  circulation,  and  then 
serves  precisely  the  same  purpose  that  butter  does.  When 
properly  made  from  proper  materials  it  is  entirely  harmless, 
except  possibly  when  consumed  as  freely  as  butter  would  be 
by  persons  with  weak  digestive  powers. 
Vol.  CXXXIV.  15 
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While  it  is  claimed  by  manufacturers  that  a  good  arti- 
ficial butter  cannot  be  made,  if  fats  are  used  that  are  not 
clean  and  wholesome  at  the  start,  it  may  not  be  that  this  is 
fully  established.  But  on  the  other  hand,  it  must  be  granted 
that  there  is  no  evidence  that  any  community  in  which  arti- 
ficial butter  has  been  used,  even  freely  and  without  any 
official  inspection  or  restriction,  has  been  any  the  worse  for 
its  use  in  respect  of  health,  either  individually  or  collectively. 
These  being  the  facts  in  the  case  it  is  not  surprising  that 
many  regard  as  unjust  any  legislation  that  prohibits  the 
manufacture  or  sale  of  this  substance,  whether  directly,  or 
by  such  ridiculous  subterfuges  as  require  it  to  be  colored 
pink  or  any  other  abnormal  color;  the  chief  motive,  nay 
almost  the  only  real  motive  for  this  legislation  being  that 
of  attempting  to  save  another  industry,  working  along  the 
same  line,  from  pecuniary  damage. 

On  the  other  hand,  oleomargarin  is  not  butter;  and  it  is 
wrong  to  sell  it  as  butter,  no  matter  how  good  the  imitation 
may  be.  Probably  its  manufacturers  and  dealers  have 
brought  all  this  trouble  on  themselves  in  the  way  of  pro- 
hibitive legislation,  by  their  attempts  to  sell  it  as  butter;  if 
from  the  first  it  had  been  sold  under  its  own  name,  I  very 
much  doubt  whether  any  prohibitory  law  would  have  been 
enacted  in  any  State.  All  over  the  civilized  world,  general 
or  special  laws  exist,  prohibiting  the  selling  of  anything  for 
what  it  is  not ;  no  one  denies  the  need  or  equity  of  these 
laws;  their  purpose  is  to  protect  honesty  against  dis- 
honesty, and  to  give  every  honest  man  a  fair  chance,  whether 
he  be  a  seller  or  a  buyer.  When  a  man  sells  oleomargarin 
as  butter  he  is  violating  these  laws ;  and  in  proportion  to 
the  ease  with  which  the  imitation  can  be  palmed  off  for  what 
it  is  not,  and  in  proportion  to  the  value  of  other  industries 
that  are  injured  by  such  deceit,  should  be  the  efficiency  of 
the  means  for  the  detection  of  the  fraud  and  the  severity 
of  the  penalties  imposed  upon  it ;  so  that  the  producer  of 
the  genuine  article  shall  not  need  to  go  far  out  of  his  way 
for  the  means  of  defence.  Therefore,  laws  requiring  that 
oleomargarin  shall  be  sold  for  what  it  is  are  just  laws,  I  care 
not  how  stringent  they  may  be. 
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Furthermore,  there  is  work  for  Boards  of  Health  in 
connection  with  the  trade  in  this  food  product  wherever  it 
is  permitted ;  especially  should  its  manufacture  be  watched. 
This  needs  to  be  done  at  least  till  it  has  been  fully  estab- 
lished that  only  clean  fats  from  animals  killed  in  health  can 
be  used  for  its  manufacture.  The  large  license  fee  required 
of  manufacturers  throws  the  manufacture  into  compara- 
tively few  hands,  and  such  inspection  is  thus  rendered 
comparatively  easy. 

Under  such  restrictions  it  seems  to  me  that  the  trade  in 
this  article  might  safely  be  left  to  itself,  and  that  it  might 
be  a  blessing  to  the  community  as  a  whole,  in  supplying  at 
low  prices  a  savory  substitute  for  butter,  far  better  in  qual- 
ity than  most  of  that  which  the  poorer  classes  have  to  eat, 
if  they  can  get  only  genuine  butter ;  and  for  those  who 
can  afford  to  pay  for  good  butter,  the  opportunity  to  get  it 
will  be  better,  for  dairymen  will  be  obliged  to  make  good 
butter  if  they  make  it  at  all. 


PRECISION    IN     THE    USE    OF    THE     TUNING-FORK 
CHRONOGRAPH. 


By  Walter  L.  Webb,  C.E. 

During  the  course  of  some  recent  experiments  (in  the 
laboratory  of  the  College  of  Civil  Engineering  at  Cornell 
University),  in  which  it  was  necessary  to  determine  very 
precisely  an  interval  of  time  of  about  072  seconds,  an 
ordinary  tuning-fork  chronograph  was  at  first  used,  with  a 
cylinder  of  smoked  paper  and  a  tuning-fork  vibrating 
(approximately)  100  times  per  second.  The  cylinder  was 
turned  about  one-fourth  inch  for  each  vibration*  The 
fraction  of  a  vibration  at  each  end  of  the  interval  was  then 
estimated  as  nearly  as  possible  to  tenths  of  a  vibration,  and 
this  gave  the  total  time  with  an  error  perhaps  not  more 
than  "002  second.  But  even  this  error  was  inadmissible 
for  the  purposes  of  the  experiment.  Moreover,  the  smoked 
paper  was  untidy  and  inconvenient,  and  the  tracings  of  the 
stylus  were  sometimes  spoiled  by  accidental  rubbing,  even 
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in  spite  of  great  care  in  handling.  And  so  another  method 
was  devised  which  gave  on  one  set  of  six  observations  a 
probable  error  for  the  mean,  deduced  by  least  squares,  of 
•000088  second.  And  this  did  not  require  a  larger  or  more 
costly  chronograph.  It  needed  but  a  few  changes,  made  by 
the  writer,  in  the  ordinary  chronograph  that  had  been 
previously  used.  The  first  change  was  the  substitution  of 
white  paper  for  smoked  paper,  and  of  pens  for  the  styluses. 
The  paper  used  was  very  smooth  and  white,  but  with  no 
glaze,  which  enabled  it  to  take  ink  freely.  With  a  slow 
motion  of  the  pen  it  takes  ink  too  freely ;  the  rapid  motion 
here  used  being  just  right.  The  pens  were  made  of  very 
thin  sheet  brass  rolled  into  conical  tubes :  the  marking  ends 
were  filed  until  they  would  make  a  fine  mark  on  the  paper. 
The  cones  would  hold  more  than  enough  ink  for  a  single 
observation,  and  the  tubular  form  prevented  the  spattering 
that  would  inevitably  have  occurred  with  an  open  pen, 
vibrating  100  times  per  second,  with  an  amplitude  of,  per- 
haps, one-fourth  inch,  and  containing  enough  ink  for  a  line 
several  feet  long.  Using  ink  rather  than  smoked  paper,  the 
paper  could  be  handled  freely  without  injury.  And  that 
made  more  easily  possible  the  other  change  of  method, 
viz  :  the  determination  of  the  fractions  of  vibrations  at  each 
-end  of  the  interval  by  means  of  the  microscopes  and  screw 
of  a  dividing  engine. 

The  absolute  equality  of  the  intervals  of  time  for  the 
different  observations  depended  on  the  time  required  for  a 
small  body  to  drop  a  fixed  height  through  a  vertical  shaft 
about  nine  feet  high,  made  sufficiently  air-tight  to  avoid 
the  effect  of  outside  currents  of  air,  and  in  which  the 
pressure,  temperature  and  moisture  were  carefully  deter- 
mined. The  beginning  and  end  of  the  interval  were  6otA 
indicated  by  the  breaking  of  an  electric  circuit  and  by 
precisely  the  same  motion  of  the  recording  armature.  Any 
irregularity  in  the  action  of  the  armature  would  probably 
happen  at  the  end  as  well  as  at  the  beginning  of  the 
interval,  but  if  there  actually  was  any  difference,  it  was 
instantly  discernible  by  the  comparative  forms  of  the 
curves  described  by  the  pen  of  the  recording  armature  as 
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it  flew  back  on  the  releasing  of  the  current.  The  time 
required  for  the  armature  to  fly  back  was  generally  about 
•005  second.  Every  precaution  was  taken  to  make  every 
circumstance,  affecting  the  recording  of  the  beginning  of 
an  interval,  have  an  equal  weight  and  influence  in  the 
recording  of  the  end  of  that  interval,  so  that  all  errors  were 
either  eliminated  altogether  or  made  mutually  compen- 
sating. 

In  the  accompanying  specimen  of  the  actual  work  done 
by  this  process,  the  right  hand  line  is  the  line  drawn  by 
the  pen  on  the  recording  armature ;  where  it  is 
crossed  by  c  d  is  the  tangent  point  of  the  curve 
immediately  below  it,  and  shows  when  the  cur- 
rent  was  broken  and  when  the  armature  began 
to  fly  back.  The  paper  was  placed  on  the  car- 
riage of  the  dividing  engine,  so  that  the  line 
made  by  the  recording  armature  was  parallel  to 
the  line  of  motion  of  the  carriage.  The  micro- 
scope on  the  dividing  engine  magnifies  about 
twenty-four  diameters.  That  would  cause  the 
distance  from  line  a  d  to  line  e  f  to  appear  as 
about  six  inches.  Thus  it  was  very  easy  to 
move  the  carriage  until  the  middle  cross  hair  in 
the  microscope  was  directly  over  the  crest  of  the 
wave  as  at  a  b.  The  reading  of  the  screw  was 
then  taken.  By  moving  the  carriage  until  the 
tangent  point  (on  c  d)  and  the  next  wave  crest 
(on  e  f)  were  successively  under  the  cross  hair 
of  the  microscope,  the  ratio  of  the  differences  of 
the  readings  easily  gave  the  value  of  the  partial  vibration. 
The  screw  pitch  is  one  millimetre,  and  there  are  200  divi- 
sions on  the  circumference  of  the  wheel  attached  to  the 
screw.  This  gives  about  1,250  divisions  for  a  wave  length 
of  one-fourth  inch,  and  so  it  need  not  be  considered  an 
unwarranted  refinement  to  compute  the  ratio  to  the  nearest 
hundredth.     For  example : 

C  119,   458,    1460,   ....    -25     ...     0-25 

<  ....     72-45 

(  158,   859,    115s 70     ...  7270 
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This  is  computed  as  follows : 

458 —1 19    ^      339     ^ 
1460  —  119  1341  -^ 

and  similarly  for  the  other  fraction  of  a  vibration. 

If,  under  the  microscope,  there  seemed  to  be  any 
uncertainty  as  to  the  exact  position  of  the  tangent  point 
(on  c  d)  or  of  the  wave  crests,  the  observation  was  either 
rejected  altogether  or  was  weighted  according  to  judgment. 
But,  as  shown  below,  an  observation  weighted  low  has  not 
in  general  the  greatest  variation  from  the  accepted  mean 
of  the  series. 

The  values  obtained  on  a  series  of  twelve  observations 
were  72-53,  72-59,  72-57,  72-53,  72-35,  72-44,  72-41,  72-57,  72-48, 
72*31,  72-56,  72-50.  The  first  and  ninth  were  given  a  weight 
of  1  on  account  of  uncertainties  in  their  determination, 
and  all  the  others  a  weight  of  2,  but  the  ninth  very  nearly 
equals  the  finally  accepted  mean,  and  the  first  has  not  as 
much  variation  as  many  others.  The  mean  thus  computed 
is  72*487  vibrations.  The  rating  of  the  fork  was  determined 
by  means  of  a  series  of  observations  with  a  standard  clock 
to  be  100-471  vibrations  per  mean  second.  The  mean  time, 
therefore,  equals  72147  second.  The  probable  error  for  the 
mean  of  this  set  was  found  to  be  -00018  second. 

After  experimenting  with  forks  with  higher  rates,  it  was 
decided  that  a  fork  vibrating  100  times  per  second  was  the 
best.  With  1,000  vibrations  per  second,  the  vibrations  have 
but  little  amplitude,  and  it  would  be  difficult  to  do  more 
than  count  the  whole  number  of  vibrations  with  certainty. 
With  the  fork  used,  it  is  comparatively  easy  to  produce  and 
maintain  an  amplitude  of  one-eighth  inch  to  one-quarter 
inch  for  the  whole  observation.  Then,  when  the  cvlinder  is 
turned  about  one-quarter  inch  for  each  vibration,  a  curve  is 
produced  on  which  the  crests  are  very  definite.  In  fact,  the 
greatest  uncertainty  in  the  determination  is  generally  in 
locating  the  exact  position  of  the  point  of  curvature  on  the 
line  traced  by  the  recording  armature,  and  since  this  point 
is  better  defined  when  the  cylinder  is  revolving  more  slowly, 
it  becomes  all  the  more  necessary  that  the  vibrations  per 
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second  should  not  be  so  increased  that  the  speed  of  the 
cylinder  must  be  increased  in  order  to  render  the  vibrations 
distinguishable. 

Of  course,  the  accuracy  of  this  method  depends  on  the 
uniformity  of  the  rotation  of  the  cylinder  during  the  vibra- 
tion considered,  but  the  probable  change  in  the  velocity  of 
rotation  of  the  heavy  cylinder  during  'Oi  second  is  evi- 
dently so  small  that  its  effect  on  these  computations  would 
be  inappreciable. 

Ithaca,  N.  Y.,  February  19,  1892. 


PHYSICAL   EXERCISE  in  HEALTH   and  as    a 
REMEDY. 


By  J.  Madison  Taylor,  M.D. 


\A  lecture  delivered  before  the  Franklin  Institute,  December  7,  i8gi.\ 

The  human  body  is  usually  assumed  to  be  fairly  symmet- 
rical  as  to  its  parts  and  healthy  in  its  organic  workings. 
This  is  more  nearly  true  now  perhaps  than  a  century  or  two 
gone  by,  and  in  certain  communities,  but  is  far  from  true  of 
other  localities  and  earlier  times.  There  are  conspicuous 
instances  in  history  of  peoples  among  whom  for  long 
periods  a  very  high  standard  of  physical  perfection  pre- 
vailed. It  may  be  remarked  that  along  with  this  was  ob- 
served also  a  large  measure  of  intellectual  vigor.  If  among 
the  young  of  our  own  families  and  friends,  search  be  made 
to-day,  there  will  be  disclosed  a  pitiably  large  number  of 
defective  organizations,  needing  judicious  care  to  develop 
into  normal  men  and  women.  If  this  assertion  should  be 
challenged,  little  demonstration  would  be  needed  to  make 
the  matter  clear.  Further,  invaluable  records  are  now 
growing  which  leave  no  reasonable  ground  for  doubt,  as  I 
shall  show  anon.     {Sargenfs  Normal  Man,  etc.) 

These  instances  of  **  half-built  boys,**  as  Blaikie  calls 
them,  will  be  obvious  to  a  critical  observer  in  any  gathering 
of  youth. 
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I  claim  it  is  the  plain  duty  of  all  medical  men  and 
teachers  to  recognize  such  cases  and  provide  remedies 
within  their  jurisdiction  and  powers.  The  child  being 
father  of  the  man,  and  he  again  of  other  men  so  long  as  the 
race  survives,  it  should  be  the  blessed  prerogative  of  the 
physician  to  stamp  out  insidious  seeds  of  disease,  to  enhance 
the  vital  forces  of  the  men  to  be,  by  aiding  to  equip  the 
child  with  all  potentialities  his  present  heritage  and  domes- 
tic plane  can  be  made  to  furnish.  We  can  and  should  help 
the  growing  bread-winner  to  sharpen  his  capacities  and 
broaden  his  powers,  not  only  in  one  but  remote  generations. 

Medical  art  and  science  is  but  the  common-sense 
presentment  of  vital  laws  applied  to  keep  the  body 
whole.  When  wrecks  have  occurred  we  must  work  night 
and  day  to  get  these  again  afloat,  patch  up  the  leaks  if  pos- 
sible, and  restore  to  such  normal  plane  as  may  be.  Our 
best  prerogative,  however,  is  to  act  as  pilot,  and,  armed  with 
authority,  warn  vessels  off  shoals.  More  than  this,  we  strive 
to  act  in  prophetic  capacity,  foretelling  the  weather  and 
dangers  that  lie  far  hence ;  how  human  ships  may  be  more 
wisely  constructed,  more  speedily  and  economically  run, 
and,  in  short,  exert  a  vigilance  that  may  tend  to  save  and 
expedite  the  mortal  crafts  that  sail  on  treacherous  seas. 

First,  then,  let  us  give  more  and  increasing  attention  to 
conserving,  and  increasing  to  the  uttermost  the  forces  of 
our  boys  and  girls ;  next  ia  importance,  and  of  less  promise 
in  possibilities  point  out  to  adult  folk  how  they  may  main- 
tain and  add  to  their  working  powers.  Lastly,  we  will  con- 
sider the  remedial  power  of  simple  exercises  in  re-establishing 
the  lowered  health. 

The  first  instinctive  movements  of  a  healthy  child  are 
rhythmical  and  graceful,  though  of  most  limited  scope.  If 
not  hampered,  as  too  often  happens,  by  inapgropriate 
clothing,  these  will  rapidly  improve  in  power  and  coordi- 
native  range  till  the  full  measure  of  his  inherent  capabili- 
ties be  reached.  Given  continued  health,  ample  space  and 
energy  enough  in  any  reasonable  climate,  and  children  will 
develop  into  wholesome  men,  competent  to  do  their  duty 
in  whatsoever  range  that  may  lie.     Let  these  fair  conditions 
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be  absent  in  whatever  degree  and  infinite  skill  and  pains 
are  needed  to  save  and  shape  the  inherent  power. 

Practically,  it  is  always  needful  to  husband  and  wisely 
conserve  growing  forces. 

Health. — Health  has  been  briefly  defined  as  a  "  balance 
betwixt  the  various  parts  of  the  organism  in  power  as  well 
as  in  function." 

A  hasty  review  of  these  processes  may  be  useful  to  make 
clear  the  deductions  further  on. 

Life  in  its  simplest  acceptation  involves  the  idea  of  con- 
stant change.  We  do  not  consider  a  being  as  alive  which 
is  not  undergoing  some  continual  alteration,  however  slow 
and  obscure.  This  alteration  may  be  evidenced  by  the 
growth  and  extension  of  the  organic  structure,  or  by  mole- 
cular  changes  in  its  substance  which  do  not  produce  any 
ostensible  increase ;  or  it  may  be  most  obviously  manifested 
in  movements  such  as  cannot  be  attributed  to  any  physical 
cause.  The  life  of  any  complex  organism,  such  as  that  of 
a  man,  is,  in  fact,  the  aggregate  of  vital  activities  of  all  its 
component  parts.  In  every  living  structure  of  complex 
nature,  whilst  we  witness  a  great  variety  of  actions  resulting 
from  the  exercise  of  the  different  powers  of  its  several  com- 
ponent parts,  we  at  the  same  time  perceive  that  there  is  a 
certain  harmony  or  coordination  among  them  all,  whereby 
they  are  made  to  concur  in  the  maintenance  of  the  life  of 
the  organism  as  a  whole.  If  we  take  a  general  survey  of 
these  with  reference  to  their  mutual  relationships,  we  shall 
perceive  that  they  may  be  associated  into  groups,  each  con- 
sisting of  a  set  of  actions  which,  though  differing  among 
themselves,  concur  in  effecting  some  positive  and  deter- 
minate purpose.     Tfiese  groups  are  termed  functions. 

The  exercise  of  the  animal  function  is  essentially 
destructive  of  these  instruments ;  every  operation  of  the 
nervous  and  muscular  systems  involves  as  a  necessary  con- 
dition, a  disintegration  of  a  certain  part  of  their  tissues ;  so 
that  the  duration  of  the  existence  of  those  tissues  varies 
inversely  to  the  use  that  is  made  of  them,  being  less  as 
their  functional  activity  is  greater. 

A  compensating  operation  of  the  constructive  function  is 
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therefore  required  in  order  to  repair  the  loss  of  substance 
thus  occasioned ;  from  which  it  happens  that  the  demand 
for  nutrition,  and  therefore  the  necessity  for  food,  ising^eat 
degree  regulated  by  the  functional  activity  of  the  nerve- 
muscular  apparatus.  We  are  not,  however,  to  measure  the 
activity  of  the  nervous  system,  like  that  of  the  muscular, 
only  by  that  of  movement  to  which  it  gives  origfin.  For 
there  is  equal  evidence  that  the  demand  for  blood  in  the 
brain,  the  amount  of  nutrition  it  receives  and  the  degree  of 
disintegration  it  undergoes,  are  proportional,  likewise,  to  the 
energy  of  purely  psychical  operations,  so  that  the  vigorous 
exercise  of  the  intellectual  powers,  or  a  long-continued 
state  of  agitation  of  the  feelings,  produces  as  great  "  waste  " 
of  nervous  matter  as  is  occasioned  by  active  bodily  exercise. 
The  functions,  therefore,  of  the  animal  body  are  so  com- 
pletely bound  up  together  that  none  can  be  suspended  with- 
out cessation  of  the  rest.  The  properties  of  all  the  tissues 
and  organs  are  dependent  upon  their  regular  nutrition  by  a 
due  supply  of  perfectly  elaborated  blood.  This  cannot  be 
effected  unless  the  functions  of  circulation,  respiration  and 
excretion  be  performed  with  regularity,  the  first  by  necessity 
to  distribute  the  supply  of  nutritious  fluid,  the  second 
being  requisite  for  its  oxygenation,  and  also  needed  in  con- 
junction with  the  third,  to  free  it  from  impurities  which  it 
contracts  during  its  circuit.  The  respiration  cannot  be 
maintained  without  the  integrity  of  a  certain  part  of  the 
nervo-muscular  apparatus  ;  and  the  due  action  of  this  again, 
is  dependent  not  only  upon  its  regular  nutrition,  but  also 
upon  its  supply  of  oxygen.  The  materials  necessary  for  the 
replacement  of  those  which  are  continually  being  separated 
from  the  blood  can  only  be  derived  through  the  absorption 
of  ingested  aliment,  and  this  cannot  be  accomplished 
without  the  preliminary  process  of  digestion.  In  order 
that  an  organized  fabric  may  be  maintained,  it  is  obviously 
needful  that  there  should  be  a  ceaseless  supply  of  needed 
particles  ;  that  these,  when  certain  elements  have  been  used 
up,  be  replaced  by  others.  Again,  if  the  processes  of  waste 
and  decay  be  not  compensated  by  renewals,  there  results 
starvation  or  exhaustion. 
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During  the  whole  period  of  growth  there  is  ceaseless 
remodelling  of  ihe  whole  structure,  the  life  of  each  part 
being  brief  to  enable  its  renewal  on  a  different  scale.  Chil- 
dren, therefore,  require  more  food  in  proportion  to  their 
bulk.  Old  persons,  in  whom  the  ebb  and  flow  of  vital  activ- 
ities are  sluggish,  where  waste  and  repair  are  retarded,  need 
less.  The  production  of  heat  needs  extra  food  to  maintain 
the  temperature  of  the  body  in  varying  atmospheres. 

During  great  activities  and  in  cold  atmospheres  much 
food  is  demanded,  the  more  readily  combustible  with  least 
waste,  the  better. 

Digestion  prepares  the  nutritive  materials  to  be  thus 
conveyed  to  the  tissues.  These  undergo  important  changes 
in  their  progress  toward  the  centre  of  the  system  till  they 
become  pure  blood.  This  is  the  true  vital  fluid,  which 
reconstructs  the  tissues,  and  gathering  up  the  waste  of  the 
circulation,  submits  itself  to  the  bath  of  oxygen  in  the 
lungs,  where  it  is  again  made  fit  to  start  on  its  life-giving 
course. 

The  propulsion  of  the  flood  through  the  large  vessels 
which  subsequently  divide  into  capillaries,  is  due  to  the 
contraction  of  a  hollow  muscular  organ — the  heart.  These, 
like  the  pulsating  movements  of  the  alimentary  canal,  are 
largely  independent  of  the  agency  of  the  nervous  system. 
The  rate  and  force  of  these  vascular  movements  are  greatly 
influenced  by  states  of  nervous  energy,  thereby  calling  into 
play  the  contractility  of  the  arterial  walls,  exert  a  powerful 
effect  upon  their  calibre,  and  consequently  on  their  distri- 
bution of  blood  to  particular  parts  and  organs. 

The  steady  disintegration  which  incessantly  occurs  in 
living  tissues,  renders  it  imperative  that  efficient  means  be 
provided  for  conveying  away  waste.  This  is  almost  as 
important  as  that  new  material  should  be  supplied,  and  is 
especially  to  be  emphasized  in  connection  with  the  subject 
of  muscular  exercises.  The  venous  system  takes  away  a 
large  part  of  the  products  of  incipient  decomposition,  and 
transfers  these  to  the  organs  of  excretion,  by  which  they 
may  be  seperated  from  and  cast  out  of  the  body.  The  first 
product  of  the  decay  of  all  organized  structures  is  carbonic 
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acid ;  and  this  is  the  one  which  is  most  constantly  and  rap- 
idly accumulating  in  the  system,  and  the  retention  of  which 
in  the  body  is  the  most  injurious. 

Accordingly  we  find  a  most  important  set  of  organs,  the 
respiratory  apparatus,  adapted  to  this  end.  Through  this 
the  whole  current  of  the  venous  blood  passes  before  it  is 
again  sent  about  the  system.  Here,  spread  out  upon  the 
meshes  of  the  lungs,  it  is  exposed  to  the  atmospheric  air 
whereby  the  carbon  dioxide  is  removed  and  replaced  by 
oxygen,  in  accordance  with  the  physical  law  of  the  diffusion 
of  gases.  The  introduction  of  oxygen  into  the  blood  is  pecu- 
liarly essential  for  the  maintenance  of  those  vivifying  pow- 
ers by  which  the  nervous  and  muscular  systems  are  kept  in 
a  state  uf  normal  balance.  The  demand  for  oxygen  and 
excretion  of  carbonic  acid  vary  according  to  the  amount  of 
nervo-muscular  action  put  forth.  The  continual  formation 
of  carbonic  acid  in  this  and  other  interstitial  changes,  has  a 
most  important  purpose  in  the  vital  economy —that  of  keep- 
ing its  temperature  at  a  fixed  standard. 

The  function  of  the  greatest  excreting  organ  of  the  body 
— the  liver — is  like  that  of  the  lungs,  twofold ;  it  separates 
a  large  quantity  of  superfluous  hydrocarbon  from  the  blood 
which  this  acquires  while  circulating  through  the  tissues, 
and  it  combines  this  with  other  elements  into  a  secretion 
which  is  of  the  greatest  importance  in  the  digestive 
process. 

But  further,  all  animal  substances  have  a  tendency 
during  their  decomposition  to  throw  off  nitrogen  as  well  as 
carbon,  and  this  nitrogen  in  combination  with  other  ele- 
ments forms  those  peculiar  azotized  compounds  which  it  is 
the  special  duty  of  the  kidneys  to  eliminate  from  the  circu- 
lating fluid.  The  most  characteristic  in  man  is  urea.  This 
contains  a  larger  proportion  of  nitrogen  than  is  found  in 
any  other  organic  compound. 

The  action  of  the  kidneys,  which  also  serve  as  emuncto- 
ries  for  various  soluble  matters,  especially  saline,  is  equally 
essential  to  the  other  vital  functions  with  that  of  the  lungs 
and  liver.  The  regulation  of  the  amount  of  fluid  in  the 
vessels  is  provided  by  a  kind  of  safety-valve  structure  in 
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the  kidneys,  which  allows  the  escape  of  watery  fluids  from 
the  capillary  vessels  into  the  urinary  canals  by  transudation. 
This  is  quite  distinct  from  the  secretion  of  that  solid 
matter  which  it  is  the  special  office  of  the  kidney  to  separate 
from  the  blood.  Hence,  if  the  excretion  of  the  fluid  from 
the  skin  be  checked  by  cold,  the  increased  pressure  in  the 
vessels  causes  greater  escape  of  water  through  the  kidneys. 

All  digestion,  as  Fothergill  picturesquely  describes  it, 
**  is  a  process  of  solution  by  hydration."  Hence,  if  the 
ingested  water  be  not  sufficient,  not  only  does  digestion 
suffer,  but  all  the  secretory  organs  fail.  One  of  the  first 
and  most  conspicuous  advantages  of  bodily  exertions  is,  to 
demand  by  thirst  an  ample  measure  of  this  invaluable 
solvent. 

Effects  of  Exercise;  Phenomena  of  Muscular  Action.— 
During  the  process  of  muscular  contraction  there  is  put 
forth  the  power  of  converting  latent  energy  into  muscular 
force.  This  property  is  inherent  in  the  muscle,  and  is  con- 
trolled by  nervous  discharges.  Little  is  known  of  this 
mysterious  influence  of  nervous  energy  other  than  that  it 
travels  as  a  wave  of  molecular  disturbance  along  the  nerves 
to  thin,  terminal  expansions  in  the  muscular  fibres.  On  its 
arrival  there  it  is  converted  into  muscle  impulse.  Along 
with  this  certain  electrical  phenomena  are  manifested. 
These  contractile  movements  are  accompanied  by  molecular 
vibrations,  which  give  rise  to  a  distinct  humming  sound. 
In  damaged  muscle,  as  in  palsies,  the  normal  pitch  of  this 
musical  note  is  lowered,  the  number  of  vibrations  being 
lessened.  The  normal  temperature  falls  slightly  at  the 
beginning  of  the  contraction,  but  often  rises  above  that  in 
quiescent  states,  and  continues  to  increase  for  a  time  after 
the  cessation  of  activity.  The  flow  of  blood  is  increased 
during  voluntary  contraction  as  the  capillary  vessels  in 
muscle  run  between  the  elementary  fibres.  The  amount  of 
blood  supply,  and  in  consequence  the  capacity  for  prolonged, 
work,  must  varj-  for  the  same  bulk  of  muscle  in  proportion 
to  the  smallness  of  the  fibres.  In  women  these  fibres  are 
of  smaller  size  than  in  men,  and  Haughton  claims  to  have 
found  by  direct  experiment  that  "the  muscles  of  women 
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are  capable  of  longer-continued  work  than  those  of  men, 
though  inferior  to  them  in  force  exerted  for  a  short  time." 
Important  chemical  changes  take  place  in  muscle  during 
contraction,  but  our  knowledge  of  these  is  not  yet  clear. 
The  muscle  substance  becomes  distinctly  acid  then,  whereas 
in  repose  it  is  neutral,  and  the  splitting  up  of  organic 
molecules  becomes  active,  throwing  off  carbon  dioxide  and 
urea.  Respiration  is  increased  most  markedly  during  exer- 
cises  in  which  the  whole  body  partakes.  A  careful  estimate 
made  by  Dr.  Edward  Smith  shows  that  the  quantity  of 
air  inspired  varied  from  one,  in  a  sitting  posture,  thence 
through  a  series  of  acts,  such  as  standing,  walking,  slowly 
riding,  and  finally  walking  and  riding  rapidly,  carrying 
weights,  etc.,  until  at  last  while  running  six  miles  an  hour, 
the  unit  is  multiplied  nearly  seven  times.  The  elimination 
of  carbonic  acid  from  the  lungs,  he  estimated  carefully  with 
similar  results.  During  the  most  moderate  exercise,  the 
increase  in  force  and  frequency  of  the  heart  beat  is  very 
great  and  sudden.  The  vessels  dilate,  the  blood  stream 
is  rushed  swiftly  through  the  body,  and  particularly  to  the 
muscles  where  required. 

General  Effects  of  Exercise. — To  get  a  right  estimate  of 
the  effects  of  muscular  work  on  an  adult  person  of  normal 
nutrition,  it  would  probably  be  more  instructive  to  begin 
by  considering  the  results  of  insufficient  exercise.  Here, 
the  nutritive  processes  continuing  in  healthful  activity, 
there  comes  a  state  of  over-nutrition,  or  undue  piling  up  of 
assimilated  matter.  This  process  can  continue  without  dis- 
turbance  for  a  very  considerable  length  of  time,  and  until  a 
greatly  increased  and  exuberant  state  of  nutrition  results. 
Thus  persons  who  have  a  tendency  to  become  fat  accumu- 
late vast  masses  of  fat  on  their  surfaces  where  it  is  safe 
enough.  Unfortunately,  this  may  go  on  until  the  deeper 
structures  are  infiltrated,  which  constitutes  a  diseased  pro- 
cess. A  certain  amount  of  this  reserve  fat  is  of  use,  upon 
which  the  vital  forces  may  draw  at  need.  Again,  this  has 
its  value  for  those  who  are  exposed  to  low  degrees  of  cold ; 
and,  further,  if  one  should  fall  into  a  fever,  a  fair  amount 
of  fat  enables  him  to  run  a  long  time  without  the  need  for 
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other  than  the  smallest  •amounts  of  new  food.  There  are 
many  discomforts,  of  course,  which  are  produced  by  this 
large  addition  to  one's  weight  which  makes  it  worth  the 
while  of  those  so  discommoded  to  seek  for  it  a  remedy. 
Again,  in  those  whose  nutrition  is  not  so  good,  there  comes 
about  a  lowered  state  of  vital  forces  due  to  an  insufficient 
admission  of  oxygen  into  their  tissues.  All  the  organic 
processes  become  impaired  if  the  normal  amount  of  oxygen 
be  not  supplied.  A  torpor  grows  not  only  upon  the  muscu- 
lar movements,  but  upon  the  will.  The  heart,  it  is  well  to 
point  out  here,  is  one  of  the  first  organs  to  suffer  from 
insufficient  use  of  the  entire  body.  The  mechanism  of  this 
is  interesting,  and,  since  the  fact  is  so  important,  it  is 
worthy  of  description.  The  mass  of  blood,  as  has  been 
described,  is  pumped  by  the  heart  into  the  great  vessels 
which  distribute  it.  Thus,  the  heart  receives  the  blood  and 
instantly  pumps  it  out  again.  How,  then,  can  the  heart 
itself  be  nourished  ?  In  a  state  of  normal  tension  of  these 
larger  blood  vessels,  the  heart  throws  just  enough  blood  at 
each  beat  to  fill  them  to  a  point  of  normal  fulness.  This 
brings  into  play  the  elasticity  of  the  vessel  walls,  which  is  very 
great.  The  supply  of  blood  which  goes  to  the  heart  comes 
to  it  by  two  small  vessels  whose  opening  is  just  beyond 
the  limits  of  the  heart  muscle,  and  are  called  the  coronary 
arteries.  If  the  heart  by  any  reason  becomes  over-weak, 
this  impulse  of  the  blood  produces  an  insufficient  reaction 
to  press  a  needful  supply  into  these  little  nutrient  vessels, 
and  hence  they  languish.  Many  disturbed  states  of  the 
heart  bring  about  this  result.  If  the  blood  be  not  suffi- 
ciently oxygenated,  an  effect  is  wrought  by  this  upon  the 
heart  muscle  itself,  and  acting  with  it,  the  larger  vessels. 
Thus  is  the  vascular  tension  lowered  and  a  progressive 
enfeeblement  of  the  heart  pump  brought  steadily  about. 
Hence,  the  balance  of  the  circulation  is  lowered  in  its  most 
essential  point.  As  the  oxygen  is  supplied  more  abund- 
antly and  active  movements  effect  this,  the  whole  round  of 
circulatory  activities  is  invigorated.  The  heart  not  only 
itself  becomes  better  nourished ;  it  sends  out  at  each  beat 
a  fuller  measure  of  blood.     This  moves  with  a  more  per- 
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feet  rhythm  throughout  the  lesser  vessels  into  and  out  of  the 
tissues,  and  is  finally  returned  to  the  right  heart  and  thence 
to  the  lungs,  where  the  respiratory  need  is  also  enhanced 
and  re-oxygenation  is  made  more  perfect.  Thus  it  will  be 
easy  to  see  how  all  the  organs  are  enabled  to  do  their  duty 
better.  But  to  organs  long  unaccustomed  to  this  stimulus 
of  abundant  oxygen,  the  slightest  muscular  exertion  causes 
palpitation  and  breathlessness.  The  lungs,  unaccustomed 
to  large  demands  upon  them,  can  only  bring  into  active  use 
a  limited  proportion  of  their  air  cells,  many  of  which  have 
become  collapsed  and  flabby,  and  are  able  only  to  expose  a 
limited  part  of  their  area.  Prolonged  inactivity,  too, 
enfeebles  the  eliminative  power  of  the  muscles.  The 
sense  of  fatigue  is  greater,  the  distress  of  breathlessness 
likewise  excessive,  and  all  things  combine  to  indispose  one 
to  effort.  In  short,  the  state  of  tissues  in  a  man  long 
unaccustomed  to  right  activities,  is  simply  that  of  filthi- 
ness,  by  retained  poisons.  All  the  tissues  of  the  body, 
notably  the  most  important  one — the  blood — all  the  larger 
glands  whose  function  is  chiefly  that  of  excretion,  are  not 
only  in  a  state  of  lowered  activity,  but  contain  longer  than 
they  should  these  poisonous  by-products  of  digestion. 
Hence,  these  are  enabled  to  exert  their  virulence  upon  the 
nerve  centres,  and  all  are  measurably  limited.  To  be  sure, 
the  marvellous  adjustive  power  of  the  human  organism 
enables  one  who  becomes  thoroughly  accustomed  to  inactivi- 
ties, to  enjoy  a  very  fair  amount  of  health  and  to  accom- 
plish ample  work.  This  is  done,  however,  usually  at  con- 
siderable cost  of  discomforts,  or  by  means  of  artificial  aids 
of  some  kind. 

Shocks  to  the  heart  mechanism  are  able  to  work  damage. 
Rupture  of  its  tendinous  chords  and  valves  have  been 
caused  by  sudden  and  excessive  strains.  This  is  usually 
the  result  of  .inordinate  efforts  under  the  influence  of  fear 
or  emotion.  Also  in  one  quite  unused  to  muscular  strains 
this  may  happen.  Small  evidence  is  adduced  to  show  that 
this  organ  is  ever  damaged  by  reasonable  strains  in  one 
even  moderately  well  trained.     It  is  rare  enough  among 
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laborers,  iron  workers,  glass  blowers,  and  such.  Few 
athletic  sports  can  be  accredited  with  power  to  do  so.  The 
tug  of  war  offers  some  danger  and  heavy  weight  lifting, 
dumbbell  pulling,  etc.  Instances  even  here  are  rare.  I 
wish  to  learn  of  all  such,  and  will  fairly  sift  and  record 
them  in  future  papers. 

Let  us  look,  then,  upon  the  more  attractive  side  of  the 
picture,  namely,  the  processes  which  are  observed  during 
exercise.  Dujardin-Beaumetz  says :  **  Under  the  influence 
of  gymnastic  exercises  the  activity  of  the  cellular  functions 
increases  and  becomes  more  regular,  the  intra-cellular  com- 
bustions  become  more  active,  the  leucomaines,  those  toxic 
materials  which  the  organic  cell  is  constantly  manufactur- 
ing,  are  more  actively  eliminated,  and  the  general  effect  is 
that  the  fats  are  burned  up  and  the  cellular  functions  regu- 
lated.  There  is  established  an  equilibrium  between  the 
cells  of  the  spinal  cord  and  those  of  the  brain ;  in  a  word, 
general  nutrition  becomes  more  active." 

Indeed,  all  the  cells  of  the  body  receive  an  increased 
stimulus  from  nerves  and  blood.  Exercise,  as  pointed  out, 
profoundly  modifies  the  structure  of  the  blood.  During  the 
actual  process  of  muscular  work  that  of  dissimilation  is 
made  more  active  owing  to  the  greater  vigor  of  cell  com- 
bustions, the  muscle  becomes  actually  hotter  and  destructi- 
ble parts  of  it  are  burned  up.  This  over-production  of 
heat  which  accompanies  work,  and  the  vigorous  combustion 
of  the  hydrocarbons  of  the  body  and  their  elimination  from 
the  system  as  waste  products,  cause  loss  of  weight.  This 
increase  of  combustion  causes  greatly  increased  respiration. 
The  oxygen  entering  the  lungs  takes  the  place  of  that 
which  is  used  in  the  combustion,  and  the  final  result  is  not 
actual  loss,  but  at  times  a  positive  gain  by  reason  of  this 
gas.  The  recognizable  loss  of  weight  which  occurs  imme- 
diately  after  prolonged  hard  work  is  from  elimination  of 
watery  elements  through  skin  and  lungs.  Active  exercise, 
then,  introduces  more  oxygen  into  the  system  than  is 
needed  for  the  combustion.  The  difference  between  the 
arterial  and  venous  blood  of  a  man  in  perfect  physical  con- 
dition  is  in  much  more  vigorous  contrast  than  in  the  same 
Vol.  CXXXIV.  16 
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man  during  a  period  of  inactivity.  What  the  precise  diflfer- 
ence  in  weight  of  blood  would  be,  it  is  impossible  to  know. 
The  improved  quality  of  the  arterial  blood,  aside  from  the 
fact  that  it  can  place  nutritive  materials  more  valuably  to 
the  remoter  tissues,  does  much  more  than  this.  The  more 
nearly  pure  it  be,  and  this  property  is  almost  altogether 
due  to  the  completeness  of  its  own  oxygenation,  so  much 
more  are  the  diflFerent  kinds  of  cells  in  remoter  parts  of  the 
body  revivified. 

So,  also,  are  the  products  of  cellular  combustion  more 
swiftly  and  efficiently  taken  up  and  earned  back  to  the  fur- 
nace of  the  lungs.  There  then  comes  as  one  of  the  most 
notable  evidences  of  this  improved  state,  a  subjective  sense 
of  invigoration,  which  in  itself  is  delightful.  Muscular 
work,  then,  as  a  regulator  of  nutrition,  is  equally  useful  to 
those  who  do  not  assimilate  enough  and  those  who  do  not 
dissimilate  sufficiently.  Hence,  very  nearly  the  most  clearly 
defined  instinct,  after  that  of  searching  for  food,  is  to  make 
movements  of  the  body.  If  hunger  for  food  or  drink  is  the 
first  instinctive  appetite,  assuredly  the  next  is  for  those 
movements  which  enable  us  to  keep  our  bodies  still  active. 
The  appetite  for  food  and  drink  can  never  be  quite  killed  : 
the  appetite  for  exercise  dies  hard,  but  if  persistently  thrust 
into  abeyance  it  may  almost  go,  especially  in  late  age. 
Even  among  old  people,  however,  in  whom  the  taste  for 
narcotics  becomes  highly  developed,  a  desire  for  a  daily 
walk  is  almost  universally  seen.  In  nearly  all  animals, 
however,  of  high  or  low  degree,  this  appetite  for  movement 
is  as  recognizable  as  that  for  food  and  drink.  It  has  never 
received  a  name,  though  really  it  deserves  one.  It  mighty 
perhaps,  be  called  "  air  hunger." 

When  this  vivifying  oxygen  is  insufficiently  supplied  to 
the  blood,  its  contact  with  the  cells  fails  to  give  to  them 
that  needful  stimulation  which  makes  their  working  smooth 
and  competent,  and  brings  out  their  latent  energies.  Hence 
the  appetite  fails  through  insufficient  stimulation  of  the 
digestive  organs ;  the  stomach  and  intestines  lose  their 
tone ;  the  bowels  become  inactive,  especially  in  places. 
Those  eddies  in  the  bowel  act  as  centres  from  which  leuco- 
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maines  and  other  putrefactive  matters  are  more  readily  ab- 
sorbed, instead  of  digested  aliment,  into  the  blood.  Thence 
arise  feelings  of  weakness ;  the  muscles  lose  their  irritability 
and  respond  less  readily  to  the  mandates  of  the  will.  In 
short,  all  the  functions  languish,  and  the  human  machine 
weakens.  Again,  the  insufficient  combustion  of  reserve 
materials  remaining  in  the  system,  leads  to  disturbed  states 
of  health  and  actual  disease.  The  most  familiar  of  these,  is 
gout,  as  to  which  all  of  the  human  races  and  certain  animals 
have  some  practical  familiarity.  But  there  are  many  simi- 
lar conditions  distressing  enough,  too,  which  arise  from 
this  cause.  Indeed,  among  many  animals  this  very  disease 
is  presented,  and  it  is  scarcely  necessary  to  point  to  the 
wretched  state  of  the  over-fed,  over-cared  for  inhabitants  of 
zoological  gardens,  to  see  a  picture  ready  at  hand  of  the 
woes  of  forced  inactivity. 

The  Phenomena  of  Over-work, — A  muscle  which  has  been 
induced  to  contract  repeatedly  at  last  reaches  a  condition 
which  we  call  fatigue,  and  then  under  the  stimulus  alone  of 
the  will  it  cannot  be  made  to  further  act.  At  first  this  is 
only  relative.  By  passing  an  electric  current  through  this 
muscle  thus  fatigued,  it  can  be  made  to  contract  a  certain 
number  of  times  further,  but  finally  there  comes  a  period 
when  the  fatigue  is  absolute  and  the  muscle  has  lost  its 
power  of  contractility  from  any  stimuli.  The  human 
muscle,  however,  never  reaches  this  extreme  point  of 
exhaustion.  The  central  consciousness  is  early  made  aware 
of  this  phenomenon  by  the  sensation  of  pain.  This  pain 
finally  becomes  unbearable,  and  hence  the  muscular  acts 
must  be  made  to  cease.  This  pain  in  muscle  subject  to 
over-contraction  is  the  result  of  repeated  shocks  and  dis- 
turbances occasioned  in  the  mass  itself  and  neighboring 
tissues.  The  muscle  is  traversed  by  a  number  of  sensory 
nerve  filaments.  These  little  tendrils  are  rubbed  and 
pinched  by  movements  of  the  muscular  fibres  which  swell 
and  harden  during  the  energetic  contraction  of  work. 
These  muscular  fibres  are  themselves  pulled  about  and  the 
tendons  and  flat  surfaces  of  insertion,  the  synovial  mem- 
branes, undergo  repeated  friction.     A  positive  injury,  then. 
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is  the  local  result  of  excessive  muscular  work,  very  similar 
to  that  which  is  produced  from  external  causes  such  as 
bruises.  Also  in  the  body  of  the  muscle  itself  modifica- 
tion of  metabolism  occur  owing  to  the  combustions  which 
take  place  during  contractions.  Each  muscle  during  con- 
traction becomes  heated,  and  this  increase  of  temperature 
is  due  to  the  chemical  combinations  already  described. 
These  toxical  agents  affect  the  muscle  itself  directly  and 
inhibit  further  contraction.  If  these  are  not  formed  in  too 
g^eat  excess,  they  are  readily  carried  away  by  the  blood.  If, 
however,  the  work  is  continued  too  long  they  accumulate  in 
the  muscle.  There  is,  therefore,  a  vital  process  and  a 
chemical  one  involved  in  local  fatigue,  each  of  which  must 
be  considered  in  judging  of  the  result.  Inherent  muscular 
power  may  be  never  so  great  but  that  unless  the  domina- 
tion  of  the  will  be  sufficient  to  drive  it,  small  results  can 
come  from  its  activity.  Thus  we  see  the  instances  of 
powerful  animals  whose  mechanical  powers  are  almost 
unimpaired,  but  who  yet  have  had  their  will  so  dominated 
by  that  of  another,  or  by  the  feeling  of  fear,  that  their 
tremendous  machinery  is  made  of  no  account. 

Per  contra,  it  is  perfectly  possible  to  apply  a  stimulus  to 
the  will  of  a  dominated  animal,  or  man,  by  which  this 
machinery  can  be  driven  on  and  on  to  the  point  of  profound 
exhaustion.  This  is  often  seen  in  horses  and  beasts  of  bur- 
den. Other  factors  come  in  here  which  we  will  describe 
later.  It  is  rarely  seen  in  man,  however,  although  in  some 
of  the  modern  brutal  exhibitions,  such  as  long-walking 
matches,  and  the  like,  greed  and  vanity  drive  men  to  the 
limits  of  endurance  and  over  into  destructive  eflfects. 

The  sense  of  fatigue  which  comes  upon  us  as  a  subjective 
warning,  enables  our  economy  to  learn  in  most  instances 
quite  clearly  when  we  are  overdoing  or  overdriving  our 
powers.  If  we  do  err  in  pushing  them  yet  further,  this 
verges  apon  damage.  During  the  expenditure  of  muscular 
force  which  is  the  result  of  automatic  action,  fatigue  is 
much  more  slowly  produced;  hence,  strictly  speaking,  a 
muscle  with  precisely  the  same  inherent  power  can  be  made 
to  do  more  work  than  if  the  tissue  was  strongly  elicited. 
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Also  automatic  actions  are  less  wastefuUy  performed. 
There  is  a  non-economical  expenditure  of  force  where  an 
element  of  worry  and  mental  strain  comes  in  to  complicate 
the  process.  A  large  series  of  muscles,  however,  is  called 
involuntary.  The  structure  of  these,  indeed,  is  somewhat 
different  from  the  voluntary  muscles.  The  movements  of 
organic  life,  such  as  the  heart  beat  and  the  respiratory 
movements,  etc.,  are  instances  of  this  automatism.  These 
organs  never  become  fatigued ;  they  may  become  exhausted, 
however.  Under  all  reasonable  and  many  unreasonable 
circumstances  this  wonderful  pump,  the  heart,  puts  forth  a 
force  at  each  contraction  of  raising  a  weight  of  forty  kilo- 
grammes, one  centimetre  high,  and  does  this  sixty  times  to 
the  minute,  and  continues  this  process  from  the  cradle  to 
the  grave. 

So,  also,  of  the  respiration.  This  complicated  series  of 
acts  goes  on  without  interruption  throughout  the  entirety 
of  life.  Here,  however,  there  is  the  double  power  of  auto- 
matic action  and  direct  volition,  since  we  can  increase  the 
force  or  frequency  of  our  breathing  at  will.  It  is  extremely 
interesting  to  consider  how  widely  individuals  vary  in  their 
capacity  to  endure  fatigue. 

As  I  mentioned  elsewhere,  the  quality  of  muscle  differs 
considerably,  but  this  is  a  little  matter  compared  with  the 
varying  capacity  of  enduring  the  nervous  strain  in  these 
nervo-muscular  acts.  Certain  highly  irritable  natures  are 
often  readily  exhausted,  but  if  the  stimulus  to  their  minds 
be  sufficient,  these  can  be  induced  to  make  an  output  of 
energy  which  would  far  outstrip  in  results  a  cooler  or  more 
phlegmatic  person.  Also  the  results  to  them  subjectively 
might  be  far  more  serious  than  to  the  phlegmatic  person 
driven  to  do  very  nearly  the  same  amount  of  work.  In  pre- 
scribing the  amount  and  kind  of  bodily  exercises,  it  is 
almost  more  important  to  weigh  this  question  of  tempera- 
ment than  any  other  single  consideration.  It  is  especially 
needful  in  persons  of  easily  disturbed  nervous  balance  to 
suggest  the  use  of  exercises  which  may  not  need  sustained 
attention ;  certainly  this  at  first,  also,  that  these  should  be, 
as  much  as  possible,  automatic,  until  their  powers  warrant 
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larger  excursions.  One  of  the  first  sensations  of  discom- 
fort which  comes  from  unaccustomed  exercises  is  loss  of 
breath.  To  be  sure,  the  breath  is  not  lost,  but  many 
times  the  impression  is  given  to  us  that  it  is,  indeed,  all 
but  gone. 

I  remember  very  well  that  wise  mentor  Blaikie  giving  us 
upon  the  eve  of  a  boat  race,  which  was  to  be  three  miles 
long,  this  excellent  counsel:  "Now,  boys,"  said  he,  "this 
is  a  three-mile  race.  Work  steadily  from  the  first.  When 
you  reach  the  second  mile  you  will  feel  that  your  end  has 
almost  come.  At  about  two  miles  and  a  half  you  will  be 
sure  that  your  breath  has  gone ;  but  don*t  believe  it.  Always 
bear  in  mind  the  fact  that  every  other  man  in  your 
boat,  and  every  other  man  in  every  other  boat,  feels 
precisely  as  you  do.  The  man  who  works  hardest  in 
spite  of  all  this,  is  the  man  who  wins  the  race."  Now, 
happily,  a  limit  is  put  in  all  racing,  both  of  man  or  beast, 
within  the  average  capacity,  a  definite  distance  being  fixed. 
Therefore,  it  is  perfectly  feasible  to  work  up  to  the  verge  of 
your  own  conscious  powers.  We  are  subject  to  few  more 
distressing  feelings,  however,  than  to  the  sense  of  breath- 
lessness.  This  has  been  best  described  and,  indeed,  I  am 
not  so  sure  but  also  first  described,  by  Lagrange :  "  Breath- 
lessness  is  a  feeling  of  distress  which  is  produced  during 
violent  exercise  or  intense  muscular  work,  and  is  character- 
ized  by  an  exaggeration  of  the  respiratory  need  and  by 
profound  disturbance  to  the  function  of  the  respiratory 
organs.  This  state  is  merely  a  peculiar  form  of  dyspnoea, 
and  presents  the  general  phenomena  due  to  deficient  aeration 
of  the  blood." 

In  certain  muscular  actions  the  distress  comes  in  the 
shape  of  breathlessness,  and  in  others,  muscle  contraction 
pain.  P^or  instance,  in  climbing  up  a  ladder,  hand  over 
hand,  a  man  must  stop  from  sheer  muscular  incapacity  long 
before  he  is  out  of  breath.  This  is  largely  because  the 
muscle  is  not  properly  trained  to  the  act  from  long  usage. 
In  the  act  of  running,  however,  a  man  must  stop  from  sheer 
breathlessness  long  before  his  muscles  are  even  tired.  Here 
the  explanation,  too,  is  partly  on  the  ground  that  the  use  of 


Digitized  by 


Google 


Sept.,  1892.]  Physical  Exercise  and  Health,  239 

the  legs  is  almost  incessant  and  they  become  inured  to  a 
vast  amount  of  work. 

Trainers  say  a  horse  trots  with  his  legs  and  gallops  with 
his  lungs.  It  is  necessary  to  distinguish  between  speed  and 
gait.  The  act  of  galloping  is  one  of  the  most  natural  move- 
ments to  a  horse.  To  do  this  slowly  requires  a  peculiarly 
beautiful  poise  and  grace.  Horsemen  will  rate  a  horse's 
value  under  the  saddle  largely  upon  his  capacity  to  gallop 
slowly;  yet  this  is  not  necessarily  so  comfortable  a  gait  to 
the  animal  in  the  long  run  as  trotting.  The  trot  is  a  much 
more  artificial  gait,  and  yet  when  once  learned  (for,  indeed, 
it  is  largely  the  result  of  teaching),  the  pace  can  be  main- 
tained longer  and  with  less  distress. 

Again,  to  quote  from  Lagrange:  **In  every  muscular 
exercise  the  intensity  of  breathlessness  is  in  direct  ratio  to 
the  quantity  of  force  expended  in  a  given  time.  If  certain 
exercises  cause  breathlessness  more  than  others,  this  result 
is  not  due  to  special  movements  or  particular  attitudes 
which  they  occasion.  The  quick  advent  of  breathlessness 
is  not  due  to  the  contraction  of  certain  muscles,  to  the  dis- 
placement of  certain  bony  levers,  or  to  the  mechanical  dis- 
turbance  which  certain  organs  undergo  during  exercise; 
it  is  due  to  the  rapid  and  excessive  expenditure  of  force 
which  the  exercise  necessitates."  This  respiratory  distress 
is  in  a  measure  a  defence  against  an  imminent  danger. 
When  the  blood  becomes  surcharged  with  carbonic  acid, 
death  may  be  caused  in  a  few  moments.  This  is  the  pro- 
duct of  dissimilation  resulting  from  vital  combustion,  and 
should  be  constantly  eliminated  by  the  lungs.  It  is  possi- 
ble  to  endure  without  hurt  a  definite  amount  of  carbonic 
acid ;  poisoning  beyond  this  point  is  dangerous.  The  pres- 
ence  of  this  poison  in  the  blood  causes  us  instinctively  to 
draw  in  more  and  more  air.  The  elimination  of  this  product 
varies  widely  under  diflferent  circumstances.  The  experi- 
ments of  Regnault  show  that  during  the  period  of  hiberna- 
tion the  carbonic  acid  output  of  an  animal  is  but  one-thir- 
tieth when  awake.  Immediately  on  being  awakened  the 
need  for  oxygenation  becomes  imperative.  During  over- 
active movements  in  the  open  air  there  can  be  no  dearth  of 
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oxygen.  Dyspnoea  ixova  exercise  can  only  be  the  result, 
then,  of  the  over-loading  of  the  blood  by  this  iorva  of  poison, 
of  overcrowding  the  eliminative  powers. 

Other  factors  come  in  to  produce  this  distressing  phe- 
nontienon,  among  which  may  be  mentioned  the  emotions. 
Under  the  influence  of  fear,  breathing  is  noticeably  dis- 
turbed. This  is  more  readily  seen  among  human  beings, 
but  also  observed  among  hunted  wild  animals  who  are 
oftentimes  readily  captured  if  completely  terrified. 

[To  he  continued^ 


SOME    ADDITIONAL    NOTES    on    the    GRAPHIC 
REPRESENTATION  of  MAGNETIC  FIELDS. 


By  Prof.  Edwin  J.  Houston. 


[Addendum  to  a  paper  read  before  the  Electrical  Section  of  the  Franklin 
Institute,  June  28,  J8g2j] 

In  a  paper  read  at  the  last  meeting  of  the  Section,  entitled 
"A  Graphic  Representation  of  the  Magnetic  Field,"  I 
described  a  process  for  readily  fixing  and  reproducing  the 
peculiarities  of  different  magnetic  fields,  which  consists 
essentially  in  forming  the  fields  on  wax-covered  plates,  sub- 
sequently  fixing  the  same  by  gently  warming  the  wax,  and 
employing  the  plate  so  prepared  as  a  positive  from  which 
photographic  prints  can  be  readily  obtained. 

I  also  briefly  described  in  the  same  paper  a  different 
process  for  the  ready  reproduction  of  such  fields,  in  which 
the  collections  of  filings  are  formed  in  the  dark  photographic 
room,  directly  on  the  sensitized  surface  of  a  plate,  which  is 
afterwards  (exposed  for  a  few  seconds  to  actinic  light  and 
subsequently  developed,  and  promised  a  further  description 
of  this  method  at  this  meeting. 

It  will  readily  be  seen  that  this  process  differs  from  the 
other,  in  that  it  produces  photographic  negatives,  in  place 
of  the  positives  formed  by  the  former  process. 

Since  the  last  meeting  of  the  Section,  I  have  experi- 
mented some  little  on  the  new  process,  and  have  obtained 
very  satisfactory  results. 
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Foi  the  convenience  of  those  who  have  neither  read  the 
former  paper,  nor  attended  the  meeting  of  the  Section  at 
which  it  was  read,  I  will  describe  the  process  in  full, 
together  with  the  details  which  are  necessary  in  order  to 
ensure  the  best  results. 

All  actinic  light  being  excluded  from  the  dark  room,  and 
the  red  light  being  turned  down  as  far  as  will  permit  the 
plate  to  be  seen,  when  the  eyes  have  become  accustomed  to 
the  dim  light,  a  sensitized  gelatine  plate  is  placed  with  its 
sensitized  surface  upwards,  on,  or  a  short  distance  above,  the 
magnet  whose  field  is  to  be  obtained.  Iron  filings  or 
bits  of  wire  are  then  carefully  dusted  over  the  sensitized 
surface,  and  obtained  thereon,  in  characteristic  gfroupings, 
by  gently  tapping  the  plate  with  a  pencil  or  similar  object 
in  the  usual  manner. 

The  plate  is  then  exposed  to  the  light  of  a  gas  jet  for  a 
length  of  time  that  will  of  course  depend  on  the  nature  of 
the  plate,  its  sensitometer  number,  and  the  character  of  the 
eflfect  it  is  desired  to  obtain. 

When  very  rapid  plates  are  used,  the  shortest  time  during 
which  a  gas  burner  can  be  turned  on  and  oflf  is  sufficient. 
I  have,  however,  obtained  the  best  results  from  the  light  of 
an  ordinary  friction  match  held  above  the  plate  and  at  a  dis- 
tance from  it  of  about  twelve  feet.  The  match  is  lighted  and 
immediately  blown  out.  Even  this  short  exposure  appears 
to  be  greater  than  is  required.  With  fairly  .slow  plates 
I  have  found  that  an  exposure  of  about  three  seconds,  with 
a  two-candle  gas  jet,  at  a  distance  of  about  four  feet  from 
the  plate,  gives  excellent  results. 

The  plate  is  then  turned  on  edge  so  as  to  allow  the  filings 
to  fall  oflf  its  surface,  and  any  dust  that  remains  is  carefully 
removed  by  a  camel's-hair  brush,  and  the  plate  is  developed 
in  the  ordinary  manner. 

Since  it  is  desired  to  obtain  sharp  contrasts  of  black  and 
white,  the  best  results  are  obtained  by  the  use  of  bromides 
in  the  developer  for  the  purpose  of  retarding  the  rapidity 
of  development.  After  developing,  the  plate  is  treated  for 
a  few  moments  to  an  alum  bath,  and  is  then  fixed  in  the 
hypo  bath  as  usual. 


Digitized  by 


Google 


242  Electrical  Section.  [J.  F.  I., 

Should  the  depth  of  the  negative  thus  obtained  be 
insufficient,  the  plate  may  be  subjected  to  the  action  of  a 
suitable  intensifier.  I  have  found  a  silver  intensifier  to  give 
good  results. 

The  specimens  which  I  exhibit  to-night  were  obtained 
either  from  Carbutt's  or  from  Seed's  gelatine  plates. 

•In  some  of  these  experiments,  Carbutt*s  plates,  sensi- 
tometer  No.  i6,  were  exposed  for  about  three  seconds  to  the 
light  of  an  ordinary  gas  burner,  turned  down  to  about  two 
candles,  and  situated  about  five  feet  from  the  plate.  From 
some  experiments  in  this  direction  I  am  inclined  to  believe 
that  the  time  of  exposure  under  these  circumstances  can 
advantageously  be  decreased. 

I  employed  for  these  plates  the  following  developer : 

NO.  I. 

Water, i6     ounces. 

Sulphite  of  soda. 307      grains. 

Para-amido-phenol 76^^      '* 

NO.  2. 

Water, 16  ounces. 

Sulphite  of  soda. 307  grains. 

Caustic  soda. 230      ** 

Equal  parts  of  Nos.  i  and  2  are  mixed  for  use.  For  time 
exposure  the  above  mixture  is  diluted  with  from  two  to  four 
parts  of  water. 

Any  good  developer,  however,  will  answer. 

I  have  also  used  Seed's  plates,  sensitometer  No.  23. 
With  these  plates  the  momentary  turning  on  and  oflf  of  the 
gas  jet  gives  a  sufficiently  long  exposure. 

I  have  also  obtained  very  good  results  with  Seed's  plates 
sensitometer  No.  26-x.  With  these  plates  my  friend, 
F.  Gutekunst,  of  Philadelphia,  has  prepared  some  excellent 
fields. 

In  order  to  protect  the  plates  from  the  light  of  the  gas 
jet  while  lighting  it,  so  as  to  avoid  too  long  an  exposure,  the 
expedient  was  adopted  of  covering  the  plate  with  a  develop, 
ing  dish  until  the  light  was  turned  on.  It  was  then  exposed 
while  the  dish  was  being  rapidly  removed  from  the  plate 
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the  gas  being  turned  off  when  the  dish  was  about  one  and 
one-half  feet  distant  from  the  plate. 

While  myself  out  of  the  city  and,  therefore,  away  from 
my  laboratory,  my  friend,  Mr.  F.  R.  Leflferts,  of  the  Cellu- 
loid Company,  of  New  York,  kindly  placed  a  photographic 
dark  room  at  his  cottage,  at  Belmar,  N.  J.,  at  my  disposal 
during  these  experiments.  I  am  also  indebted  to  him  for 
valuable  aid  in  preparing  the  photographic  plates. 

Fig.  I  shows  the  wire  field  of  a  straight  bar  magnet  of 
steel.  This  corresponds  to  the  bar  magnet,  the  field  of 
which  was  shown  in  the  first  paper  on  Fig.  10.  This,  like 
the  other  wire  fields,  was  obtained  by  the  use  of  short 
lengths  of  soft  iron  wire  instead  of  iron  fib'ngs. 

Fig.  2  shows  the  filings  field  of  a  simple  horseshoe  mag- 
net.  The  anomalous  poles  in  this  magnet  show  very  peculiar 
groupings  in  the  neighborhood  of  what  was  originally  the 
neutral  point  of  the  magnet.  These  poles  were  probably 
caused  by  some  unauthorized  juvenile  experiments  I  had 
not  counted  on  being  made. 

Fig.  3  shows  the  field  of  two  parallel  straight  bar  magnets 
with  their  similar  poles  approached.  This  figure  corre- 
sponds to  Fig.  5  of  the  first  paper. 

Fig.  4.  shows  the  field  of  two  parallel  straight  bar  magnets 
with  their  dissimilar  poles  approached.  This  figure  corre- 
sponds with  Fig.  6  of  the  first  paper.  The  conditions  for 
the  exposure  of  this  field  were  more  favorable  than  for  most 
of  the  others,  and  the  print  shows  what  can  be  hoped  for 
when  the  proper  conditions  necessary  to  ensure  the  best 
results  are  exactly  understood. 

Mr.  Leflferts  has  kindly  prepared  for  me  an  excellent 
transparency  of  this  field,  which  I  now  show  you. 

Fig.  5  shows  the  field  produced  by  two  straight  bar 
magnets  placed  with  their  axes  at  right  angles  to  each 
other,  and  with  their  similar  poles  approached.  The  char- 
acteristic parallel  streamings,  produced  by  the  repulsion  of 
similar  lines  of  magnetized  particles,  are  clearly  shown. 

Fig.  6  shows  the  field  produced  by  the  straight  bar  mag- 
nets with  their  axes  at  right  angles  to  each  other  and  with 
their  dissimilar  poles  approached. 
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Fig.  7  shows  the  field  of  the  two  straight  bar  magnets 
placed  with  their  axes  at  right  angles  to  each  other,  and  the 
pole  of  one  near,  but  not  in  contact  with,  the  neutral  point 
of  the  other.     This  corresponds  to  Fig,  4.  of  the  first  paper. 

Ftg.  8  shows  the  filings  field  of  a  compound  permanent 
horseshoe  magnet.  This  figure  corresponds  with  Fig.  7  of 
the  first  paper. 

Fig.  9  shows  a  curious  field  of  the  same  permanent 
horseshoe  magnet  shown  in  the  former  paper  in  Fig.  g.  In 
this  figure,  however,  the  magnet  is  placed  with  its  axis  in  a 
horizontal  position,  while  in  the  figure  of  the  first  paper  it 
was  placed  in  a  vertical  position.  I  have  reproduced  Fig.  g 
of  former  paper  in  Fig.  10  for  ready  comparison.  The  leak- 
age, in  planes  at  right  angles,  is  well  shown  The  magnetic 
leakage  in  this  case  gives  the  curious  appearance  of  a 
"beatified  bottle." 

I  also  show  you  a  number  of  aristotypes  prepared  for  me 
by  Mr.  Lefferts. 

I  have  formed  some  curious  compound  fields  with  filings 
and  wire  mixed.  Figs.  11  and  12  show  such  fields  corres- 
ponding to  Figs.  J  and  4,  as  shown  above. 


AMERICAN  ASSOCIATION  of  STATE  WEATHER 

SERVICES. 


[Summary  of  proceedings  of  the  first  meeting,  held  at  Rochester,  N.  K] 

A  convention  of  representatives  of  State  Weather  Ser- 
vices was  held  in  Rochester,  N.  Y.,  on  August  15  and  16, 
1892,  in  conjunction  with  the  forty-third  meeting  of  the 
American  Association  for  the  Advancement  of  Science. 
The  convention  was  called  to  order  by  Prof.  Mark  W. 
Harrington,  Chief  of  the  Weather  Bureau,  who  made  an 
address  of  welcome  to  the  representatives  present.  He 
suggested  certain  important  subjects  for  discussion,  and 
appointed  committees  on  permanent  organization,  pro- 
gramme, etc. 

A  permanent  organization  was  effected,  and  the  follow- 
ing  officers  were  elected:     President,  Major  H.  H.  C.  Dun- 
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woody;  First  Vice-President,  B.  S.  Pague,  of  Oregon; 
Second  Vice-President,  G.  M.  Chappel,  of  Iowa ;  Secretary, 
R.  E.  Kerkan[i,  Chief  of  State  Weather  Service  Division, 
Weather  Bureau;  and  Treasurer,  W.  L.  Moore,  of  Wis- 
consin. 

The  title,  American  Association  of  State  Weather  Ser- 
vices, was  adopted  by  the  convention,  and  it  was  decided  to 
hold  annual  conventions  in  future  at  the  santie  tintie  and 
place  as  those  of  the  American  Association  for  the  Advance- 
ment of  Science. 

The  following  representatives  were  in  attendance :  The 
U.  S.  Department  of  Agriculture,  Weather  Bureau,  being 
represented  by  Prof.  Mark  W.  Harrington,  Chief;  Major 
H.  H.  C.  Dunwoody,  Forecast  Official ;  Mr.  R.  E.  Kerkam, 
Chief  of  State  Weather  Service  Division ;  Mr.  N.  B.  Conger, 
Inspector,  and  Mr.  F.  J.  Randolph,  Stenographer.  F.  H.  Clarke, 
Arkansas;  J.  A.  Barwick,  California ;  John  Craig,  Illinois ; 
C.  F.  R.  Wappenhans,  Indiana ;  G.  M.  Chappel,  Iowa ;  Frank 
Burke,  Kentucky;  E.  A.  Evans,  Michigan;  G.  A.  Loveland, 
Nebraska;  J.  Warren  Smith,  New  England;  E.  W.  McGann, 
New  Jersey ;  R.  M.  Hardinge  and  W.  O.  Kerr,  New  York ; 
C.  M.  Strong,  Ohio;  B.  S.  Pague,  Oregon;  H.  L.  Ball,  Penn- 
sylvania; S.  W.  Glenn,  South  Dakota;  G.  N.  Salisbury, 
Utah;   J.  N.  Ryker,  Virginia,  and  W.  L.  Moore,  Wisconsin. 

Many  of  the  representatives  who  were  unable  to  be 
present  at  the  convention  forwarded  papers,  giving  their 
views  on  various  subjects  of  interest  to  be  discussed. 

The  subject  of  instrument-shelters  and  a  uniform  man- 
ner of  their  exposure  was  debated,  and  it  was  the  concensus 
of  opinion  that  a  uniform  pattern  of  shelter  should  be 
adopted  for  use  throughout  the  entire  country.  The  sub- 
ject was  referred  to  a  committee,  consisting  of  Messrs. 
Smith,  Moore  and  Pague,  with  instructions  to  report  as  to 
the  most  suitable  shelter  and  manner  of  exposure  to  be 
generally  adopted  by  State  weather  services. 

On  the  subject  of  whether  the  voluntary  observers  should 
be  supplied  with  self-registering  maximum  and  minimum 
thermometers,  the  prevailing  opinion  was  that  such 
instruments   should    be   issued,   and  used  in   determining 
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temperature  means  and  averages  wherever  and  whenever 
practicable.  The  old  method  of  making  readings  at  7  A.M., 
2  P.M.,  and  9  P.M.  observations  of  the  dry  thermometer 
shall  be  continued  whenever  desired,  but  the  means  should 
be  deduced  from  the  self-registering  thermometers  where 
such  instruments  are  in  use. 

As  to  the  adoption  of  a  form  to  cover  the  needs  of  a 
great  majority  of  the  voluntary  observers  who  are  supplied 
with  dry  or  maximum  and  minimum  thermometers  and 
rain-gauge,  it  was  decided  to  adopt  a  form  which  was 
suggested  by  the  Secretary,  so  arranged  as  to  admit  of 
making  three  or  four  copies  at  one  writing  by  means  of  the 
indelible  carbon  process,  thus  saving  the  observers  the 
copying  of  the  form  at  the  end  of  the  month ;  the  object 
of  this  arrangement  being  to  give  a  copy  of  the  monthly 
report  to  the  office  of  the  Chief  of  the  Weather  Bureau, 
one  to  the  office  of  the  Director  of  the  State  Service,  and 
one  to  be  retained  by  the  observer,  and  also  to  make  such 
additional  copies  as  he  may  desire  to  furnish  to  the  local 
press,  etc. 

The  forecasting  of  thunderstorms  was  the  fourth  subject 
discussed,  and  an  interesting  paper  on  this  topic  was  read 
by  the  Wisconsin  representative. 

The  proposition  to  print  the  weekly,  monthly  and 
annual  reports  of  the  State  weather  services  in  a  uniform 
manner  was  freely  discussed.  The  desirability  of  uniform 
reports  was  generally  admitted,  but  it  was  thought  imprac- 
ticable at  this  time  to  take  any  action  in  the  matter,  as  a 
number  of  States  have  appropriated  funds  for  printing 
reports  according  to  definite  size  and  style. 

The  discussion  of  the  question  of  the  best  methods  of 
signaling  weather  forecasts  by  displaymen  covered  a  wide 
range.  The  flag,  the  whistle,  the  semaphore,  and  the  * 
sphere,  bomb,  and  flash-light  systems  were  freely  discussed, 
and  an  interesting  paper  was  presented  by  the  New 
England  representative  on  the  system  of  spherical  bodies 
hoisted  on  a  staff.  This  subject  was  referred  to  a  com- 
mittee composed  of  Messrs.  Conger,  Glenn  and  Kerkam,  for 
report  at  the  earliest  practicable  date. 
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On  the  subject  of  inspection  of  voluntary  observers*  sta- 
tions the  decision  was  that  each  voluntary  station  should 
be  inspected  at  least  once  each  year,  to  keep  up  the  interest  of 
the  voluntary  observers  and  to  enable  the  directors  of  State 
services  to  becontie  thoroughly  fantiiliar  with  each  station 
and  its  surroundings.  It  was  recommended  by  the  asso- 
ciation that  sufficient  leave  of  absence  be  granted  the 
Weather  Bureau  representative  at  each  State  service  centre 
to  enable  him  to  make  a  tour  of  inspection. 

Relative  to  the  subject,  the  relation  of  State  weather 
services  to  Agricultural  Colleges  and  Experiment  Stations, 
it  was  decided  that,  owing  to  the  lack  of  telegraphic  facili- 
ties and  other  means  of  disseminating  weather  information, 
it  would  not  be  practicable,  generally,  to  have  the  central 
stations  of  the  State  weather  services  at  such  colleges  or 
stations,  but  that  a  very  close  co-operation  would  be  desir- 
able. 

The  subject  of  an  exhibit  at  the  World's  Fair  was  the 
last  general  subject  discussed.  It  was  decided  that  each 
State  service  should  have  its  exhibit  in  the  building  set 
apart  for  the  use  of  the  State,  and  not  to  have  the  exhibits 
collected  in  the  building  for  the  use  of  the  United  States 
Weather  Bureau. 

Mr.  E.  T.  Turner,  of  New  York,  and  Mr.  E.  H.  Nimmo, 
of  Michigan,  were  elected  to  active  membership  in  the 
association,  and  the  following  honorary  members  were  also 
elected:  E.  F.  Smith,  California;  Prof.  R.  Ellsworth  Call, 
Iowa;  Chas.  C.  Nauck,  Arkansas;  Prof.  Wm.  H.  Niles, 
Massachusetts;  G.  H.  Whitcher,  New  England;  H.  G. 
Reynolds,  Michigan;  H.  F.  Alciatore,  Oregon;  Major 
Richard  V.  Gaines,  Virginia;  Prof.  A.  L.  McRae,  Missouri; 
C.  F.  Schneider,  Michigan;  Prof.  Louis  McLouth,  South 
Dakota ;  and  all  active  voluntary  observers  of  the  United 
States  Weather  Bureau. 

After  adopting  resolutions  of  thanks  to  the  American 
Association  for  the  Advancement  of  Science  and  others  for 
courtesies  extended,  the  meeting  adjourned  sine  die, 

Robert  E.  Kerkam, 

Secretary, 
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CORRESPONDENCE. 


PATENT  LAW  AMENDMENTS. 

Ed,  Franklin  Institute  Journal : 

The  postponement  to  next  Congressional  session  of  Senate  Bill  No.  3246 
affords  opportunity  for  American  inventors  everywhere  to  examine  its 
provisions,  and,  if  dissatisfied  with  either  of  its  eleven  sections,  to  interrogate 
their  respective  Senators  and  Representatives  on  behalf  of  such  modifica- 
tions as  they  may  think  desirable.  Section  i  especially  seems  worthy  of 
their  attention.  Its  ostensible  purpose  is  the  amendment  of  clause  2  of 
section  4S87  R.  S.,  by  which,  as  is  well  known,  the  duration  of  a  U.  S.  patent 
is  made  dependent  upon  that  of  the  earliest  expiring  previously  granted 
foreign  patent  for  the  same  invention ;  but  the  amendment  would  seem  to 
leave  the  most  obnoxious  feature  of  the  clause  substantially  unchanged.  Espe- 
cially vexatious  has  the  clause  proved  to  the  creators  of  those  notable  devices 
which,  by  inaugurating  new  arts  and  opening  up  hitherto  untrodden  fields 
of  industry,  constitute,  to  some  minds,  the  chief  justification  of  the  patent 
system.  If,  as  commonly  supposed,  our  legistators  aimed  by  the  clause 
spoken  of,  to  confer  on  their  constituencies  some  kind  of  advantage  over  the 
foreigner,  that  aim  has  signally  failed,  the  recoil  of  the  weapon  has  proved 
far  more  disastrous  than  the  discharge  ?  Of  patent-granting  countries,  ours 
is  now  admittedly  foremost  alike  in  the  liberality  of  its  patent-law  and  in  the 
number  and  character  of  its  useful  inventions.  The  sum  total  of  "  aliens  " 
prevented  from  exacting  royalties  on  this  side  of  the  ocean  is  a  mere 
bagatelle  to  the  host  of  American  inventors  deprived,  by  this  ill-advised 
clause  of  the  revenue,  of  many  millions  that  would  have  been  drawn  from 
the  foreign  user  and  circulated  here ;  for  it  is  notorious  that  a  large  majority 
of  our  inventors,  rather  than  jeopardize  their  home  patents,  elect  to  forego 
the  dangerous  foreign  privilege,  with  the  result  that  American  inventions 
are  generally  free  to  all  except  Americans.  The  present  writer  believes  that 
the  effect  of  the  clause  has  been  only  evil  and  that  continually  and  that  the 
only  proper  amendment  is  to  expunge  it,  or  if  that  may  not  be,  then  let 
American  ingenuity  at  least  be  relieved  of  this  unmerited  and  unpolitic 
burden.  Geo.  Henry  Knight. 

Northampton,  Mass,,  August  12,  i8g2. 
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FISKE'S  ELECTRICAL  RANGE  FINDER. 

[Report  of  the  Committee  on  Science  and  the  Arts/] 


[No.  1,655.]  Hall  of  the  Franklin  Institute, 

Philadelphia,  May  i,  1892. 
The  Sub-Committee  of  the  Committee   on  Science  and 
the  Arts,  to  whom  was  referred  for  examination 

FISKE'S   electrical    RANGE   FINDER, 

respectfully  report  that :  The  said  invention  is  the  subject  of 
United  States  Letters-patent  Nos.  406,829,  406,830,  418,910 
and  444,217,  granted  to  Bradley  Allan  Fiske,  Lieutenant 
United  States  Navy. 

These  patents  cover  a  new  method  of  finding  the  range 
and  position  of  a  distant  object  quickly  and  with  sufficient 
accuracy  for  directing  guns  on  a  distant  target,  either  from 
a  man-of-war  or  harbor  fortification. 
Vol.  CXXXIV  17 
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In  naval  warfare  at  the  present  day,  where  the  ships  arc 
equipped  with  long-range  guns  of  large  calibre  and  the  hulls 
lie  so  low  in  the  water  that  they  present  an  inconspicuous 
surface  for  a  target,  and  the  powerful  engines  with  which 
they  are  propelled  enable  them  to  change  their  position 
rapidly,  the  necessity  for  some  approximately  accurate 
method  of  promptly  determining  the  distance  of  the  enemy's 
ship  is  an  urgent  one.  In  the  language  of  oile  of  the  most 
distinguished  officers  of  the  British  Navy :  "  No  one  knows 
what  will  happen  in  a  naval  action  now,  no  chance  should 
be  thrown  away.  In  these  days,  where  it  is  possible  for 
one  shot  to  win  an  action,  a  ship  fitted  with  an  accurate 
range  finder  must  have  an  enormous  advantage  over  a  ship 
not  so  fitted." 

Prior  to  Lieutenant  Fiske's  invention,  no  satisfactory 
way  of  determining  the  distance  of  the  enemy's  ship  had  ever 
been  devised.  Many  methods  had  been  suggested  and 
practised,  but  all  were  open  to  the  objections  : 

(i)  That  the  observations  from  which  the  calculations 
were  made  were  not  accurate  enough. 

(2)  That  the  positions  were  changed  by  the  time  the 
calculations  were  completed. 

To  meet  the  latter  objection  it  was  customary  to  assume 
the  position  where  the  target  would  be  by  the  time  the 
calculations  would  have  been  completed  ;  this  introduced  a 
new  source  of  error.  The  method  usually  adopted  was  to 
station  one  observer  at  each  end  of  a  base  line  of  known 
length  to  obtain  by  observation  the  angles  at  their  respec- 
tive ends  between  the  base  line  and  the  object  to  be  fired 
at,  the  observers  communicating  to  each  other  either  by 
visual  or  telegraphic  signals ;  with  the  two  angles  thus 
observed  and  the  known  base  line  the  distance  from  either 
observer  could  be  calculated.  Another  method  was  to 
make  a  calculation  of  the  time  required  for  the  sound  of  a 
gun  fired  from  the  enemy's  ship  to  reach  the  observer. 
Small  tubes,  filled  with  sand,  like  hour  glasses,  which  would 
register  in  seconds,  were  turned  at  the  moment  of  obser\-- 
ing  the  puff  of  smoke ;  the  number  of  seconds  elapsing 
between  the  puff  and  the  report  multiplied  by  the  known 
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velocity  of  sound  would  give,  roughly,  the  distance.  It  is 
obvious  that  after  the  second  or  third  shot  such  a  method 
would  be  valueless,  as  it  would  be  impossible  to  identify 
the  puff  with  a  report. 

A  third  method  was  to  send  an  observer  to  the  mast- 
head with  a  sextant  to  find  the  angle  between  the  horizontal 
plane  passing  through  the  sextant  and  the  line  joining  the 
sextant  with  the  object  whose  distance  was  to  be  measured. 
From  tables  the  distance  corresponding  to  this  angle  was 
given  to  the  captain  of  the  gun. 

The  problem  has  been  solved  in  a  most  interesting  way 
by  Lieutenant  Fiske,  who  has  made  a  most  ingenious  appli. 
cation  of  an  electrical  principle  in  the  construction  of  his 
apparatus.  The  method,  briefly  stated,  is  as  follows  :  Two 
observers  are  stationed  at  the  ends  of  a  base  line  of  known 
length ;  each  observer  directs  a  telescope  pivoted  at  the 
end  of  the  base  line  upon  the  object  whose  distance  is  to 
be  measured ;  the  lines  of  sight  of  these  telescopes  will 
then  correspond  respectively  with  the  two  sides  of  a  triangle 
of  which  the  known  base  line  is  the  base ;  by  the  movement 
of  these  telescopes  the  needle  of  a  galvanometer  is  made  to 
move  over  a  scale,  and  a  third  observer,  stationed  at  any 
convenient  point  (say  at  the  gun,  or  in  the  chart  room),  reads 
off  the  length  of  one  of  the  sides  of  the  triangle  in  feet,  the 
distance  sought. 

The  principle  of  the  invention  consists  in  first  deter- 
mining a  fractional  portion  of  a  conducting  body  bearing  in 
length  a  ratio  to  the  angle  included  between  two  lines  of 
sight  directed  upon  a  distant  object,  and  second,  measuring 
the  electrical  resistance  of  said  length.  This  is  accom- 
plished automatically,  and  the  result  given,  as  above  stated, 
by  means  of  an  apparatus  which  is  practically  a  Wheat- 
stone  bridge,  the  variable  resistances  in  the  members  of 
which  are  arcs  upon  which  move  sliding  contacts  corre- 
sponding  with  the  movements  of  the  telescopes. 

The  following  full  description  of  the  operation  of  the 
instrument  is  taken  from  Patent  No.  444,217  : 

Referring  to  the  accompanying  Fig,  /,  let  A  B  he  a.  base 
line  and   T  the  position  of  a  distant  object,  the  range  of 
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which  A   r  is  to  be  determined  by  trigonometry.     In  the 
triangle  A  7  B, 

^  y.  ^  A  B  Xjm  A  B  T 
sijTA  T  B 

let  C  and  D  represent  two  telescopes  or  alidade  arms,  pivoted 

T 


Fig.  I. 

at  the  points  A  and  B  and  sweeping  over  arcs  E  and  F,  of  con- 
ducting material,  the  said  arcs  having  their  extremities  upon 
the  base  line  A  B.  Let  the  telescope  C  be  directed  upon 
the  point  7,  assuming  the  position  represented  by  C,  dotted 
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lines.  Then,  obviously,  the  angle  C  A  C  is  equal  to  the 
angle  A  T  B,  and  the  portion  of  the  arc  E  included  between 
the  positions  C  and  C  of  the  telescope  will  measure  the 
angle  at  ^  T  B. 

In  the  foregoing  formula  the  base  line  A  B  \^  known  by 
measurement  and  the  angle  A  B  T  is,  as  shown  in  the 
figure,  a  right  angle,  then  the  sin  A  B  T  becomes  unity. 
It  remains,  therefore,  to  find  the  angle  A  T  B  in  order  to 
determine  the  distance  A  T,  so  that  it  becomes  necessary  to 
provide  a  simple  and  rapid  means  of  at  once  determining 
what  the  angle  A  T  B  is.  To  this  end  the  arcs  E  F  of  con- 
ducting material  are  connected  in  a  Wheatstone  bridge,  the 
four  members  of  which  are  shown,  respectively,  at  a  d  c  d. 
In  this  bridge  a  galvanometer  g  is  connected  in  the  usual 
way,  and  also  the  battery  A,  the  terminals  of  the  battery 
wire  being  connected  to  the  telescopes  at  their  pivot-points 
A  B,  so  that  the  circuit  proceeds  through  the  telescopes  to 
the  arcs,  and  then  at  the  arc  F  divides  through  the  wires  drf 
and  at  the  arc  E  divides  through  the  wires  a  c.  It  will  be 
plain  that  when  the  two  telescopes  C  and  D  stand  at  right 
angles  to  the  base  line,  and  hence  parallel  to  one  another, 
the  bridge  will  balance  and  the  galvanometer  will  show  no 
deflection.  The  lines  of  sight  of  the  two  telescopes  then 
being  parallel  the  galvanometer  will  indicate  infinite  range ; 
and  of  course  this  will  be  true  no  matter  where  the  tele 
scopes  may  be  on  their  respective  arcs,  so  long  as  their  lines 
of  sight  are  relatively  parallel.  But  if  one  telescope  be 
moved  out  of  parallelism  with  the  other — as,  for  example, 
the  telescope  C  moved  to  the  position  C — then  clearly  the 
bridge  will  be  thrown  out  of  balance  and  the  galvanometer 
will  be  deflected.  It  will  also  be  clear  that  the  extent  of 
deflection  of  the  galvanometer  will  depend  upon  the  length 
of  arc  included  between  the  two  positions  of  the  telescope 
C  Cy  and  will  be  greater  as  that  arc  increases,  so  that  with  a 
battery  with  constant  electro-motive  force  it  becomes  pos- 
sible to  determine  the  extent  of  movement  of  the  telescope 
C,  by  simply  observing  the  indication  of  the  galvanometer. 
It  will  of  course  be  obvious  that,  as  the  angle  between  the 
positions  C  and  C  of  the  telescope  increases,  the  length  of 
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the  line  ^  Twill  constantly  decrease,  while  the  deflection 
of  the  galvanometer  will  constantly  increase,  so  that  the 
galvanometer  indicated  ranges  starting  from  infinity  when 
the  galvanometer  shows  no  deflection,  small  ranges  being 
indicated  by  large  deflections  of  the  galvanometer,  and  vice 
versa.  As  a  matter  of  convenience,  it  is  preferred  to  employ 
for  this  purpose  a  galvanometer  so  constructed  that  the 
deflections  ot  the  index  will  be  proportional  to  the  differ- 
ence of  potential  at  the  terminals.  The  observer  instantly 
reads  the  range  from  the  galvanometer  which  is  provided 
with  a  scale  suitably  marked  in  linear  units,  such  as  yards. 
If,  however,  the  angle  A  B  T  is  not  a  right  angle,  then 
the  factor  sin  A  B  T  must  be  taken  into  consideration  in 
solving  the  formula 

^  j^^^ABXsinA  B  T 
sin  A~T  B    ~ 

or,  in  other  words,  the  observer  at  the  galvanometer  may 
simply  multiply  the  range  indication  by  the  sin  A  B  T 
numerically  expressed  in  order  to  reduce  the  indicated 
range  to  the  true  range.  The  angle  A  B  T  is  observed 
directly  on  the  arc  F. 

In  the  above  demonstration  the  resistance  of  the  whole 
circuit  is  assumed  to  be  constant  or  remains  the  same  as 
when  the  two  telescopes  stand  parallel  to  each  other  and 
touch  the  middle  part  of  their  respective  arcs.  Asa  matter 
of  fact,  however,  the  resistance-  of  the  whole  circuit 
decreases  as  the  telescopes  approach  the  extremities  of  the 
arcs ;  this  variation  in  resistance  due  to  change  of  position 
will  affect  the  total  resistance  in  circuit  to  an  extent 
depending  upon  its  ratio  to  the  resistance  of  the  whole 
circuit.  If  this  ratio  be  made  very  small,  the  variation 
may  be  rendered  inappreciable.  This  is  easily  done  by  the 
insertion  of  a  high  resistance  in  the  battery  loop  at  / 
between  the  points  A  and  B,  The  resistance  of  the  galva- 
nometer  has  been  neglected,  ^md  it  has  also  been  assumed 
that  the  electro-motive  force  and  internal  resistance  of  the 
battery,  and  the  resistances  of  the  various  contacts  remain 
constant     While  this  is  not   theoreticallv  true,  it  is  found 


Digitized  by 


Google 


Oct.,  1892.]  Fiskes  Electrical  Range  Finder.  255 

that  by  using  storage  batteries  and  making  the  contacts 
carefully  no  appreciable  error  is  introduced. 

Communication  between  the  two  observers,  which  is 
necessary  to  secure  a  simultaneous  observation,  is  secured 
by  a  telephone,  the  transmitter  and  receiver  being  attached 
to  the  telescope  in  proper  positions  for  the  mouth  and 
ear  while  the  eye  is  employed  in  aligning  the  telescope. 
An  electric  bell  attachment  is  also  provided,  so  that  when 
the  vessel  is  rolling  **  snap  shots  "  may  be  taken ;  that  is,  the 
observer  at  A  when  he  has  aligned  his  telescope  on  the 
object  will  close  the  bell  circuit  at  his  end,  then  when  B  has 
his  instrument  correctly  aligned,  he  will  touch  the  button 
and  both  bells  will  ring,  and  the  telescopes  will  rest  until 
a  reading  has  been  made  of  the  galvanometer,  which  is 
placed  at  any  convenient  point,  like  the  chart  room,  or  con- 
ning tower.  The  range  being  known  and  communicated  to 
the  person  in  charge  of  the  gun,  he  can  at  once  give  the 
piece  the  proper  elevation. 

Trials  have  been  made  of  the  instrument  during  the 
past  two  years  on  vessels  of  the  United  States,  French, 
Italian  and  Russian  navies.  These  tests  have  been  care- 
fully conducted  under  the  authority  of  the  respective 
governments,  and  the  results  as  reported  by  the  officers  in 
charge  have  demonstrated  that  the  invention  is  a  very  great 
improvement  over  the  methods  formerly  in  use.  The  first 
installation  was  made  upon  the  U.  S.  S.  Chicago,  and  obser- 
vations were  made  from  that  vessel  while  moored  at  the 
wharf  at  the  New  York  Navy  Yard  upon  prgminent  objects 
in  the  harbor.  Two  base  lines  were  used,  in  length,  200  feet 
and  ^4  feet,  respectively.  The  distances  measured  ranged 
from  940  to  1,325  yards.  The  mean  of  errors  with  the  long 
base  line  was  06  per  cent.,  and  with  the  short  base  line  1*9 
per  cent. 

Better  instruments  were  installed  on  the  U.  S.  S.  Balti- 
more, and  after  a  six  months'  trial  at  sea  an  official  report 
was  made,  which  showed  very  satisfactory  results.  The 
base  line  was  ninety-three  yards  long.  The  telescopes  were 
screwed  down  on  the  centre  line  of  the  deck.  One  galva- 
nometer  was  placed  in  the  conning  tower  and  the  other  on 
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the  bridge.  The  telescopes  were  adjusted  by  sighting" 
them  on  the  moon,  which  being  practically  at  an  infinite 
distance  laid  them  parallel,  and  the  galvanometer  stood  at 
zero.  Trials  were  made  in  various  harbors  of  Europe  while 
the  vessel  was  l}''ing  at  single  anchor,  rolling  and  swinging; 
the  observations  were  compared  with  the  positions  plotted 
on  the  chart,  and  the  variations  from  the  true  distance  were 
found  to  be  slight.  In  the  harbor  of  Spezia,  Italy,  with  the 
ship  lying  directly  between  a  fort  and  a  lighthouse,  obser- 
vations were  made  upon  both  objects.  By  adding  together 
the  distance  from  the  ship  to  each  object  by  range  finder, 
and  comparing  the  sum  with  the  distance  between  the 
objects  as  shown  by  the  chart,  the  error  of  the  range  finder 
was  shown,  and  the  uncertain  position  of  the  ship  as  it 
swung  at  anchor  was  eliminated.  The  mean  of  twelve 
observations  to  the  fort  and  seven  to  the  lighthouse  was 
^aken,  and  showed  an  error  of  only  one-half  per  cent. 

Good  results  were  obtained  at  target  practice  off  the 
harbor  of  Villa  Franche.  There  was  a  gentle  breeze  and 
the  ship  rolled  slightly.  Two  targets  were  shot  away  and 
the  floating  barrels  and  planks  of  which  they  were  formed 
were  frequently  hit.  But  few  wild  shots  were  made,  and 
the  first  shots  were  about  as  good  as  the  last.  The  rolling 
of  the  ship  did  not  materially  affect  the  reading  of  the 
needle,  and  the  shock  of  the  discharge  had  no  effect  upon 
the  instruments.  The  Board  reported  that  reliable  results 
were  obtained  within  three  per  cent,  in  ranges  less  than 
5,000  yards,  and  that  the  observations  may  be  made  by  any 
two  sailors  after  a  little  instruction  and  practice. 

This  result  is  practically  the  same  as  that  obtained  on 
the  ship  Formidable  of  the  French  Navy  which  showed  the 
average  of  errors  in  distances  between  800  and  4,500  yards 
to  be  about  three  per  cent.  The  official  report  of  the  trial 
states,  however,  that  the  errors  are  due  more  to  inaccurate 
observations  than  to  the  electrical  apparatus ;  greater  accu- 
racy might  be  obtained  also  by  using  a  galvanometer  with 
a  larger  scale,  so  that  closer  readings  could  be  made. 

A  commission  of  five  officers  of  the  Italian  Navy  made 
trials  of  the  range  finder  on  board  the  ironclad  Terribile,  under 
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all  possible  conditions  at   sea  in  the   Mediterranean   nea 
Spezia,  Italy.     The  official  report  states  that  the  instrumen 
has  positive  merit  and  can  render  most  useful  service,  being 
ingenious,  practical  and  of  most  easy  management. 

The  results  obtained  in  this  practical  way  have  estab- 
lished the  value  of  the  invention,  and  other  vessels  of  the 
United  States  Navy  are  now  being  equipped  with  the  Fiske 
range  finder.  It  is  not  alone,  however,  in  marine  warfare 
that  the  instrument  may  be  used  to  advantage;  it  has  even 
greater  capabilities  when  used  in  fortifications  commanding 
harbors  and  adjacent  waters.  There  base  lines  of  any 
desirable  length  can  be  secured,  and  observers  may  be  sta 


Fig.  2. 

tioned  at  the  most  advantageous  points,  while  each  group 
of  guns  may  be  directed  by  the  officer  in  command,  who 
may  concentrate  the  fire  of  them  all  upon  a  single  ship,  or 
fire  at  different  ships,  as  his  judgement  may  dictate. 

For  this  sei'vice  the  position  finder  is  equally  necessary 
with  the  range  finder.  This  instrument  shows  the  direc 
tion  or  bearing  of  the  object,  which  though  visible  from  the 
ends  of  the  baseline,  may  be  concealed  by  smoke  or  fog  from 
the  gunners.  In  principle  the  instruments  are  the  same. 
A  second  galvanometer  is  connected  to  the  same  conducting 
arcs  as  the  range  finder,  but  differently,  the  connections 
being  so  made  that  the  deflections  of  the  needle  depend 
upon  the  sum  of  the  angles  through  which  the  telescopes 
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are  moved  from  the  zero  position.  The  deflection  of  the 
needle  shows  the  angle  which  a  line  joining  the  object 
aimed  at  and  the  centre  of  the  base  line  makes  with  the 
base  line.  *  If,  therefore,  the  guns  are  placed  near  the  centre 
of  the  base  line,  they  can  be  directed  upon  the  target,  even 
though  the  latter  is  not  visible  from  the  guns. 

Fig,  2  illustrates  the  method  of .  connecting  the  galva- 
nometer for  the  range  finder,  Fig,  j  the  connections  for  the 
position  finder. 

In  view  of  the  ingenuity  displayed  in  the  invention  and 
the  great  advance  it  makes  in  securing  a  more  effective  ser 


Fig.  3. 


vice  of  heavy  ordnance,  your  committee  feel  justified  in 
recommending  the  award  of  the  Elliott  Cresson  Gold 
Medal  to  the  inventor. 


E.  A.  vScoTT,  Chairman, 
Cr.AVTON  W.  Pike, 

C.  BlLLBERG. 


Carl  Hering, 

l.  f.  rokdinella, 


Adopted,  June  /,  i8g2, 

Arthur  Beardslev, 
CJiairman  of  the  Committee  on  Science  and  the  Arts. 
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ECONOMICS  OF  "AUTOMATIC*  ENGINES. 


By  R.  H.  Thurston. 


The  "automatic**  stOAm  engine  is  a  form  which,  though 
a  generation  old,  has  come  into  very  general  use  only 
within  a  few  years,  and  mainly  since  the  demands  of  elec- 
tric lighting  have  been  so  exacting  in  the  matter  of  regula- 
tion. In  earlier  days,  a  variation  in  speed  of  five  per  cent, 
or  more  from  the  mean,  in  many  applications  of  steam- 
power,  was  perfectly  admissible ;  and  even  in  the  most 
exigent  of  work,  that  of  cotton  mills  making  "  fine  goods, 
two  per  cent,  variation  was  thought  about  the  limit  of 
practical  attainment  and  very  satisfactory.  It  is  now  con- 
sidered that  a  range  of  one  per  cent,  from  the  mean  is  too 
great  for  the  purposes  of  the  electrician,  and,  so  far  has 
invention  and  improvement  extended,  it  is  possible  to 
secure  a  guarantee,  from  makers  of  the  later  forms  of  the 
"automatic**  engine,  that  no  variation  shall  take  place 
though  the  load  be  thrown  off  entirely  and  at  once  com- 
pletely restored;  while,  with  some  constructions,  it  is 
actually  practicable  to  make  the  machine  assume  a  higher 
speed  with  full  load  than  with  none.  This  is  an  incidental 
result  of  the  attempt  to  meet  the  requirements  of  modem 
engineering ;  which  requirements  compel  a  complete  revo- 
lution in  the  type  of  engine  formerly  most  familiar  to  us. 

The  greater  part  of  the  machinery  to  be  driven  by  th^se 
engines,  as  constructed  by  the  electrician  and  engineer, 
calls  for  a  small  amount  of  power  and  a  very  high  speed  of 
rotation.  The  armatures  of  standard  fgrms  of  dynamo- 
electric  machines  ordinarily  range  from  speeds  of  1,000  to 
3,ooD  revolutions  per  minute  ;  though  special  constructions 
are  brought  down  to  a  fraction  of  these  figures.  The  power 
is  from  ten  to  forty  or  fifty  horse-power  in  common  dis- 
tributions and  up  to  as  high  as  250  for  the  largest  single 
dynamos ;  although,  often,  the  dynamos  may  be  so  grouped 
that  from  500  to  1,500  horse-power  may  be  taken  from  one 
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engine.  It  is  not  yet  possible,  in  all  cases,  to  determine 
whether  a  large  single  engine  or  several  smaller  machines 
of  similar  aggregate  power  is  best ;  but  the  demand  for  the 
small  engine  of  from  twenty-five  to  lOO  horse-power  is 
enormously  great,  and  the  manufacture  of  this  class  of 
engine  has  been  immensely  stimulated  by  the  comparatively 
recent  developments  of  systems  of  production  and  of  dis- 
tribution of  electric  energy-.  These  machines  are  com- 
monly of  the  class  here  denominated  "automatic,"  are 
*  high-speed "  engines  of  a  modem  and  special  type,  and 
are  characterized  by  a  "positive  "  valve-gear,  as  distinguished 
from  the  older  and  more  familiar  forms  of  "  trip  cut-oflF  '*  or 
detachable  gear,  with  regulation  by  a  governor  which 
determines  the  point  of  cut-off  by,  usually,  shifting  an 
eccentric,  as  years  ago  employed  by  Hartnell  and  by 
Hoadley,  and  this  engine  is  built  to  operate  at  a  speed 
seldom  less  than  200  revolutions  a  minute,  and  often  above 
300.  The  positive  motion,  as  a  valve  system,  and  the  shaft- 
governor,  are  necessary  consequences  of  the  demand  for 
high  speed  of  rotation  and  nice  regulation  ;  the  latter  being, 
in  fact,  a  more  essential  matter  than  the  former,  and  one 
which  has  compelled  many  modifications  of  the  details  of 
construction  of  the  older  forms  of  engine  to  secure  satis- 
factory uniformity  of  motion.  The  characteristics  and  the 
essentials  of  each  type  are  now  so  familiar  to  all  that  it  is 
unnecessary  for  present  purposes  to  describe  them  in  detail. 
An  "  automatic  "  engine  has  come  to  be  defined  as  one  in 
which  these  methods  of  construction  have  been  adopted 
and  which,  having  a  positive -.valve-motion  and  firmly  con- 
nected governor,  adjusts  its  power  to  its  load  automatically 
through  the  latter.  The  definition  logically  applies  quite 
as  well  to  the  Corliss  and  Greene  and  similar  detachable 
systems  of  valve-gear ;  but  convention  seems  to  confine  it 
to  the  later  high-speed  engine. 

The  modern  automatic  engine,  at  its  high  speed  of  rota- 
tion, brings  into  play  the  forces  of  inertia  to  an  extent 
never  observed  in  the  older  machine,  and  its  design  must 
usually  be  modified  somewhat  to  insure  smooth  working  hy 
the  introduction  of  compression  and  counter-balancing  to  a 
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correspondingly  greater  extent,  and  with  much  greater  care 
than  formerly.    This  means  increased  clearances,  as  com- 
pared with  the  other  type,  and  often  heavier  running  parts, 
adjusted   as   to  weight   in  the   manner  first  practised  by 
Porter,  as  well  as  the  long  familiar  counter-balancing.   The 
Porter  system  gives  more  perfect  adjustment  of  pressure  on 
the  journals,  and  the  last  g^ves  insurance  against  shake  of 
the  engine,  as  a  whole,  on  its  foundations.     These  dynamic 
actions  and  adjustments  have  been  the  subject  of  many 
and  extended  investigations,  both  mathematical  and  experi- 
mental, and   the   result  has  been  admirable  success  in  the 
improvement  of  the   standard   engine  of  the  time,  in  this 
respect,  and  beautifully  smooth  running,  where  intelligence 
and  experience  have  conspired  in  design  and  construction. 
It  is  proposed  to  consider  the  economics  of  such  an  engine, 
assuming  it  to  represent  the  best  contemporary  practice  in 
these  respects,  and  to  be  ready  for  operation  under  at  least 
ordinarily  favorable  conditions.     The  exact  expenditure  of 
heat,  steam  and  fuel  under  specified  representative   condi- 
tions of  this  case,  including  steam-pressure,  back-pressure, 
ratio  of  expansion,  and  boiler-eflSciencies,  can  be   computed 
for  the  thermo-dynamic,  ideal  case ;  and,  knowing  the  mag- 
nitude and  conditions  of  physical  operation  of  the  engine, 
friction  included,  its  wastes  of  energy,  whether  thermal  or 
dynamic,  can  be  very  closely  obtained  by  computation,  and 
these  wastes  being    added    to   the  total  thermo-dynamic 
expenditure,  the  gross  outlay  of  energy  becomes  known  and 
the   economical   problem  can  be  solved.     The  following  is 
an  illustration  of   these  facts,-  as  determined  for  an    "  auto- 
matic "   simple   condensing  engine,  rated  at   ten  to   fifteen 
horse-power;  having    a   cylinder   six   inches    in   diameter 
and  eight  inches  stroke  of  piston,  its  speed  280  revolutions 
a  minute,  and  the   machine  proportioned  for  a  steam-pres- 
sure  of    100  pounds,  though  strong  enough    to  be  driven, 
if  necessary,  with  a  much  higher,  perhaps,  with  little  risk, 
at  fifty  per  cent,  higher  pressure.     Compression  is  complete 
and  leakage  insensible. 

It  is  proposed  to  compute  the  demand  for  heat  and  steam 
for  the  purposes  of  designer  and  purchaser,  on  the  assump- 
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lion  of  the  date  given  below,  the  conditions  as  to  waste 
being  substantially  those  illustrated  in  the  Sandy  Hook 
experiments  of  1884.  Pressures  are  taken  from  seventy- 
five  to  155  pounds  per  square  inch  above  the  atmosphere: 
ratios  of  expansion  from  r6  to  16,  and  the  engine  as 
speeded  at  280.  External  wastes  of  heat  are  assumed  to 
average  0*5  b.  t.  u.  per  square  foot  of  external  surface  and 
per  degree  range  of  temperature  from  atmospheric— here 
taken  as  100°  F.  Internal  wastes  are  taken  as  aggregating, 
as  a  fraction  of  the  total  steam  supplied, 

w  —  a/ d,  1   r  n 

where  the  coefficient  ^  =  4  in  the  case  assumed  to  be  fairly 
represented  of  that  here  considered ;  d  is  the  diameter 
of  cylim.  in  inches,  r  the  ratio  of  expansion,  and  //  the 
number  of  revolutions  per  second.  This  simple  expression 
w^ill  probably  answer  present  purposes,  in  the  absence  of  a 
more  exact  and  better  established  one.  Friction  wastes  are 
taken  as  found  for  short  cut-offs,  efficiency  of  the  engine  as 
a  machine  being  assumed  at  0-85.  Better  work  than  this 
can  be  and  should  be  done.  /  is  taken  as  778.  The  follow- 
ing are  the  assumed  data  : 

DATA. 

A  =  75     95     115     135     155' 
A=  5       5        5         5         5 
r  =  1*6    2        4         8        16 

T  8     2       4         8        16 

Pressures  are  here  measured  from  absolute  zero. 
The  work  per  cubic  foot  of  steam  is  here  computed  by 
the  familiar  expressions  of  Rankine : 

and 

The  results  of  these  computations,  as  made  and  checked 
*  Rankine' s  Prime  Movers ;  Thurston's  Manual,  p.  398. 
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Fig.  I,  Economy  at  7«j  lbs.  Pressure. 
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Fig.  4,  Economy  at  ijtj  lbs.  Pressure. 
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by  Messrs.  C.  B.  Auel,  A.  R.  Henry  and  F.  P.  Ide,  following 
the  methods  prescribed  by  the  writer,  are  presented  in  the 
accompanying  table. 

An  examination  of  the  figures  here   collected  will  show 
in  a  most  interesting  manner  the  gradual  variation  of  steam 
consumption  with  change  of  expansion  at  each  pressure 
and  a  comparison  of  the  figure  for  the  several  pressures  wil 
illustrate  the   interesting  modifications   of  result   due   to 
variations  of  expansion  with  pressures,  and  the  diflferences 
in  the  location  of  the  best  points  of  cut-off  for  these  pres- 
sures.    These  instructive  comparisons  are  best  made  by  the 
construction  of  curves,  of   which  the  coordinates  are,  for 
each  pressure,  weights  of  steam  demanded  per  horse-powe 
and  per  hour  at  stated  ratios  of  expansion.     Such  curve 
have  been  drawn  by  the  computers  for  the  present  case,  and 
are  illustrated  in  the  accompanying  plates.     It  is  seen  that 
at   the  lowest    pressure,  75  pounds,  maximum  economy  o 
steam  and  fuel  is  attained  at  a  cut-off  very  near  tj\,  or  a  ratio 
of  expansion  of  about  4*5,  when  the  dynamo-metric  power 
is  taken,  or  at  about  a  cut-off  of  0*2  and  ^  =  5,  on  the  basis 
of  indicated  power.    These  figures  become  about  3-16  and 
5  at  95  pounds,  \\  and  6  at  115,7^2-  and  6*4  at  135,  and  ^^^  and 
7  when  the  pressure  becomes  155  absolute,  or  140  pounds  by 
gauge. 

This  gradual  shifting  of  the  ratio  of  expansion  giving 
highest  economy  of  fuel  and  of  steam  is  better  illustrated 
in  the  last  set  of  curves  in  which  two  exhibit  the  variation 
of  this  point  of  cutoff  with  varying  pressures,  while  the 
other  pair  show  the  progressive  gain  in  economy  of  fuel  and 
of  steam  in  a  similar  manner ;  the  numerical  values  of  the 
former  quantities  increasing,  and  the  latter  decreasing  with 
rising  steam-pressure.     The   weight  of  steam  consumed  is 

not  far,  at  best,  from  

IV  =  250/  1 ''  / 

pounds  of  steam  per  hour  per  indicated  horse-power,  when 
working  under  best  conditions,  and  the  best  ratio  of  expan. 
sion,  on  the  same  basis,  is  about 

r  =  0-5  1/7" 
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The  conditions  here  assumed  may  be  taken  as  fairly  rep- 
resentative of  good  practice  with  such  an  engine.  Where 
leakage  occurs,  or  when  compression  is  incomplete  and  the 
clearances  thus  become  sources  of  additional  wastes,  these 
figures  may  be  much  exceeded.  Experiments  with  an 
engine  of  such  dimensions  and  proportions  as  are  here 
assumed,  as  made  under  the  eye  of  the  writer,  have  given 
internal  wastes  through  these  faults  of  construction  and  of 
operation,  amounting  to  three  times  that  here  found,  and 
bring  the  expenditures  of  steam  and  fuel  up  much  higher 
figures.  Those  here  obtained,  however,  correspond  with 
working  conditions  which  can  probably  always,  with  care, 
be  obtained  in  the  actual  case,  and  may  serve  as  a  guide  in 
the  designing  or  the  selection  of  such  engines  for  use. 
Larger  engines  will  be  less  subject  to  such  wastes,  and  the 
margin  between  the  ideal  case  and  the  actual,  may  be  thus 
reduced  approximately  in  proportion  to  increasing  size  of 
engine.  The  economically  desirable  ratio  of  expansion 
and  point  of  cut-off,  however,  is  always  somewhat  less  than 
that  found  to  give  lowest  expenditure  of  steam  and  fuel, 
since  every  item  of  cost  in  the  construction  of  the  engine 
involves  a  corresponding  annual  charge  thereafter,  and  a 
compromise  between  increasing  annual  expense  on  this 
count,  and  decreasing  cost  of  fuel  must  be  made  to  secure 
the  best  results. 

The  commercially  desirable  ratio  of  expansion  is  always 
less  than  that  giving  maximum  duty;  but  the  margin 
between  the  two  depends  greatly  upon  the  relative  costs  of 
construction  and  of  operation  of  engine  and  boiler  and  cost 
of  fuel.  Methods  of  exact  computation  are  becoming 
developed  and  approximate  methods  are  well-known.*  In 
general,  at  the  commercial  centres,  the  ratio  to  be  adopted 
in  designing  will  not  be  far  from  two-thirds  that  here  found 
to  give  best  eflFect  for  the  ideal  case,  twenty  per  cent, 
lower  than  is  shown  on  the  diagrams  for  the  actual  case, 
and  still  lower  where  it  is  sought  to  make  the  most  out  of 
an  engine  already  set  and  in  operation. 

*  Manual  of  Steam  Engines,  Vol.  I,  Chapter  VII. 
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The  mean  effective  pressure  here  found  is  seen  to  be  not 
far  from 

A  =-  6  i/"a 

and  the  pressure  to  be  adopted  by  the  designer  for  such 
cases  will  be  greater,  perhaps  not  far  from 

A  =  5  V^  A  - 

gauge-pressures  being  here  taken  while  the  power  of  the 
engine  is  seen  to  be  approximately 

/.  H.  P.  =  0-03  d^  VYx 

nearly  and  slowly  rising  with  increasing  pressure.  Had  the 
wastes  of  the  engine  been  larger,  which  is  oftener  the  case 
than  the  opposite,  the  cut-oflE  would  be  deferred,  the  ratio 
of  expansion  lessened,  the  mean  effective  pressure  increased 
and  the  relative  power  for  a  given  size  of  engine  increased,, 
since  in  such  cases,  the  gain  by  reduction  of  wastes  more 
than  offsets  the  thermo-dynamic  gain  by  the  reverse  process 
of  increasing  the  ratio  of  expansion.  The  figures  here 
obtained  may  be  taken  as  representing  the  limit  of  expan- 
sion in  the  case  of  the  best  makes  of  automatic  engine,, 
under  best  conditions  of  operation.  In  the  usual  case,, 
a  lower  ratio  of  expansion  and  larger  mean  pressure  will  be 
desirable. , 
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The  aerated  FUEL  COMPANY'S  SYSTEM  of 
BURNING  OIL  by  COMPRESSED  AIR. 


By  W.  S.  Collins. 


[Abstt  act  of  a  paper  read  at  the  stated  meeting  of  the  Institute ^  held 

June  /J,  i8g2,'\ 

Jos.  M.  Wilson,  President,  in  the  chair. 

Mr.  Collins:  The  advantages  of  oil  as  fuel  seem  to 
have  occurred  to  those  engaged  in  handling  the  article,  in 
this  country,  very  soon  after  its  discovery  in  Western  Penn- 
sylvania, as  there  are  accounts  of  its  use,  in  a  crude  way, 
under  boilers  more  than  twenty-five  years  ago.  The  num- 
ber of  plans  devised  for  burning  this  liquid  fuel,  and  the 
number  of  patents  issued  for  them,  are  very  large ;  but  it  is 
only  within  the  last  seven  or  eight  years  that  a  method  has 
been  devised  for  burning  oil  in  a  way  to  meet  all  the 
requirements  of  the  different  kinds  of  fire  required  in 
various  lines  of  mechanical  work.  What  are  these  require- 
ments ?  We  shall  not  attempt  to  describe  each  kind  of  fire 
in  detail,  but  generally  the  requirements  of  a  perfect  oil  fire 
are: 

(i)  That  it  shall  be  capable  of  giving  the  varying 
degrees  of  heat  required  in  each  line  of  work,  and  be 
subject  at  all  times  to  the  instant  control  of  the  workman. 

(2)  That  it  shall  produce  complete  combustion,  leaving 
no  smoke  or  smell. 

(3)  That  it  shall  be  entirely  free  from  sulphur  or  other 
impurities. 

(4)  That  it  shall  be  capable  of  being  made  a  more  or  less 
oxidizing  flame. 

(5)  That  it  shall  be  as  safe  as,  if  not  safer  than,  a  coal  or 
wood  fire. 

(6)  Last,  though  not  least,  that  it  shall  be  at  least  as 
cheap,  in  cost  of  fuel,  as  coal  or  wood. 

The  experiments  which  have  been  made  to  obtain  these 
results  may  be  divided  into  three  general  classes :     In  one 
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a  retort  or  system  of  retorts  is  employed  to  convert  the  oil 
into  gas  before  it  is  burned.  This  plan  demands,  in  nearly 
every  instance,  the  use  of  more  or  less  complicated  appa- 
ratus, or  necessitates  a  special  arrangement  of  the  fire  box, 
which  unfits  it  for  service  in  the  event  of  the  stoppage  of 
the  gas  generating  device. 

Another  class  uses  steam,  or  steam  and  air,  to  atomize 
the  oil.  The  objection  to  every  steam-jet  burner  is  that  it 
cannot  be  successfully  used  in  all  kinds  of  work,  as  it  is 
difl&cult  to  get  the  highest  degrees  of  heat  when  steam  is 
mixed  with  the  oil,  and  the  heat  from  a  steam-jet  burner 
cannot  be  perfectly  regulated  nor  made  subject  to  instant 
control. 

The  third  class  relies  upon  air  alone  to  atomize  the  oil. 
This  is  done  in  two  ways:  One  is  by  spraying  the  oil, 
which  is  allowed  to  run  out  on  the  tines  of  a  fork  in  the 
burner,  by  means  of  air  under  six  or  eight  ounces  pressure 
from  a  fan  blower. 

The  chief  objections  to  this  system  are : 

(i)  That  it  is  of  necessity  a  gravity  system  ;  that  is,  that 
the  oil  must  be  at  some  point  a  little  higher  than  at  the 
point  of  combustion,  in  order  to  enable  it  to  flow  to  the 
burner,  as  six  or  eight  ounces  pressure  from  a  fan  blower  is 
not  sufficient  to  lift  the  oil  to  the  burner,  as  is  done  where 
air  under  ten  or  fifteen  pounds  pressure  is  applied  to  it. 

(2)  That  it  requires  more  power  to  run  a  fan  blower,  to 
spray  a  given  amount  of  oil,  than  it  does  to  run  an  air  com- 
pressor to  spray  the  same  Amount. 

(3)  That  a  fan-blast  burner,  as  has  been  shown  by 
repeated  independent  tests,  consumes  nearly  one-third  more 
oil  for  a  given  amount  of  work  than  the  compressed  air 
burners. 

The  other  airspraying  system  is  to  subject  the  oil  to 
sufficient  pressure,  to  lift  it  from  the  storage  tank,  placed 
below  the  point  of  combustion,  to  the  tip  of  the  burners, 
where  it  is  met  by  the  air  under  the  same  pressure  and 
driven  into  the  fire,  through  an  orifice,  varying  from  one- 
thirty-second  of  an  inch  to  five-eighths  of  an  inch  in  diame- 
ter,  in   a  fine   spray.     It   is   this   compressed   air  system. 
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devised  and  patented  about  seven  or  eight  j^ears  ago,  and 
since  then  gradually  perfected  by  James  H.  BuUard,  of 
Springfield,  Mass.,  and  now  owned  by  the  Aerated  Fuel 
Company,  that  we  propose  to  describe  more  fully  in  this 
paper. 

The  diagram  {Fig,  /),  here  shown,  represents  a  small  plant 
arranged  according  to  this  system.  G^  G^  is  an  air  com- 
pressor, which  may  be  called  the  heart  or  life  of  the  system. 
The  compressor  may  be  run  either  by  a  belt  from  shafting 
or  better  by  steam  direct  from  the  boiler,  as  shown  in  the 
diagram.  Fig.  2  shows  a  duplex  steam-actuated  air  com- 
pressor. The  air,  compressed  usually  to  about  fifteen 
pounds  to  the  square  inch,  passes  into  the  air  receiver 
shown  on  top  of  the  compressor.  This  equalizes  the  pres- 
sure and  eliminates  the  pulsations  of  the  air  compressor. 
The  governor  on  the  air  compressor  allows  no  more  steam 
to  be  taken  than  is  needed  for  the  number  of  burners  in  use 
at  the  pressure  required.  From  the  receiver  the  air  passes 
through  the  main  air  pipe  K,  down  to  the  tank  containing 
the  oil,  which  is  always  placed  below  the  level  of  any  of  the 
fires.  As  this  tank  is  made  air  tight,  the  pressure  of  the  air 
on  the  surface  of  the  oil  forces  it  through  the  main  oil  pipe 
J  to  the  only  outlet  which  it  can  find,  namely,  at  the  tip  of 
each  burner  A,  on  the  small  oil  pipes  extending  upward  from 
the  main  pipe  /  to  each  burner.  It  will  be  noted  that  the 
main  air  pipe  K,  besides  being  connected  with  the  oil  tank, 
extends  by  small  branches  to  the  top  of  each  burner  A,  and 
meets  the  oil  which  is  conveyed  through  a  small  pipe  in  the 
interior  of  the  burner  to  a  point  very  near  its  tip.  Exterior 
and  interior  views  of  the  burner  are  shown  in  Figs,  j  and  4, 
The  air  in  the  burner  surrounds  the  small  oil  pipe  so  that 
when  it  meets  the  oil  at  the  tip  of  the  burner  it  strikes  the 
oil  on  all  sides  and  mingles  with  it,  thus  forcing  the  oil  from 
the  tip  of  the  burner  in  a  fine  spray.  This  spray,  looking  like 
a  jet  of  water,  extends  four  or  five  inches  from  the  tip  of  the 
burner,  which  is  always  placed  about  one  inch  from  an  ori- 
fice in  the  furnace  through  which  the  spray  of  oil  and  air 
is  driven.  At  the  distance  of  four  or  five  inches  from  the 
tip  of  the  burner  the  oil,  when  lighted,  bursts  into  a  flame. 


Digitized  by 


Google 


Collins 


[J.  K.  I.. 


Digitized  by 


Google 


Oct.,  1892.]  Burning  Oil  by  Compressed  Air,  271 

which  may  be  varied  all  the  way  from  a  yellow,  and  if 
desired,  a  smoky  flame  to  a  clear  white  flame  as  bright  as 
an  electric  light,  by  governing  the  proportion  of  oil  and 
air  by  means  of  the  cock  at  the  butt  of  the  burner.  Its 
length,  also,  may  be  varied  from  fifteen  to  sixty  inches,  or 
more.  The  pressure  under  which  the  oil  is  forced  into  the 
fire  varies  all  the  way  from  one-half  pound  to  about  twenty 
pounds  to  the  square  inch,  according  as  the  kind  of  fire 
required  for  the  work  varies  from  a  gentle  heat  through 
diflEerent  degrees  of  red  heat  up  to  an  intense  white  heat. 
In  this  way  the  Aerated  Fuel  Company's  system  meets  the 
first  requirement  which  we  have  stated,  namely,  that  the 
fire  shall  be  capable  of  giving  the  varying  degrees  of  heat 
required  in  each  line  of  work. 

Before  passing  on  to  notice  the  other  points,  we  may  add, 
as  a  further  description,  that  where  the  system  is  used  on  a 
large  scale,  it  is  usually  desirable  to  employ  an  automatic 
oil  pump  and  tank  (shown  in  Fig.  j,  as  built  specially  for 
this  system  by  the  Hall  Steam  Pump  Company),  although 
this  is  not  necessary.  From  the  main  storage  tank  in  the 
ground  the  oil  is  raised  in  small  quantity  by  this  steam  or 
belt-actuated  oil  pump,  which  is  automatically  controlled  by 
a  float  valve  in  the  small  tank  under  the  pump.  When  the 
oil  reaches  a  certain  level  in  this  tank,  the  pump  stops  until 
enough  oil  has  been  used  by  the  burners  to  lower  the  oil  in 
the  tank  sufficiently  to  start  the  pump  again.  In  practice, 
the  oil  pump,  in  large  plants,  works  continuously,  though 
slowly. 

We  have  already  indicated,  in  general,  that  the  fire  is  at 
all  times  subject  to  the  instant  control  of  the  workman  by 
turning  the  cock  at  the  butt  of  the  burner.  This  is  used 
where  a  slight  variation  only  is  required.  When  it  is 
desired  to  alter  the  proportion  of  the  air  and  oil  to  a  greater 
degree,  this  is  done  by  partly  closing  either  the  air  valve  in 
the  pipe  above  the  burner  or  the  oil  valve  in  the  pipe  below. 
The  air  pipe  is  spoken  of  as  being  above  the  burner,  but 
the  burner  may  equally  well  be  placed  with  its  air  and  oil 
connections  horizontally,  and  the  air  pipe  be  carried  down 
and  placed  under  the  floor,  as  the  oil  pipe  should  always  be. 
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the  burner  is   situated  at  the  centre  of  an 


In  this  case 
inverted  f). 

Our  second  point,  that  an  oil  burner  should  produce  com- 
plete combustion  leaving  neither  smoke  nor  smell,  is 
secured  in  the  Aerated  Fuel  Company*s  system,  by  supply- 
ing at  the  tip  of  each  burner  exactly  the  proportion  of  oil 
and  air  requisite  to  give  perfect  combustion.  Some  free 
air  is  also  taken  in  at  the  opening  in  the  wall  of  the  furnace 
through  which  the  oil  spray  enters  the  box.     This  opening 


Fig.  3.  Fig.  4. 

varies  from  one  to  four  inches  in  diameter.  Where  the 
system  is  used  for  generating  steam,  or  similar  work, 
requiring  a  large  amount  of  free  air,  this  is  admitted 
through  the  ash-pit  doors,  or  better  from  the  rear  of  the  fire 
box  through  a  special  flue  under  the  floor,  so  that  the  air 
passing  through  this  flue  becomes  heated  before  it  enters 
the  fire  box. 

A  great  deal  of  thought  has  been  expended  by  the 
managers  of  the  Aerated  Fuel  Company,  to  meet  the  fifth 
requirement,  namely,  to  make  their  system  not  only  as  safe 


Digitized  by 


Google 


Oct.,  1892.]  Burning  Oil  by  Compressed  Air. 


273 


as  a  coal  or  wood  fire,  but  even  safer,  and  they  feel  that  they 
have  accomplished  this,  both  from  the  testimony  of  the 
insurance  companies  and  of  users  of  their  system,  and  also 
from  the  fact  that  the  system  is  so  arranged  that  if  the  air 
pressure  stops  at  any  time  from  the  breaking  of  a  steam  or 
air  pipe,  the  fires  are  instantly  extinguished,  and  the  oil  in 
the  pipes  runs  back  to  the  storage  tank.  Where  an  auto- 
matic oil  pump  and  tank  is  used,  the  oil  pump  stops  as  soon 


Fig.  5. 
as  the  air  pressure  stops,  because  the  oil,  ceasing  to  be  forced 
into  the  fires,  rises  in  the  tank  under  the  pump  and  shuts 
off  the  steam  from  this  pump  so  that  only  ten  or  twenty  gal- 
Ions  is  above  ground  at  any  time,  and  this  is  stored  in  the 
iron  tank  under  the  oil  pump.  Theonly  possible  way  in  which 
fire  can  occur  with  this  system,  is  by  some  workman  care- 
lessly turning  on  his  oil  and  air  and  omitting  to  light  the 
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fire,  thus  causing  a  fine  vapor  of  oil  to  gather  in  the  fire 
box.  If  enough  of  this  is  allowed  to  accumulate  before  it 
is  lighted,  an  explosion  is  pretty  sure  to  follow.  But  all  the 
fires  can  be  instantly  extinguished  by  the  engineer,  or  by 
any  one  else,  shutting  oflE  the  steam  from  the  air  com- 
pressor, and  each  fire  may  be  shut  oflE  by  its  separate  oil  and 
air  cocks  without  aflFecting  any  other  fire. 

A  special  feature  of  this  company*s  system  is  that  fires 
can  be  obtained  at  various  levels,  even  extending  to  diflEer- 
ent  floors  of  the  building,  on  the  same  plant,  and  a  differ- 
ent amount  of  air  pressure  and  a  different  amount  of  heat 
can  be  maintained  at  each  forge  or  furnace.  In  some 
places  furnaces  on  the  same  line  of  piping  are  using  two 
pounds  of  air  pressure  per  square  inch,  and  others  beside 
them  are  using  fifteen  pounds. 

While  our  first  five  points  are  of  interest  to  users  of  oil 
as  a  fuel,  a  system  which  should  supply  them  all  and  yet 
not  comply  with  our  sixth  point,  namely,  to  be  at  least  no 
more  expensive  than  coal  is,  would  not  be  acceptable  to  the 
majority  of  manufacturers.  It  should  be  noted  in  the  first 
place — and  this  point  is  one  which  it  is  difiicult  for  many 
persons  to  realize — that  the  amount  of  oil  required  to  equal 
a  ton  of  coal  varies  very  greatly  in  different  lines  of  work. 
In  small  forgings,  and  the  melting  of  lead  or  other  soft 
metals,  the  amount  of  oil  needed  to  equal  a  ton  of  coal  can 
be  reduced  by  careful  handling  to  about  forty  gallons, 
while  where  a  high  degree  of  heat  is  required,  or  where  the 
oil  is  to  be  burned  in  a  large  fire  box,  as  when  used  for 
generating  steam,  the  amount  of  oil  needed  to  equal  a  ton 
of  coal  rises  to8o,  100,150  and  in  some  cases  to  175  gal- 
lons. It  is  difl&cult  to  get  accurate  figures,  as  most  manu- 
facturers either  do  not  know,  or  will  not  tell,  how  much  oil 
they  use  in  their  work ;  but  from  an  abundance  of  reliable 
data  in  the  company's  possession,  from  users  of  the  system, 
the  great  economy  of  the  system  is  demonstrated  beyond 
peradventure. 

It  would  naturally  be  supposed  that  in  order  to  consume 
completely  varying  amounts  of  oil  it  would  be  necessary  to 
increase  the  number  of  burners   largely  according   to   the 
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demands  of  the  work,  but  with  the  Aerated  Fuel  Company's 
system  the  regulation  is  so  perfect  that  the  amount  of  oil 
which  can  be  thrown  through  the  same  burner  varies 
through  a  range  of  from  i  to  400,  perfect  combustion 
being  obtainable  with  whatever  amount  of  oil  is  used.  Of 
course,  a  different  sized  tip  is  used  for  various  lines  of  work 
where  the  amount  of  oil  needed  varies  greatly,  but  other- 
wise the  only  object  in  multiplying  burners  is  to  distribute 
the  heat  properly  through  a  large  forge  or  furnace. 

It  is  claimed,  by  the  advocates  of  the  various  processes 
for  burning  oil  with  steam,  that  the  component  gases 
obtained  by  superheating  and  decomposing  the  steam  give 
additional  heat.  It  is  no  doubt  true  that  heat  is  obtained 
by  burning  these  gases.  But  the  advocates  of  mixing  steam 
with  oil  for  fuel  purposes  seem  to  forget  that  to  decompose 
the  steam,  which  they  throw  in  with  the  oil,  requires  a  cer- 
tain portion  of  the  carbon  contained  in  the  oil  which  is  the 
chief  heat-giving  factor ;  so  that  the  extra  heat  obtained 
from  burning  the  steam  gases  is  at  the  expense  of  part  of 
the  heat  contained  in  the  oil.  In  other  words,  this  process 
amounts  to  what  is  called  "  taking  money  out  of  one  pocket 
and  putting  it  into  the  other.**  Beside  this  objection,  steam- 
jet  burners  require  to  be  fed  by  gravity  and  hence  are  not 
perfectly  safe.  A  careful  test  made  with  one  of  the  best 
and  most  largely  used  of  these  burners,  by  the  Farr  Alpaca 
Company,  of  Holyoke,  Mass.,  shows  that  it  takes  nearly  six 
per  cent,  of  all  the  steam  made  by  the  boilers  to  spray  the 
oil  to  generate  this  steam,  whereas  the  amount  of  steam 
required  to  run  an  air  compressor  for  spraying  oil  by  the 
Aerated  Fuel  Company's  system  for  this  purpose  was  found 
to  be  less  than  two  per  cent,  of  the  total  amount  produced 
by  the  boilers.  Moreover,  the  steam  so  used  in  spraying 
oil  is  consumed,  whereas  the  steam  used  to  run  the  air 
compressor  may  be  used  to  heat  the  feed-water  or  be  con- 
densed and  used  again  in  the  boilers.  It  should  be  borne 
in  mind  also,  that  where  a  steam- jet  burner  is  used  for  gen- 
erating steam,  the  fire  varies,  for  the  reason  that  when  the 
supply  of  steam  is  ample  and  its  force  on  the  oil  strong,  the 
atomizing  is  more  perfectly  done  and  consequently  a  greater 
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amount  of  steam  is  generated,  but  when  the  steam  supply 
is  low,  a  low  fire  is  obtained.  In  other  words,  a  steam-jet 
burner  works  in  exactly  the  reverse  way  to  what  is  desired, 
giving  most  heat  when  least  needed,  and  least  heat  when 
most  needed. 

To  illustrate  the  amount  of  heat  which  can  be  obtained, 
at  a  recent  test  in  burning  terra-cotta  at  the  New  York 
Architectural  Terra-Cotta  Works,  the  Aerated  Fuel  Com- 
pany's burners,  on  a  circular  kiln  about  eighteen  feet  in 
diameter,  were  lighted  at  the  same  time  on  Tuesday  morn- 
ing as  the  coal  in  a  smaller  kiln,  the  fire  in  each  case  being 
started  at  a  low  degree  of  heat  and  gradually  increased  in 
intensity  to  the  end  of  the  test.  The  kiln  burned  by  the 
Aerated  Fuel  Company's  system  was  finished  Saturday 
afternoon,  or  in  about  95  hours,  while  the  one  burned  with 
coal  was  not  finished  until  Sunday  afternoon,  or  in  about 
1 20  hours.  The  actual  degree  of  heat  obtained  here  was  not 
taken,  but  on  the  fourth  day  before  the  highest  heat  was 
reached,  an  iron  rod  about  one  inch  in  diameter  thrust  into 
one  of  the  peep  holes  was  melted  to  the  point  where  the 
iron  ran  from  the  end  of  it  in  just  two  minutes  by  the 
watch.  A  similar  test  in  Springfield,  Mass.,  showed  that  a 
three-inch  square  iron  was  heated  to  a  dripping  heat  in 
twenty  minutes  when  the  forge  was  hot,  or  in  thirty 
minutes  beginning  with  a  cold  forge,  using  not  over  three- 
fifths  of  a  gallon  of  oil.  At  the  Westman  Gas  Company's 
regenerative  gas  furnace,  Hackettstown,  N.  J.,  two  three- 
sixteenths-inch  tip  burners  gave  a  heat  of  3,200°  by  a  pyro- 
meter test. 

In  connection  with  the  foregoing,  it  may  be  interesting 
to  quote  the  analysis  of  lima  oil,  which  is  the  kind  usually 
used  for  fuel,  made  by  Prof.  Chas.  Mayr,  of  Springfield. 

"  By  ultimate  organic  analysis,  the  oil  was  found  to  con- 
sist of 
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•*  The  specific  gravity  of  the  oil  at  75®  is  -831. 
"One  cubic  foot  weighs  51  pounds,  14 ounces. 
"  One  gallon  weighs  6>i  pounds,  very  nearly. 

"Its  theoretical  heating  capacity  per  pound  is  18450*2  (pounds  of  water 
X  degrees  F.)  heat  units.** 

The  same  authority  says : 

"A  weight  of  7*3  pounds  per  gallon  would  correspond 
closely  to  many  of  the  grades  of  petroleum ;  also,  20,000 
heat  units  per  pound  is  not  an  uncommon  value  for  the 
theoretical  number  of  heat  units  contained  in  a  pound  of 
the  fuel. 

"  In  order  to  derive  approximate  formula  representing  the 
cost  of  petroleum  and  coal,  let  us  make  the  following 
assumptions : 

42  Gallons  oil i  barrel. 

I  Gallon  oil  weighs 7*3  pounds. 

I  Pound  coal  contains 12,000  heat  units. 

I  Pound  oil  contains 20,000  heat  units. 

Per  cent  of  heat  in  coal  transferable  to  water,  ...  70  per  cent. 
Per  cent,  of  heat  in  oil  transferable  to  water,     ...  80  per  cent.** 

In  summing  up,  it  may  be  said  that  there  are  about  200 
plants  using  with  this  system  in  this  country  and  in  several 
countries  of  Europe,  and  that  it  is  doing  about  fifty  different 
varieties  of  work.  By  fifty  varieties  we  mean  that  the  kind 
of  fire  varies  to  this  extent;  but  speaking  generally,  it  is 
used  for  all  kinds  of  iron  and  steel  forging,  tempering, 
welding,  annealing,  etc.;  for  making  tin-plate ;  in  glass  works, 
for  glory  holes,  lears  and  ovens  ;  for  generating  steam  ;  for 
burning  lime,  cement,  terra-cotta,  sewer  pipe  and  brick  ;  for 
heating  chemicals  and  asphalt ;  for  japanning ;  for  oxidiz- 
ing lead ;  for  heating  retorts  in  gas  works  ;  for  drying  sand, 
salt,  etc.;  for  singeing  cloth ;  for  shrinking  ordnance. 
From  the  fact  that  the  system  is  used  in  so  great  a  variety 
of  work,  there  seems  to  be  practically  no  kind  of  fire  for 
which  it  cannot  be  used,  the  only  question  being  one  of 
economy  as  compared  with  coal ;  for,  as  before  indicated, 
while  the  economy  is  very  great  in  some  lines  of  work,  in 
other  lines  there  is  little  or  no  economy.  The  line  to  which 
the  Aerated  Fuel  Company  is  at  present  particularly  turning 
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attention  is,  for  generating  steam  on  steamships  and  par- 
ticularly on  government  torpedo  boats.  The  system  is 
already  used  on  steamships  in  California,  where  coal  is 
relatively  very  expensive,  with  excellent  results ;  and  from 
the  fact  that  the  oil  can  be  stored  at  the  lowest  possible 
point  in  the  ship  and  forced  from  that  point  to  the  fires,  and 
the  fact  that  the  pressure  maintained  on  the  oil  keeps  up  a 
steady  flow  even  when  the  ship  is  tossing  in  the  waves,  and 
from  the  fact  that  it  uses  less  steam  for  spraying  the  oil 
than  any  other  system,  it  seems  particularly  adapted  for  use 
on  steamships  where  it  is  necessary  to  economize  room  and 
steam-power  to  the  greatest  extent.  If  the  price  of  crude 
oil  can  be  maintained  at  its  present  figure,  or  better  if  it 
can  be  reduced  slightly,  there  is  every  reason  to  suppose 
that  before  many  years  the  use  of  oil  on  steamships,  espe- 
pially  those  requiring  great  speed,  and  hence  great  steam 
generating  power,  will  soon  become  not  unfrequent.  It  is 
well  known  that  a  well-managed  oil  fire  will  get  from  one- 
third  to  one-half  more  horse-power  from  a  boiler  than  can 
be  obtained  with  coal  unless  a  constant  force  draft  is  main- 
tained on  the  coal. 

Lack  of  time  has  prevented  speaking  of  the  improved 
quality  and  increased  quantity  of  work  produced  by  the 
fires  of  the  Aerated  Fuel  Company's  system,  but  testimony 
on  both  these  points  is  ample ;  so  that  the  system  seems 
destined  to  be  still  more  widely  used  in  the  future,  as  its 
merits  become  more  generally  understood. 
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PHYSICAL  EXERCISE  in  HEALTH   and   as   a 
REMEDY. 


By  J.  Madison  Taylor,  M.D. 


{A  lecture  delivered  before  the  Franklin  Institute,  December  7,  i8gi.\ 


{^Concluded  from  fi,  ^40,"] 

The  intimate  connection  between  the  heart  and  lungs 
makes  it  impossible  that  one  of  these  organs  should  be  dis- 
turbed without  the  other  also.  One  of  the  first  effects  of 
exercise  is,  of  course,  to  increase  the  frequency  of  the 
heart  beat  to  quicken  the  blood  current.  The  quickening 
of  this  blood  current  during  exercise  is  the  result  of  two 
factors.  The  peripheral  circulation  is  enhanced  by  the 
increased  demand  by  the  working  muscle  for  blood.  The 
whole  vascular  system,  too,  shares  in  this  expedition.  Then 
there  is  the  added  need  felt  by  the  organism  for  the  aeration 
of  the  blood  surcharged  by  the  carbonic  acid  poison ;  hence 
there  arises  an  active  determination  of  the  blood  to  the 
lungs.  The  central  nervous  mechanism  is  depressed,  the 
centres  of  activity  are  inhibited  and  motor  impulses  are 
impared.  Death  may  result  from  all  this,  but  very  rarely, 
because  a  stop  is  put  to  this  continued  movement  by  the 
causes  enumerated.  Thereupon,  a  seasonable  time  being 
allowed,  recovery  takes  place ;  these  volatile  poisons  are 
eliminated  and  the  balance  of  power  comes  round  again. 

Exercise  in  Childhood  and  Youth. — The  normal  states  of  the 
infant  are  feeding  and  sleeping.  There  is  little  further 
needed  during  the  first  year  of  life  but  comfortable,  clean 
surroundings  and  abundant  food  at  suitable  intervals,  sup- 
plemented by  ample  rest.  Plenty  of  air  should  be  allowed 
and  not  much  light.  The  little  one  should  be  left  alone  as 
much  as  possible.  In  certain  foundling  asylums  abroad, 
the  babies  are  fed  and  put  into  well-ventilated,  darkened 
compartments  immediately,  and  under  this  system  they 
seem  to  do  best.  Distinct  harm  results  from  over-much 
attention,  and  the  excitement  which  comes  from  fond 
parents   or  curious   relatives   is   one   of  the   most  hurtful 
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influences  exerted  upon  early  infancy.  Absolute  freedom 
should  be  allowed  to  the  limbs,  and  yet  it  is  true  that  cer- 
tain savage  nations  keep  their  infants  in  rigid  dressings 
until  they  are  able  to  make  attempts  at  walking,  and  among 
such  there  result  exceedingly  find  physiques.  This  custom 
on  the  part  of  these  savages  may  reasonably  be  a  hint  to  us 
that  enforced  rest  to  the  limbs  is  wiser  after  all.  Then,  as 
the  child  gives  distinct  evidence  of  wishing  to  be  more 
aggpressive  in  its  movements,  it  will  probably  be  high  time 
to  encourage  it.  At  any  rate,  in  the  second  year  full  free- 
dom  might  be  allowed,  and  a  good  plan  is  to  place  the 
infant  upon  a  soft  substance  on  an  even  surface,  like  the 
floor,  and  encourage  all  spontaneous  movements,  and  to 
supply  the  simplest  kinds  of  toys.  Try  few  educational 
measures  yet. 

With  the  eruption  of  the  first  set  of  teeth,  about  the  end 
of  the  second  year,  a  more  varied  diet  is  admissible  also  a 
wider  range  of  object  lessons,  though  these  should  be  still 
of  the  simplest.  At  the  first  plain  indication  of  weariness,, 
the  child  should  be  encouraged  to  sleep.  As  the  motor  ener- 
gies become  more  plainly  manifested,  so  may  they  be  cau- 
tiously  aided  and  abetted.  In  all  this  be  guided  by  the 
greatest  caution  lest  unwise  interference  be  hurtful.  Take 
lessons  from  experience,  especially  of  the  natural  prompt- 
ings of  the  youngster,  and  beware  of  all  fine-spun  theories 
of  childless  philosophers  and  narrow-minded  grandparents. 
As  soon  as  the  child  makes  definite  efforts  at  standing, 
reaching  out  for  objects,  etc.,  supply  it  with  harmless  toys,, 
especially  washable  ones,  which  can  be  kept  chemically 
clean,  as  of  rubber  or  metal.  Let  it  exercise  its  senses; 
its  muscular  sense,  teaching  it  dimensions  of  external 
objects,  its  eye  in  judging  of  distances  and  colors,  etc.,  as 
well  as  the  coordination  of  its  limbs.  Let  it  pull  things 
about  and  put  them  into  its  mouth.  All  animals  wish  to 
taste  or  put  objects  to  their  mouths,  because  the  lips  are 
equipped  with  the  most  sensitive  nerves,  and  here  it  can 
obtain  most  accurate  impressions.  The  hands  have  not  yet 
learned  nicety  of  touch,  but  by  handling  blocks,  etc.,  soon 
accuracy  comes. 
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The  eye  in  the  child  is  a  perfect  organ,  and  so,  indeed, 
is  the  digestive  tract,  with  limitations,  of  course,  as  to 
capacity.  Not  so,  however,  the  limbs  and  trunk,  which 
have  much  to  learn  and  large  need  for  exercise.  It  is  best 
that  the  objects  which  immediately  surround  it  should  be 
of  uncomplicated  shape  and  color,  such  as  the  dawning 
comprehension  may  compass  and  use  for  comparison  as  the 
individual  is  brought  into  contact  with  more  complex  ones. 
Bear  in  mind  that  the  best  human  animals  come  from 
simplest  households,  as  nearly  as  possible  to  nature,  whose 
phenomena  offer  the  best  object  lessons.  Civilized  com- 
forts and  safeguards  are  not  to  be  despised,  but  these 
should  not  offer  elements  for  confusion.  A  child  is  best 
left  much  alone.  Avoid  artificial  constraints.  When 
wearied  out  with  the  joyous  spontaneous  movements, 
which  quicken  its  circulation  and  expand  its  lungs,  and 
when  feasted  with  slow  contemplation  of  surrounding 
objects,  it  should  be  able  to  lie  down  comfortably  and 
sleep. 

By  and  by  the  bewilderment  of  early  impressions  will  be 
replaced  by  a  growing  confidence  in  the  maturing  powers 
and  values  of  surrounding  objects.  All  childhood  should 
be  passed  in  a  series  of  simple  object  lessons.  Some  small 
encouragement  is  very  well,  but  no  distinct  teacher  of  any 
kind  is  needed  until  the  motive  powers  are  well  established 
and  a  fair  stock  of  intelligence  has  been  acquired  by  its  own 
unaided  mental  digestion. 

When  fully  able  to  cruise  about  the  room  or  garden  it 
may  do  so,  clambering  up  and  tumbling  down.  So  shall  it 
acquire  knowledge  of  its  own  powers  and  limitations,  so  learn 
to  save  its  own  head  from  inj  uries  and  gleefully  secure  coveted 
objects.  Thus,  little  by  little,  stores  of  information  may  be 
acquired,  a  possession  which  is  all  its  own, because  come  at 
through  abundant  slow  contemplation  in  its  own  time  and 
manner  and  by  its  own  unaided  faculties.  These  powers, 
too,  grow  by  what  they  feed  on.  Selection  is  thus  exer- 
cised ;  eye  and  hand  and  leg  are  brought  to  the  fulness  of 
their  strength,  and  the  highest  human  faculty — judgment 
— is  soon  or  late  acquired.  In  the  mere  bodily  activities  a 
Vol.  CXXXIV.  19 
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healthy  child  may  be  trusted  to  do  enough  and  not  too 
much.  If  urged  beyond  its  own  choosing,  the  element  of 
excitement  comes  in,  always  a  confusing  factor  in  measures 
or  results. 

Soon  the  greatest  joy  will  be  to  play  with  others  of  its 
kind.  Impressions  from  inanimate  and  other  objects  will 
no  longer  satisfy.  Then  comes  the  period  of  childish  games, 
when  running,  shouting,  rolling  about,  give  tone  to  muscle 
and  brain.  The  cerebral  part  of  this  partnership,  by  the 
way,  is  largely  limited  to  balancing  and  the  motor  functions 
generally.  When,  in  the  course  of  progress,  a  certain  time 
comes,  by  common  consent,  wherein  systematic  teaching 
should  be  had,  then  must  the  bodily  powers  and  parts 
receive  the  closest  scrutiny.  No  school  system  is  adequate 
which  does  not  consider  the  training  of  the  body  as  of 
almost  equal  consequence  with  the  mind.  I  venture  to 
assert  with  small  fear  of  contradiction  that  no  school  is  fit 
for  your  children  or  for  mine  which  does  not  supply  intelli- 
gent medical  supervision.  Among  the  more  comfortable 
classes  this  will  be  supplied  by  the  family  physician,  who 
may  have  at  one  time  or  another  sufiiciently  looked  after 
our  boys  or  girls.  When  this  is  not  done  among  those  who 
use  the  large  public  schools,  a  skilled  medical  supervisor 
should  be  provided  who  shall  pass  judgment  upon  every 
single  scholar.  Thus  will  be  brought  to  light  heretofore 
unrecognized  weaknesses,  and,  moreover,  a  surprising  num- 
ber of  deformities ;  or  in  the  needful  repetitions  of  these 
examinations  hurtful  tendencies  may  be  early  recognized. 
In  the  matter  of  the  eye  supervision  is  becoming  pretty  gen- 
erally exercised,  and  much  good  already  accomplished 
thereby.  Of  even  more  importance,  however,  is  the  ques- 
tion of  weak  hearts,  unsymmetrical  backs  and  limbs,  narrow 
chests  and  twisted  pelves.  Soon  or  late  calisthenic  exer- 
cises, military  drill,  class  singing,  or  some  systematic  form 
of  body  training  will  be  a  regular  part  of  the  day's  instruc- 
tion in  most  schools.  A  steady  advancement  is  being  made 
in  the  wisdom  of  educational  authorities  in  all  lands.  To 
be  sure,  we  may  never  attain  to  that  almost  perfect  system 
of  education  pursued  by  the  early  Greeks,  the  products  of 
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which  are  types  of  physical  and  mental  beauty  which  shall 
serve  as  models  for  all  time.  Then,  the  pedagogue,  the 
man  who  walked  and  talked  with  his  scholars,  was  equipped 
with  wisdom  as  well  as  learning,  and  capable  of  intelligently 
directing  the  activities  of  his  pupils  in  body  as  well  as 
mind.  We  may  hope  to  have  more  of  this  open  air  object 
teaching  by  stream  and  field,  which  now  is  used  to  supple, 
ment  the  didactic  instruction  in  many  large  schools  and 
colleges.  As  parents  become  more  thoroughly  aware  of  the 
economic  needs  of  educational  measures,  they  will  demand 
as  much,  or  more,  of  physical  care  for  their  children  at  the 
hands  of  the  instructors. 

Let  us  turn  for  a  moment  to  the  subject  of  spinal  deformi- 
ties. This  is  a  typical  result  of  the  ordinary  school  life, 
when  either  unduly  prolonged  or  unprovided  with  proper 
safeguards  in  the  way  of  daily  supplies  of  opportunities  of 
exercise.  I  quote  from  Dr.  J.  K.  Young,  a  well-known 
orthopedist  of  this  city:  "The  great  majority  of  cases  of 
this  curvature  originate  in  children  from  the  age  of  five  or 
six  and  upward,  and  young  persons  who  have  been  recently 
in  school.  This  might  be  thought  a  mere  coincidence,  for 
the  school  period  is  necessarily  that  of  development  and 
curvature  is  a  disorder  of  development.  But  there  is 
evidence  to  show  that  school  work  and  customs  are  genuine 
causes,  not  the  sole  causes,  certainly,  but  very  prominent 
ones.  The  origin  of  latent  curvature  depends  chiefly  on 
two  things,  weakness  of  the  muscles  which  support  the 
spine  and  bad  position  of  the  body.  Weakness,  though  not 
a  necessary  circumstance,  is  an  extremely  common  and 
important  one.  A  bad  position  constantly  maintained  will 
twist  the  most  athletic  frame." 

Again,  Dr.  Buckminster  Brown,  says :  "  A  most  pemi. 
cious  habit,  and  one  which  I  have  very  often  noticed  in 
school  girls,  and  less  often  in  boys,  is  that  while  we  are  talk- 
ing to  them  or  during  recitations,  they  stand  on  one  leg. 
This  position  is  assumed  involuntarily,  and  it  is  almost  always 
on  one  and  the  same  leg  to  which  the  weight  is  thrown.  The 
effect  of  this  is  easily  understood.  One  side  of  the  pelvis  is 
lifted  up,  curving  the  spine  on  the  loins;  the  opposite  leg 
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is  advanced  in  front  of  the  other,  twisting  the  pelvis  and 
rotating  the  vertabrae.  Of  course,  the  curve  of  compensa- 
tion takes  place  between  the  shoulders ;  one  is  depressed, 
the  shoulder  blade  gradually  projecting,  and  with  the 
change,  and,  in  fact,  assisting  to  produce  it,  occurs  the  spinal 
twist." 

These  various  warping  agents  which  are  inevitable 
among  children  confined  to  the  school  seats,  or  to  the  small 
variation  of  standing  at  their  tasks,  produce  a  large  amount 
of  actual  damage,  which  remains  as  seed  from  which  worse 
trouble  grows,  or  simply  impairs  constitutional  vigor.  A 
large  proportion  of  these  are  transient  effects  and  overcome 
by  wholesomer  living  later,  hence,  never  are  recognized /^r 
se.  Statistics  on  the  subject  are  not  yet  sufficient ;  a  single 
illustrative  instance,  however,  is  significant. 

Guillaume,  in  1864,  examined  the  schools  of  Neufchatel, 
and  found  in  350  boys,  eighteen  per  cent,  affected  with  spinal 
warping,  and  among  381  girls,  forty-one  percent.  Careful 
searching  in  other  schools  would  give  at  least  analogous 
results.  Now,  what  is  the  preventive  for  this?  I  quote  the 
uniform  opinion  of  several  authorities,  who  one  and  all 
recommend  varied  muscular  activities  taken  at  suitable 
times  as  the  most  important  measure.  The  best  are 
vigorous  out-door  measures,  games,  leaping,  running,  climb- 
ing, and  all  sorts  of  hard  play,  the  more  varied  the  better. 

These  should,  of  course,  be  not  unduly  prolonged;  espe- 
cially for  girls,  it  is  harmful  for  them  to  make  large  scores 
at  the  skipping  rope  and  long  match  games  at  tennis  or  even 
croquet.  Indeed,  the  best  forms  of  exercise  for  children 
are  those  which  speedily  shift  their  consecutiveness  and  are 
interspersed  with  ample  periods  of  rest.  In  girls  there 
exists  an  inherent,  ofttimes  ineradicable  indolence,  a  delight 
in  sacrificing  themselves  to  the  proprieties,  a  misguided 
sense  of  decorum  which  early  hinders  their  right  indulgence 
in  active  sports.  In  this  their  mothers  encourage  them 
blindly,  even  the  best  of  mothers.  This  early  subordinating 
of  their  physical  impulses  leads  also  to  a  disregard  of  the 
calls  of  nature,  the  emptying  of  the  bowels  and  bladder, 
and  lays  the  train  for  life-long  discomforts  and  disturbances. 
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No  one  but  an  active  practitioner  of  medicine  can  believe 
how  universal  is  the  prevalence  of  torpid  bowels  and  inac- 
tive bladders  among  the  female  sex.  They  seem  to  revel  in 
the  discomforts  which  arise  from  the  neglect  of  these  most 
vitally  important  functions.  Again,  this  inactivity  lessens 
their  taste  for  water,  since  they  rarely  sweat.  Hence,  in 
unnumbered  ways  is  it  important  to  insist  upon  much 
activity  among  children. 

The  ordinary  sports  of  boyhood  and  youth  are  invaluable. 
If  ample  opportunities  by  stream  and  field  are  afforded 
excellent  results  follow  in  healthful  and  beautiful  forms. 
The  tendency  is,  however,  to  work  along  lines  of  least 
resistance  to  specializations  and  to  emphasize  already  well- 
marked  aptitudes. 

This  pursuit  of  outdoor  sports  is  necessarily  limited  to 
the  very  few.  Dr.  Sargent  says  to  probably  less  than  one 
per  cent,  of  our  vigorous  young  men.  Even  among  the 
members  of  athletic  organizations  only  ten  per  cent,  are 
really  active.  He  goes  on  to  say :  "  The  cause  for  so  little 
general  interest  in  athletics  is  due  to  an  increasing  tendency 
with  us,  as  a  people,  to  pursue  sport  as  an  end  in  itself 
rather  than  as  a  means  to  an  end."  In  making  excellence 
in  the  achievement  the  primary  object  of  athletic  exercises 
we  rob  them  of  half  their  value  in  various  ways  by  (i) 
increasing  the  expense  of  training ;  (2)  by  increasing  unduly 
the  time  devoted  to  practice ;  (3)  by  reducing  the  number 
of  active  competitors  ;  (4)  by  relying  upon  natural  resources 
rather  than  upon  cultivated  material;  (5)  by  depriving  the 
non-athletic  individuals  of  incentive  to  physical  exertions; 
(7)  by  depriving  them  of  their  efficiency  as  a  means  to 
health.  He  points  out  the  fact  that  the  harmonious  develop, 
ment  of  the  physique,  and  the  building  up  and  broadening 
out  of  the  highest  types  of  manhood  and  womanhood  ought 
to  offer  inducements  enough  for  which  to  work. 

As  to  how  this  may  be  best  accomplished  deserves 
special  and  constant  study — not  only  for  means  but  incen- 
tives. When  obvious  defects  exist  judicious,  skilled  direc- 
tion is  needed  in  such  matters.  At  Amherst  systematic 
class  work  obtains  good  results.     In   Princeton  this  was 
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done  in  my  day  by  compulsory  drill- work  with  Indian  clubs, 
etc.  Military  drill  has  immense  value.  In  the  German 
Turngemeinde  all  over  our  country  as  well  as  the  Fatherland 
classes  from  the  youngest  to  the  oldest  drill  in  calisthenics 
regularly,  and  these  are  supplemented  by  out-door  work- 
long  walks  in  vacation  time  and  to  a  limited  degree  field 
sports.    The  best  results  come  from  systematic  measures. 

For  those  who  need  remedial  training  by  movements,  the 
system  of  Ling  is  beyond  all  praise.  A  host  of  followers 
have  taken  up  his  suggestions  and  variously  elaborated 
them  and  claimed  originality  for  their  views,  more  or  less 
false  indeed,  but  all  acting  upon  his  clearly  defined 
principles. 

One  conclusion  stands  out  clear  and  distinct  from  all  this 
inquiry.  It  may  be  accepted  as  almost  an  axiom  that  no 
instance  of  organic  lesion  is  yet  demonstrated  to  be  the 
direct  and  sole  result  of  bodily  exercises  or  competitions  in 
one  adequately  trained. 

Rowing, — Dr.  John  E.  Morgan  made  the  first  systematic 
inquiries  into  the  health  of  rowing  men  by  collecting  data 
from  members  of  the  Oxford  and  Cambridge  University 
Crews  down  to  the  year  1872.  His  data  are  from  294  men. 
"  The  analyses  made,"  he  says,  ''  seem  to  show  that  if  harm 
really  was  done  by  too  great  strain  being  laid  on  the  system 
in  early  life,  that  harm  may  generally  be  accounted  for 
either  by  the  existence  of  constitutional  unsoundness,  or 
by  some  deviation  from  the  commonly  accepted  laws  of 
prudence.'*  Out  of  these  294  men,  115  considered  them- 
selves benefited  by  their  exertions;  162  as  in  no  way 
injured;  17  were  inclined  to  think,  or  their  friends  were, 
that  some  injury  had  been  received.  Upon  careful  examina- 
tion of  these  17,  5  had  consumption,  3  confined  their  accusa- 
tions to.  the  change  from  extreme  activity  to  a  sedentary 
life,  and  5  simply  supposed  themselves  injured,  but  were 
alive  and  in  fair  health  twenty  years  after.  Of  the  deaths 
occurring  among  these  294  men  some  were  from  acute 
illnesses.  Calculating  the  aggregate  of  years  lived  up  to 
1869  by  the  294  rowing  men,  and  comparing  the  expectation 
of  life  of  these  living,  according  to  Dr.  Farr's  life  tables, 
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he  found  that  the  sum  of  years  exceeded  the  number  of 
years  of  the  expected  life  tables  of  the  same  number  of 
healthy  men  at  the  age  of  twenty.  The  lives  were  not 
shorter,  but  longer  by  22  years  a  man  than  could  have  been 
expected  at  the  time  of  their  first  rowing. 

Dr.  E.  H.  Bradford,  of  Boston,  succeeded  in  obtaining, 
with  a  fair  degree  of  certainty,  the  conditions  of  health  of 
all  the  members  of  the  Harvard  Crews  up  to  the  year  1870. 
He  admits  his  facts  possessed  less  value  than  those  of  Dr. 
Morgan,  inasmuch  as  rowing  was  then  but  a  recent  custom 
in  American  colleges.  He  collected  data  from  150  men 
who  had  participated  in  the  annual  University  races 
between  Harvard  and  Yale.  Of  these  113  were  from  the 
classes  between  the  years  1852  and  1870,  inclusive.  The  37 
oarsmen  of  the  classes  between  the  years  1870  and  1876  are 
rejected,  as  but  a  comparatively  short  time  having  elapsed 
since  their  contest.  Of  the  113,  13  died  in  the  army  and 
II  elsewhere.  The  deaths  occurring  among  these  were 
critically  searched  for  unusual  causes,  and  very  few  could 
be  directly  traced  in  any  way  to  their  competitive  exertions. 
The  estimated  excess  of  these  actual  lives  from  the  insur- 
ance tables,  over  the  ordinary  expectation,  was  decided  and 
ample.  He  points  out  that  it  may  be  urged  against  this 
method  of  reasoning  that  the  oarsmen  in  these  contests  are 
necessarily  picked  men,  and  hence  the  ordinary  rates  of 
expected  life  are  calculated  for  the  average  man,  and  hence 
too  low  for  such  instances  of  marked  physical  perfection. 
This  objection,  however,  does  not  stand  against  the  figures 
of  Dr.  Morgan,  as  he  also  calculated  from  insurance  tables 
which  only  take  selected  risks.  I  may  say,  however,  that 
the  physical  perfection  of  these  men  is  practically  confined 
to  their  demonstrable  physical  activity,  and  not  judged  of 
from  inherited  qualities,  whereas  many  times  young  men 
fully  competent  to  race  would  be  rejected  by  careful  com- 
panies on  either  their  bad  family  history  or  personal  history 
of  past  illness,  etc. 

Dr.  Bradford  then  goes  on  carefully  to  compare  the  evil 
effects  usually  attributed  to  rowing  with  the  causes  of 
death  of  the  deceased  members  of  the  various  crews,  and 
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arrives  at  most  just  conclusions.     These  estimated  effects, 
as  from  rowing,  are  : 

(i)  Severe  exhaustion  after  the  race. 

(2)  Disturbance  caused  by  change  from  the  active  life  of 
regular  rowing  to  the  habits  of  ordinary  life. 

(3)  Consumption. 

(4)  Heart  disease. 

(5)  Nervous  debility. 

It  is  popularly  supposed  that  profound  exhaustion  after  a 
race  is  very  common.  Newspaper  and  other  sensational 
reports  of  races  frequently  speak  of  its  having  occurred. 
Dr.  Morgan  could  find  no  instance  in  the  Oxford  and  Cam- 
bridge races  so  considered  by  him,  nor  has  Dr.  Bradford 
been  able  to  find  any  among  the  Yale  and  Harvard  regattas. 
He  mentions  an  instance  of  fainting  which  was  reported  as 
occurring  in  one  of  the  intercollegiate  races  at  Saratoga 
Lake,  and  attributed  to  a  felon  on  the  finger  of  the  sufferer. 
I  know  all  about  this  episode,  and  was  myself  with  the 
crew  that  year.  The  man  was  my  room-mate  and  had 
suffered  agonies  from  a  felon  for  days  before.  He  had  not 
slept  and  scarcely  eaten.  It  was  an  act  of  folly  on  the  part 
of  the  captain  to  allow  him  to  row.  He  was  not  injured  by 
the  race  other  than  locally  and  temporarily.  He  lived 
twelve  years  after,  and  died  from  the  effects  of  diseased 
appetite,  but  was  a  Hercules  tp  the  very  end.  A  profes- 
sional oarsman  did  die  during  a  sculling  race,  the  exciting 
causes  of  which  was  probably  the  race. 

Exhaustion  unattended  with  remote  damage  is  common 
in  scrub  matches,  or  hastily  improvised  contests  gotten  up 
for  fun.  Here  no  suitable  preparation  has  been  made  by 
proper  training,  hence  becoming  "  pumped  "  or  "  winded  " 
is  inevitable,  and  practically  harmless  in  healthy  young  men. 
I  know  of  one  such  in  \yhich  a  man  fainted  in  the  boat  with 
myself,  or  immediately  after  getting  out.  On  regaining 
consciousness  vomiting  set  in  and  an  indigested  meal  of 
huge  size  stood  revealed.  This  meal  was  eaten  in  the  pro- 
testing presence  of  the  rest  of  the  crew  immediately  before 
the  race,  this  individual  having  arrived  late  at  the  rendez- 
vous.    He  is  to-day  a  vigorous  man.     A  hard  race  by  men 
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in  good  condition,  of  which  I  have  seen  many,  never  pro- 
duces any  obvious  distress.  It  is  the  part  of  ordinary 
prudence  for  each  man  to  be  carefully  examined  by  a  com- 
petent medical  man  before  undertaking  such  quest.  If  he 
advise  against  this,  let  him  not  race.  Even  then,  however, 
moderate  exercises  may  safely  be  followed  by  him  with 
much  advantage. 

(2)  That  a  man  should  sadly  miss  the  delightful  buoyancy 
of  feeling  which  is  the  possession  of  the  trained  athlete, 
once  the  exigencies  of  life  demand  the  putting  of  his  hand 
to  the  dull  plow  of  needful  toil,  goes  without  saying.  Just 
so  the  child  misses  his  merry  romping  days  on  being  forced 
into  the  restraints  incumbent  upon  civilized  usages.  Per- 
haps the  man  would  be  better  in  morale  and  physique  for  a 
moderate  continuance  of  his  muscular  activities  judiciously 
mingled  with  his  compulsory  bread-winning  activities. 
Indeed,  it  is  often  solely  his  fault  if  he  fails  to  secure  this. 
So,  indeed,  is  it  found  best  to  provide  the  boy  alternate  work 
and  play  that  he  may  develop  best.  There  need  be  no 
sudden  precipitous  dropping  from  the  river  or  ball  field  to 
the  clerical  desk.  When  the  ex-athlete  gives  up  suddenly 
all  participation  in  his  old  mode  of  life,  it  may  safely  be  set 
down  as  largely  due  to  choice.  The  stimulus  of  a  competi- 
tion removed,  one's  inherent  laziness  asserts  itself.  Hence, 
doubtless,  of  one  kind  or  another  cause  discomforts  or  worse. 
The  question  should  not  be  what  harm  does  this  training 
beget;  rather,  how  much  good  is  wrought  for  this  lazy 
fellow  who  for  even  so  brief  a  space  has  been  kept  clean  and 
active.  As  a  matter  of  fact,  healthy  men  who  have  become 
fond  of  field  sports  in  the  most  active  lines,  as  time  creeps 
on  and  their  youthful  elasticity  wanes,  take  up  one  and  then 
another  of  the  more  passive  forms  of  exercise.  Thus  small 
harm  can  be  claimed  to  result  from  their  whilom  exceptional 
vigor.  If  it  should  seem  to  be  so,  proof  is  needed  to  elimi- 
nate such  factors  as  sloth  or  greed,  appetites  for  food,  drink 
or  tobacco.  An  illustration  of  the  flimsy  answers  given  by 
those  prejudiced  against  such  sports,  is  the  reply  of  one  of 
the  oarsmen  who  asserted  that  the  changed  manner  of  life 
after  a  race  brought  on,  in  his  case,  an  attack  of  typhoid  fever. 
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(3)  Cotisumpiion,-^T\iQve  is  no  competent  evidence  to 
prove  that  this  is  directly  produced  or  precipitated  by 
rowing  contests.  A  relatively  small  number  of  the  deaths 
among  these  college  rowing  men  was  due  to  this.  As  I 
pointed  out  before,  a  man  capable  of  doing  excellent  work 
in  a  boat  may  inherit  a  tendency  to  consumption,  and  this 
man  may  yield  soon  or  late  to  his  inherent  weakness. 

(4)  Upon  the  heart  these  long  sustained  physical  strains 
might  seem  to  work  most  dreaded  damage.  Dr.  Morgan 
reports  three  cases  of  heart  disease,  and  one  man  with 
hypertrophied  and  dilated  heart  twenty  years  after  his  last 
race.  This  makes  a  total  of  four  instances  of  heart  trouble 
in  294  men,  or  13*6  per  cent.  This  is  not  very  far  from  the 
average  among  the  records  of  men  in  armies. 

(5)  Nervous  debility  as  a  result  of  racing  is  not  seen» 
except  temporarily. 

The  Harmful  Effects  of  Physical  Exercises, — I  have  pointed 
out  those  discomforts  resulting  from  bodily  exertions,  and 
now  will  give  faithfully  all  I  have  been  able  to  learn  of  the 
permanent  danger  which  comes  from  these  practices.  Much 
exaggeration  is  indulged  in  by  those  who  disapprove,  and 
they  exhibit  some  malevolence  and  small  knowledge  of  the 
matter.  In  a  careful  and  long-protracted  search  from  all 
practicable  sources,  I  have  found  few  instances  of  organic 
lesion  due  to  over-exertion.  My  inquiries  were  directed  to 
certain  physicians,  themselves  athletes  of  note,  who  contin- 
ued to  take  interest  in  the  subject;  next,  directors  of  large 
gymnasia,  athletic  clubs,  the  Schriftwarts  of  the  Turnge- 
meinde,  sporting  editors  and  writers  on  sporting  matters, 
trainers  of  deserved  repute,  professional  athletes  of  ripe  age 
and  competent  to  form  judgments.  Also  I  put  the  question 
directly  to  college  professors  who  were  known  to  exhibit 
interest  in  athletics — here  adding  to  questions  of  instances 
of  hurt,  their  views  on  effect  upon  the  morale  of  their  colleges 
exerted  by  athletics. 

I  made  special  inquiry  also  as  to  the  present  state  of  old 
athletes,  professional  and  other,  over  fifty  years  of  age — 
their  present  bodily  state,  somewhat  over-elaborately,  I  fear, 
since  I  met  with  small  reward.     Many  cases  I  have  of  old 
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professional  acrobats  and  oarsmen  in  perfect  health  over 
seventy.  A  fuller  study  of  these  will  be  made  and  the 
results  given  *  I  can  only  now  very  briefly  outline  my  con- 
clusions, partly  because  I  am  trespassing  overmuch  on  your 
time,  and  partly  because  the  data  has  come  in  very  slowly, 
and  requires  much  revision  and  further  questioning.  It 
may  be  my  privilege  to  place  this  matter  before  you  at 
another  time.  Suffice  now  to  say  the  first  point  to  be  made 
is,  What  was  the  state  of  these  men  before  beginning  to 
compete  in  contests  of  speed,  endurance  or  strength  ? 

The  answers  are  meagre,  but  in  some  cases  most  sugges- 
tive.    A  gentleman,  Mr.  R ,  prominent  as  Director  of 

Track  Athletics  at  Princeton  for  many  years,  tells  me  he  was 
a  wretched,  feeble  lad  on  entering  college,  and  is  now,  quite 
ten  years  later,  and  after  having  made  some  rare  records,  in 
sturdy,  settled  health.  This  is  typical  of  many  answers  I 
get — a  feeble  youth  recognizes  grave  physical  shortcomings, 
systematically  conquers  these  and  finally  excels.  Several 
have  told  me  they  took  systematically  to  open-air  sports  to 
overcome  a  "tendency  to  consumption,"  whatever  that  may 
mean.  I  have  known  of  a  few  who  after  years  of  athletic 
life  finally  die  of  consumption.  The  number  is  small  and 
the  instances  are  inconclusive  as  to  causation.  I  know  of  a 
gentleman  whose  family  are  closely  related  to  me  being  told 
in  youth  he  had  heart  disease,  who,  on  his  own  responsibility, 
went  regularly  to  Wood*s  gymnasium  in  New  York,  and 
became  an  all-around  athlete  whose  fame  became  conti- 
nental. He  died  at  seventy-three  of  heart  disease,  living 
carefully,  but  as  he  chose,  and  to  the  very  end  enjoying 
vigorous  health. 

The  inquiry  into  antecedent  health,  however,  promises 
little.  The  data  obtained  is  misleading  to  the  last  degree. 
Of  greater  interest — but  beside  the  present  inquiry — is  the 
benefits  which  can  be  shown  to  have  accrued  from  system- 
atic  pursuit  of  athletic  sports.  This  question  I  am  yet 
working  upon — when  this  be  tabulated — if  it  be  in  the 
bounds  of  possibility,  the  results  will  be  so  large  as  to  com- 


*  See  Jour,  Am.  Med,  Assoc, ^  June  4,  1892. 
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pletely  overshadow  the  evil  effects.  One  conclusion  is 
uniformly  prominent  in  the  instances  of  damage  from  boat 
and  other  racing.  Always  the  training  was  either  insuffi- 
cient or  bad,  or  both.  For  instance,  I  knew  of  a  man  who 
worked  with  me  daily  at  Barrett's  gymnasium  here  in  Phila- 
delphia years  ago,  and  who  then  enjoyed  a  reputation  for 
recklessness  in  all  feats,  and  but  little  skill  or  strength. 
What  he  did  was  wastefuUy  done  ever  and  without  any 
definiteness  of  aim.  He  was  invited  to  row  in  a  crew  as 
substitute  three  days  before  a  race.  He  did  so  and  collapsed. 
He  is  said  to  have  heart  disease,  what  form  I  know  not.  He 
is  still  alive  and  a  bread-winner  for  twenty-years. 


MAXIMUM     STRESSES     from     MOVING     SINGLE 
LOADS  IN  THE  MEMBERS  of  THREE-HINGED 
ARCHES.  * 


Bv  Emrick  a.  Werner. 


In  the  following  pages  I  will  show  how  can  be  found  the 
positions  of  moving  single  loads,  inducing  the  maximum 
and  minimum  stresses  in  the  members  of  three-hinged 
arches  or  suspension  bridges. 

The  investigations  are  based  upon  my  "  General  Theory 
of  Jointed  Bow  Girders,'*  published  in  the  Journal  of  the 
Franklin  Institute,  May  to  October,  1888,  from  which  I  will 
reproduce  here,  for  the  convenience  of  the  reader,  in  short 
words,  the  theorems  used  in  this  paper. 

Conditions, — Only  arches  or  suspension  bridges  on  two 
supports  without  cantilever  brackets  will  be  considered. 

The  arch  or  suspension  bridge  shall  always  have  three- 
hinged  joints  or  hinges,  one  at  each  abutment — A  left,  B  right 
and  one  C  in  the  middle  between  them.  The  stiffening 
s.tructure  shall  be  a  truss. 

Loads, — The  bridge  maybe  loaded  in  any  way,  with  loads 
of  any  kind,  single  or  uniformly  distributed,  at  rest  or 
moving,  covering  parts  or  the  whole  of  the  structure. 

Line  of  thrust  is  the  locus  of  the  points  of  application  of 
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the  thrust  in  the  span.  The  line  of  thrust  is  a  plane  curve 
of  any  form,  passing  through  the  three  hinges  A  C  B,  It 
is  independent  of  the  form  of  the  bridge.     (See  Fig,  2.) 


Fig    I. 

Deciding  triangle  is  found  in  connecting  the  hinges  A  and 
B  with  C  and  producing  the  lines  A  C  and  B  C  to  the  inter- 
section D  with  a  vertical  at  the  abutment. 

Loads,  line  of  thrust  and  deciding  triangle  are  variables 

EXTERNAL   FORCES. 


Fig.  2. 
A  C  B  =:  line  of  thrust,  referred  to  rectangular  coordi- 
nates, X,  y,  the  origin  lying  in  A,  the  x  axis 
passing  through  B. 
Wi  W^  W^  =  all  the  loads  from  0  to  x,  from  ^  to  C  and  from 
Cto  ^; 
gi  g2  gi  =  abscissae    of     the    points    of    application    of 
Wi  W2  W^, — g^  g2  positive  from  the  left  to  the 
right,  g^  positive  from  the  right  to  the  left : 
/  =  loads  taken  up  in  the  panel  point ; 
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Ax  =  length  of  panel ; 
/  =  span  =  distance  from  A  to  B  \ 
/  =  rise   =   distance  of  top  hinge   C  above   the 
abutment  hinges ; 
X,  ^\  ^  =  rectangular  coordinates  of  the  two  cathedes  of 
the  deciding  triangle ; 
jR^  R'  =  vertical  reactions  ; 
H  =  horizontal  reaction ; 
J/x  =  mciments  in  point  x. 


I 


2/" 


J4  =  (/e/^  -R;^-Hf.yj 

=  (^'T-^-)-(-a'-^')f 

=  \R'  U—x)  —  - -_,  —  R'x\  —Hf.  y- 


=  :^'('-^)r^.-^'H-(^-^'Of 


/ 


2//  2/ 
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2/1  '^  2/ 

2f  x—ly  ^  ^  ^  C_— Z 
2//  2/ 

Stresses  in  the  Stiffening  Truss. — 

^y  2  J  J 

^l^z^!L)w,g, 

2  f 

or,  the  horizontal  component  of  the  stress  in  the  chord  C^  in 
the  point  x  of  the  stiffening  truss  is  always  equal  to  the 
horizontal  component  of  the  stress  from  the  moments  of 
the  external  forces 

in  the  point  x,  plus  or  minus  the  horizontal  component  of  the 
thrust  H  of  the  external  forces. 


h  =  depth  of  stiffening  truss. 


D. 


=  c.-c.-.=.c.  =  (4X-(4)^ 


or,  the  horizontal  component  of  the  stress  in  the  diagonal  Z?, 
in  the  panel  x  of  the  truss  is  equal  to  the  difference  of  the 
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I  horizontal  components  of  the  stresses  in  the  chord  pieces  to 

the  right  C^  and  the  left  C^_ax  of  the  panel  point  x. 

Px  =  C^  tan  fi  ^  ^^—  C,_ -^,  tan  fx^  ±  D^  tan  a,  dz/ 
=  C,  {tan  a,  it  tan  //,  + ax)  —  C^-ax  {tan  a,  ±  /^«  /ix)  ±  / 
//,  a  being  the  angles  of  the  chord  pieces  and  of  the  diagonals 
with  the  horizontal.  /  =  load  taken  up  in  the  panel  point, 
or,  the  stresses  in  the  posts  are  equal  to  the  sum  (algebra- 
ically) of  the  vertical  components  of  the  stresses  of  all  the 
members  intersecting  in  the  panel  point  x. 

Stresses  in  the  Cable  {Special  Strut)  and  Suspension  Rods. — 

B  =  H 

or,  the  horizontal  component  of  the  stress  in  the  cable  B  is 
equal  to  the  horizontal  stress  of  the  thrust  H, 

E^  =  H  {tan  /i^^:,^  —  tan  fi^) 

or,  the  vertical  stress  in  the  suspension  rods  £j^  in  the  point 
X  is  equal  to  the  difference  of  the  vertical  components  of  the 
stresses  in  the  cable  (special  strut)  to  the  right  //  tan  /ix  +  Ax 
and  the  left  H  tan  /i,  of  the  point  x. 


All  the  stresses  are  sums  (algebraically)  of  stresses  from 
the  moments  of  the  external  forces.  The  general  equation 
of  any  stress  is  thus : 

Stress  =  a  ]\\  g,  +  W^  {k  —  ^ g,)  +  c  lV,g, 

=  alV,g,  +  d  IV, +  c  W,g, 

the  stresses  differing  merely  in  the  values  of  the  a  b  c  ^, 
which  are  found  in  adding  as  directed  above  the  a  b  c  ^  oi 
the  chord  stresses  C  making  up  the  stress  in  question. 

a  b  c  ^  can  have  any  value  and  be  positive  and  negative. 

Maximum  Line  of  Stress, — 

it  is  found  from  b  =  0 

a,  c  correspond  to  dividing  lines  of  the  loads,  ^^  corres- 
ponds to  the  dividing  line  of  the  positive  and  negative 
increments  of  b  \\\,  hence    {g^  —  x)  is  that  part   of   the 
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truss  from;r  towards  the  top  hinge,  which  must  be  loaded  to 
make  d  W^j  a  positive  maximum. 


Fig.  3. 

Maximum  span  of  the  stress  are  those  parts  of  the  truss 
corresponding  to  positive  a  b  c,  or  to  (^^  —  x)  and  positive 
a  and  c. 

Minimum  span  of  the  stress  are  those  parts  of  the  truss  cor« 
responding  to  negative  ^i  ^  ^  or  to 


(2-^") 


and  negative  a  and  c. 

Maximum  and  Minimum  Stress, — As  W^g^^  ^%g2>  ^3^3  do 
not  change  their  signs,  the  maximum  of  any  stress  is  found 
with  moving  loads,  in  loading  those  parts  of  the  truss  cor- 
responding to  positive  a  b  Cj  or  in  loading  the  maximum  span 
of  the  stress  in  such  way,  that  W^  gi,  IVzgzt  W^  g^  are  maxima. 

The  minimum  of  any  stress  is  found  with  moving  loads, 
in  loading  the  minimum  span  of  the  stress,  or  those  parts  of 
the  truss  corresponding  to  negative  ^i  ^  ^,  in  such  way  that 
W\  ^if  W^2,r2»  ^^3<^3  are  maxima. 

For  members,  in  which  the  stress  is  an  explicit  function 
of  p  =  the  load  taken  up  in  the  panel  point,  that  end  of  the 
member,  taking  up  no  moving  load,  so  as  to  have  /  =  con* 
stant,  must  be  selected  in  defining  the  positions  of  the 
Vol.  CXXXIV.  20 
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moving  loads  corresponding  to  the  maximum  and  mininum 
stress. 


These  theorems  hold  good  whatever  be  the  form  of  the 
bridge,  the  arrangement  of  the  web  members  and  the  kind 
or  way  of  loading. 

For  demonstrations  I  refer  to  my  general  theory.  See  also 
The  Institution  of  Civil  Eyigineers,  foreign  abstracts,  vol.  xcv 
and  Wiener  Allgemeine  Bauzeitung^  May  to  October,  1891. 

This  last  publication  gives  the  theory  of  arches  with  only 
positive  or  negative  chord  stresses,  plus  and  minus  lines, 
etc. 


Maximum  and  Minimum  Stresses  from  Uniformly  Distributed 
Moving  Loads. — With  uniformly  distributed  moving  loads 
we  can  a  priori  tell  the  positions  of  the  loads  making  W^,  gy^ 
W2  go,  W^  g^y  maxima  and  have  thus  the  following  : 

Rule, — To  find,  with  uniformly  distributed  moving  loads, 
the  maximum  stress  in,  any  member  of  a  three-hinged  arch 
or  suspension  bridge,  load  fully  the  maximum  span  of  the 
stress. 

To  find  the  minimum  stress^  load  fully  the  minimum  span 
of  the  stress. 

For  any  other  kind  of  loading  the  positions  of  the  loads 
making  W^  ^„  W^  g^,  W^  g^,  maxima  cannot  be  told  before- 
hand and  special  investigations  must  be  made  in  each 
case. 

The  definition  of  the  corresponding  positions  for  maximum 
and  minimum  stresses  from  moving  single  loads  is  the  subject 
of  this  paper,  to  which  I  turn  now. 

In  the  general  equation 

Stress  =  aW,g,-^b  W,  +  c  W,g, 

The  variables  are : 
(i)  The  loads; 

(2)  The  line  of  thrust ; 

(3)  The  deciding  triangle  as  the  rise  of  the  arch;  and 

(4)  The  way  of  loading  g. 

In  our  case  we  need  only  to  know  the  influence  of  the 
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position  of  the  loads  g  upon  the  value  of  the  stress.  Hence, 
all  the  variables  with  exception  of  g  will  be  constants,  and 
the  equation  will  be  reduced  to 

5  =  Stress  =  0  (^^  c) 

an  equation  of  the  first  degree,  with  the  stress  and  the  way 
of  loading  g  as  variables.  The  problem  of  defining  the 
position  of  the  loads  producing  the  maximum  and  minimum 
stress  in  any  member  is  thus  reduced  to  the  problem  of 
finding 

ds 

dc 

from  an  equation  of  two  variables. 

To  that  eflFect  let  the  bridge  be  loaded  in  any  way,  with 
moving  single  loads  only,  of  any  value  or  magnitude. 

Let  then  the  whole  loading  be  moved  infinitely  little,  so 
that  no  load  enters  or  leaves  the  bridge,  and  let  the  incre- 
ment 

ds 
dg 
be  derived. 

The  stress  will  then  be  a  maximum  or  minimum  in  a 
dividing  line — g  being  the  variable — when  the  value  of 

ds 

dg 

goes  from  positive,  through  zero,  to  negative  values,  or  vice 
versa,  or  when 

dg 

is  of  different  sign  to  the  right  and  left  of  the  dividing  line. 

With  single  loads,  this  condition  can  only  be  verified, 
zvhen  one  of  the  loads  is  acting  in  the  dividing  line, 

dj^ 

dg 

will  give  the  conditions  of  a  maximum  or  a  minimum,  accord- 
ingly as  the  maximum  or  minimum  span  of  the  stress  is 
loaded. 
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It  remains  to  give  the  explicit  forms  of 

ds_ 
dg 

Increment  of  the  Stresses  in  the  Chords 

ij  =  ££ 

dg       dg 
We  have 

C.  =  a  W,  g,  +  JF,  {X  -  iig,)  +  c  W^g, 

moving  infinitely  little,  say  to  the  left,  it  follows 


[J.  F.  I.. 


w 


ffit.. 


IXt 


K— ^-•- 


i 


Fig.  4. 


*5 


^.-f^-> 


X. 


jgL.- 


fX) 


+ 


^. 


^t*  ■^^. 


Fig.  5. 

Gx  =  «  W^{g,-Ag)^W^{x-ii{g^-Jg)-\^c  W,{g^^Ag) 
C,  =  aW,g,  +  \\\  \_x  —  ji  g,-\  -re  W,^, 

dg 
Increment  of  the  Stresses  in  the  Diagonals 

dj  ^dD 
dg       dg 

As  known,  the  equation  D^  =  J  C.^  =  diflference  of  two 
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moment  stresses,  will  give  only  true  values,  when  on  the 
length  J  X  separating  C^  and  C^-ax  no  finite  load  is  acting. 
Hence,  if  loads  are  acting  in  the  length  J  x,  they  must  first 
be  transferred  according  to  the  law  of  the  lever  to  the 
panel  points. 
It  is  again 

Dr.  =  a  W,g,  +   W,{k-^g,)  +  c  W,g, 

and  in  calling  w  the  loads  acting  in  the  panel  x  and  w^  and 
W2  the  parts  of  w  transferred  according  to  the  law  of  lever, 
to  the  panel  points,  this  equation  gives 
Moving  infinitely  little  we  have 


>^. 


;^7. 


M^ 


^. 


1 


^1 .&_ 


Fig.  6. 


I 


.  ^l^JZ. 


^:ac. 


C. 


J±. 


Fig.  7. 
From  these  figures  we  deduct 

■Dax  =  W,  {g,  -  Jg)  -I    lV,[k-fi  {g,  _  J^)]  +  ^  fF,  X 

X>x=  W^i^iH-   iV,[k-fig^  +  c  lV,g,  +  a(x-Jx)w,+ 

+ik  —  ^x)w, 

D^^  —  D,  =  I—  a  W^  +  fi  iV^  +  c  IV,]  Jg  +a  {x  —  J  x)  x 
X  (wj  —  «/,)  +  (*  —  ^  x)  {w^  —  wj) 
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IJ.F.I.. 


But  it  is 


\^ > 


1 ±Ma 


whence 


^ 


f 


1 


Fig.  8. 


Fig.  9. 


zc/j  _  Wi  =  +  ^  -4    ze; 


Wa W,  =  ,-2.    W 

J  X 


thence  in  the  limit : 
dD 


dg 


=  —  a  (fFi  +  w)  +  ^  IT,  +  ^  fn  + 


w 


+  -f^[«^-(^-^^)] 


Increment  of  the  Stresses  from  the  Thrust 

d  s  _dH 
dg       dg 

H=.  W^g^^■  ^,g2+_^,_g,_ 
2/ 


or  with 


j»..»i.- 
h 


2/ 
WE. 


«r. 


IT 


.»-^ 


3 


Fig.  10. 
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^  --t^. 


19^. 


1 


.-.•5  Iff.  J 


J 


Fig.  II. 
moving  infinitely  little,  it  follows 


I 

I 


^i^ 


=  _  JFi  +  W, 


and  with  W  i  +  W^,  =  W^  =  total  load  on  truss 
dH 


dg 


=    J^    -   2    W^8 


Increment  of  the  Stresses  in  the  Posts 

dj  ^d_P 
dg       dg 

(i)  If  one  diagonal  is  acting  at  the  end  of  the  post,  the 
stress  will  be 

Pn  =  Cx  {tan  a,  ±  tan  fi^^^^)  —  C;_ax  (^^«  Ox  ±  ^^»  /^) 

or  equal  to  the  difference  of  two  moment  stresses  or  to  one 
moment  stress,  if  one  C  is  equal  to  zero.  The  maximum  or 
minimum  of  -P^  is  thus  found  as  for  C  or  D,  as  the  case 
may  be. 

If  one  diagonal,  resisting  tension  and  compression,  is 
used  in  the  panel,  one  set  of  general  equations  will  give  the 
maximum  and  minimum.  If  only  diagonals  in  tension  are 
used,  two  sets  of  general  equations  are  necessary,  one  for 
each  diagonal  to  find  the  maxima. 

(2)  If  two  diagonals  are  acting  together  at  the  end  of  the 
post,  consider  the  post  as  consisting  of  two  coinciding 
posts  P  right  and  P  left,  each  acted  upon  by  one  diagonal. 
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The  stress  in  the  post  is  then 

Py,  =  P  right  ±  P  left. 
Px  =  (^x+Ax  i^n  fi^^^^  —  Cj,  tan  //,)  ±:  (Z>,  tan  a,  ± 

±:   A  +  Ax  ^^«  «X  +  Ax) 

representing  the  following  division  of  W^  and  W^. 


Fig.  12. 

As  the  above  equation  of  P  shows,  the  stress  in  a  post 
acted  upon  on  one  end  simultaneously  by  two  diagonals,  is 
a  function  of  the  difference  of  two  shearing  forces.  But  for 
the  difference  of  two  shearing  forces,  there  exists  no  common 
dividing  line  between  W^  and  W^, 

Each  of  the  posts  P  right  and  P  left^  acted  upon  by  one 
diagonal,  must  thus  be  treated  as  a  separate  post  and  the 
results  combined.  The  maximum  span  of  the  combined  action 
of  P  right  and  P  left  represents  thus  those  parts  of  the 
truss  corresponding  to  the  combined  positive  a  b  c  ^  oi  P  right 
and  P  left,  and  the  minimum  span  corresponds  to  the  combined 
negative  a  b  c  ^  of  P  right  and  P  left. 


If  two  diagonals  in  tension  act  together  at  the  end  of  the 
post,  the  stress  can  never  be  greater  or  smaller  than  the 
maximum  or  minimum  stress  from  one  diagonal  acting  at 
the  end  of  the  post,  and  no  special  calculations  need  be 
made  of  the  stress  from  two  diagonals  in  tension  acting 
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simultaneously  at  the  end  of  the  post.    The  demonstration 
is  as  follows. 

In  consequence  of  the  position  of  the  two  diagonals  in 
the  panels,  the  stress  of  one  diagonal  is  always  reversed,  or 
the  value  of  one  D  will  always  be  negative. 


C 

Fig.  14. 
The  combined  action  of  the  two  diagonals  is  thus 

±:  {D^  tan  a,  —  Z^^  +  ax  ^^«  «x+ax) 
and  P  will  be 

±:  P^  =  (C;  +  A^  tan  /i^^^^  —  C,  tan  /i^)  ±  {D^  tan  a^  — 

—  ^x  +  sx^an/i^^^^) 
or  separating 

±  P^  =  (C;  +  Ax  ^^«  y^x  +  Ax  —  Cx  ^an  fjL^)  +  {D^  tan  a^  — 

—  ^x  +  Ax^^'^Ox  +  Ax)  (0 

±:  ^x  =  (Cx+Ax  ^^«  ftc  +  Ax  —  Cx  tan  (i^  +  (Z>x  +  ax  tan  Ax  +  ax— 

—  D^  tan  a^)  (2) 
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These  expressions  are  maxima  or  minima,  when  one  of 
the  Dy  as  the  case  may  be,  is  equal  to  zero. 

Adding  and  subtracting  C^  tan  /i^+ax  in  equation  (i), 
writing 

Cx  +  Ax  tan  //,  +  A,  —  C;  fan  /z^  +  ^x  =  ^x+ax  tan  /i^^^j, 

and  making  D^^i,^=  o,  we  find 

±  P^  max,  =  (C;  tan  //,,+a,  —  C;^ax  ^^«  /"x)  +  -^^  ^^«  «x 

Adding  and  subtracting  C,  /^«  //^  in  equation  (2),  writing 

C^  tan  //,  —  C;_ A^  tan  ii^  =  D^  tan  p^ 

making  D^  =  o,  we  find 

lb   Px  »««^.  (Cx  +  Ax  ^^«  y«x  +  Ax  —  Cx  //?;i  /£x)  +  A  +  Ax  ^^«  Ox  +  Ax 

Both  equations  of  /*x  ^^•*'-  represent  the  action  of  one 
diagonal  acting  at  the  end  of  the  post. 

But  the  absolute  maximum  and  minimum  stress  from 
one  diagonal  acting  at  the  end  of  the  post  is  found  as 
directed,  sub.  No.  i.  Hence  the  position  of  the  loads  mak- 
ing  tne  stresses  from  two  diagonals  in  tension  acting  simul- 
taneously at  the  end  of  the  post  must  coincide  with  the 
positions  of  the  absolute  maximum,  or  else  the  stress  must 
be  smaller  than  this  absolute  maximum  and  need  not  be 
investigated  separately.  The  same  can  be  said  of  the 
minimum  stress. 

(3)  If  no  diagonal  is  acting  at  the  end  of  the  post,  the 
horizontal  components  of  the  stresses  in  the  two  adjacent 
chord  pieces  must  be  the  same,  or 

P^  =  Cx  {tan  //x  +  Ax  —  tan  /i^) 

Hence  P^^  can  never  be  greater  or  smaller  than  the  verti- 
cal component  of  Q  maximum  or  Cx  minimum. 

Remembering  that  when  no  diagonal  is  acting  at  one  end 
two  diagonals  are  acting  at  the  other  end  of  the  post,  we 
see  that  the  maximum  or  minimum  of  P  will  be  found  in 
this  case,  when 

Cx  and  (Z>x  tan  a^  =b  ^x  +  ax  tan  a^t^^x) 

will  be  maxima  or  minima  at  the  same  time,  as  the  case 
may  be. 
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With  these  expressions  of  the  increment  of  the  different 
stresses,  it  will  now  be  easy  to  formulate  the  rules  deciding 
the  positions  of  moving  single  loads,  which  create  the  maxi- 
mum and  minimum  stress  in  the  members  of  a  three-hinged 
arch  or  suspension  bridge. 

Vertical  Reactions  R. — Put  the  heaviest  loads  on  or  near  the 
corresponding  abutment,  so  that  the  total  load  W  and  the 
moment  Wg  or  W{1 — g\  as  the  case  may  be,  are  maxima  at 
the  same  time. 

The  minimum  is  found  with  no  moving  loads  at  the 
bridge. 

Horizontal  Reaction  H^  or  Horizontal  Stress  By  in  the  Cable 
Maximum. — Put  a  load  at  the  top  hinge  and  load  the  truss, 
so  that 

lV—2lV^ 

is  of  different  sign,  when  the  load  acting  at  the  top  hinge  is 
once  counted  into  IV^  and  once  into  l^i. 

The  Minimum  is  reached  when  no  moving  loads  are  at  the 
bridge. 

Stresses  in  the  Suspension  Rods  E. — They  reach  their  maxi- 
mum and  minimum  with  H. 

Stresses  in  the  Chords  C  of  the  Stiffening  Truss. — 

Maximum-,   (i)  Calculate  in  figures. 

2f  -  2f      "  ^ 

(2)  Write  the  general  equation  of  C. 

(3)  Make  b  =  o  and  find  the  maximum  line  g^^. 

(4)  Decide  the  maximum  span  of  C. 

(5)  Put  a  load  on  the  dividing  line  and  load  the  maximum 
span,  so  that 

—  aW^-\-^W^  +  clV^ 

is  of  different  sign,  when  the  load  acting  on  the  dividing 
line  is  counted  once  into  W^  and  once  into  W^  or  once  into 
W^  and  once  into  IV^,  as  the  case  may  be. 

Minimum :  Proceed  as  above,  only  use  the  minimum  span. 
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Stresses  in  the  Diagonals  D  of  the  Stiffening  Truss, — 
Maximum  .•  ( i)  Substract  abc^oi  C^  .^^^  from  abc^oiC^. 

(2)  Write  the  general  equation  of  D^, 

(3)  Make  ^  =  ^  and  find  the 'maximum  line  of  D^, 

(4)  Decide  the  maximum  span  of  D^, 

(5)  Put  a  load  on  the  dividing  line  and  load  the  maximum 
span,  so  that 


-a{W,Jrw)^?W^^cW^  +  2!L\n   -  (k  - 


^x) 


is  of  different  sign,  when  the  load  acting  on  the  dividing 
line  is  counted  once  into  w  and  once  into  W^  or  once  into 
W^  and  once  into  W^,  as  the  case  may  be. 

Minimum:  Proceed  as  above,  only  use  the  minimum 
span. 

Stresses  in  the  Posts  P  of  the  Stiffening  Truss, — In  all 
instances  select  that  end  of  the  post  taking  up  no  moving 
loads  for  defining  the  positions  of  the  loads  corresponding 
to  P  max,  and  P  min. 

Maximum  : 

(i)  One  diagonal  acting  at  the  end  of  the  post. 

Proceed  as  for  D  or  C,  as  the  case  may  be. 

(2)  Two  diagonals  acting  at  the  end  of  the  post. 
Consider  the  post  as  composed  of  two  coinciding  posts, 

P  right  and  P  left,  each  acted  upon  by  one  diagonal. 

Treat  P  right  and  P  left,  each  as  a  separate  post  and 
combine  the  action  of  both. 

Note. — With  two  diagonals  in  tension  acting  at  the  end 
of  the  post,  no  special  calculations  are  necessary,  the  corres- 
ponding stress  being  always  smaller  than  the  stress  from 
the  action  of  one  diagonal. 

(3)  No  diagonal  acting  at  the  end  of  the  post. 
Maximum :  The  value  of  P^  is  always  less  than 

C^{tan  /^  +  j^x—  tan  fx^ 
The  exact  value  of  P^  is  found  in  making 

Cx  and  ±:  [Dx  tan  ^x  ±  Dx  +  ax  l^n  a^  ^.  ax] 
a  maximum  at  the  same  time. 

Minimum :  Proceed  as  for  the  maximum,  only  use  the 
minimum  span  or  the  minimum  of  the  stresses. 
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A  check  of  these  rules  can  be  obtained  in  the  following 
way: 

Any  arched  truss  will  become  a  truss  with  only  vertical 
reactions,  when  the  horizontal  reaction  H  becomes  zero. 
Hence  in  making  H  equal  to  zero  in  the  above  expressions 
of  the  arch,  these  expressions  must  be  reduced  to  the  cor- 
responding expressions  of  a  truss  with  vertical  reactions 
only.  To  define  the  conditions  making  H  equal  to  zero,  we 
have  the  equations  of  M  and  H. 

M^  =  Rx-W,{x-g,)-Hy 

2Hf=  W,g,^  W,^,+  W,g, 

From  these  equations  follows  that  y  and  /  must  be  equal 
to  zero.  M  becomes  then  the  moment  of  a  truss  with 
vertical  reactions  only.  But  we  know  that  these  moments 
can,  under  no  circumstances  be  equal  to  zero,  between  the 
abutments.  Hence  the  subdivision  of  W2  becomes  void, 
and  we  have  as  third  condition  if  H  shall  become  zero  in 
the  arch,  W^  =  o,  besides  y  =  0  and  /  =  ^. 

For  a  truss,  with  vertical  reactions  only  the  general 
equations  are : 


r 


h'lG.  15. 

fM\  I     '^/  ^      jir  I         X    Txr 


/^'=  total  load 


i^  =z  L   W.  —  W 
dg         X 


when  h  =  constant. 

iR  =  W  —  w    — 
dg  J  X 

w  =  load  on  panel  length  J  x. 
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Introducing  y  z=  o,f  =.  0,  If^,  =  ^  in  the  equations  of  tlie 
arch,  we  find 

I  —  2fx^ly  ^   r  — J  ^a=^  "^^ 
2/1  2/  I 

y9  =  ^         W^=^  o         b  =-  o 

2fx—ly    ^   :  —  y  ^  ^  ^   ^ 
2//  2/  / 

Comparing 
with 

we  see  that 

^  =  —  I 

^  =  +  I 
(>t  _  y9  jr)  =  r  (/  —  ^) 

{k  —  /5  ;r)  being   the  coefficient  of  the  load   acting  in  the 
point  X. 

Introducing  in 

dP 

dg 
of  the  arch 

a  g  d  X 

it  will  become 
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As  we  see,  in  the  arch,  the  length  of  the'  span,  which 
must  be  loaded,  also  the  ratio  according  to  which  the  differ- 
ent parts  of  this  span  are  to  be  loaded,  to  produce  a  maxi- 
mum or  minimum  of  any  stress,  is  variable y  while  in  the 
truss  with  vertical  reactions  only  the  length  of  the  span, 
which  is  to  be  loaded  and  the  manner,  in  which  it  is  loaded 
in  each  point,  is  constant. 

Appended  are  the  actual  calculations  of  the  stresses,  in 
the  members  of  an  upright  three-hinged  arch  and  of  a  three- 
hinged  suspension  bridge. 

Chicago,  III.,  February,  1892. 

{To  he  continued^ 
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OF  THE 
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{Stated  meeting,  held  Tuesday,  June  28,  i8g2^ 

Hall  of  the  Franklin  Institute, 
Philadelphia,  June  28,  1892. 
Prof.  Edwin  J.  Houston,  President,  in  the  chair. 
Present,  twenty- one  members  and  visitors. 
The  minutes  of  the  previous  meeting  were  read  and  approved. 
The  Treasurer  reported  the  cash  balance  in  the  treasury,  and  presented 
bills  for  printing  and  lantern  slides,  which  were  approved  and  ordered  paid- 
Mr.   D.  A.  Partridge  exhibited    and   described    a  Thomson  reflecting 
electrometer  that  he  had  constructed  from  drawings  illustrating  a  paper  on 
the  subject  by  Sir  Wm.  Thomson.    The  instrument  was  beautifully  made, 
and  showed  remarkable  sensitiveness. 

Mr.  Paul  Winand  read  the  second  part  of  his  paper  on  "  Some  Points 
Regarding  Multiphase  Current.**    Referred  for  publication. 

Prof.  Edwin  J.  Houston  gave  "  Some  Additional  Notes  on  the  Graphic 
Representation  of  Magnetic  Fields.*'     Referred  for  publication. 

Mr.  Richard  W.  Gilpin  described  a  curious  changing  of  polarity  met 
with  in  a  four-pole  compound  dynamo. 
The  meeting  then  adjourned. 

L.  F.  Rondinella,  Secretary, 
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On  POLYPHASED  CURRENTS. 


By  Paul  A.  N.  Winand. 


[i4  paper  before  the  Electrical  Section,  at  the  stated  meetings  of  April  and 

MayJ] 

Since  last  year's  electrical  exhibition  at  Frankfort,  the 
transmission  or  distribution  of  energy  by  means  of  poly- 
phased  currents,  seems  to  have  attracted,  to  a  remarkable 
degree,  the  attention  of  all  interested  in  electrical  matters. 
This  system  had  been  proposed  and  experimented  upon  for 
several  years  previously,  but  it  is  only  since  the  successful 
outcome  of  the  LauflFen  transmission  that  its  practical 
advantages  have  been  generally  recognized. 

Little  has  been  published  as  yet  in  this  country  concern- 
ing its  theoretical  features,  while  a  number  of  papers  on  the 
subject  have  appeared  in  Germany.  As  the  German  papers 
mostly  treat  the  matter  in  a  purely  mathematical  manner, 
which  is  not  always  favorable  to  clear  insight  into  the  some- 
what intricate  conditions,  I  have  endeavored  to  apply  to 
the  question  a  more  direct  way  of  reasoning.  I  fear,  how- 
ever, that  I  have  succeeded  but  imperfectly  in  my  purpose. 

GENERAL  CONSIDERATIONS. 

The  term  polyphased  or  multiphased  currents  has  appar- 
ently not  yet  received  a  strict  definition.  It  is  broad  enough 
to  cover  any  system  or  combination  of  connected  conductors 
carrying  each  an  alternating  current  different  in  phase  from 
the  currents  carried  by  the  other  conductors.  In  fact,  how- 
ever, it  seems  to  have  been  used  for  designating  such 
systems  of  alternating  currents 

which  can  be  produced  by  means  of  an  armature 
without  commutator,  uniformly  rotating  relatively 
to  a  constant  field  and  opposing  to  the  motion  a 
torque  which  is  a  constant  during  the  whole  of  a 
revolution,  or  which,  by  means  of  stationary  and 
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permanently  connected  conductors,  can  generate  an 
uniformly  rotating,  constant  field. 

The  field,  in  this  second  case  may  or  may  not  be  pro- 
vided with  iron  cores  of  suitable  shape. 

The  currents  and  electro-motive  forces  are  generally 
supposed  to  follow  the  simple  sine  law,  as  usual. 

It  is  possibly  by  looking  at  it  in  this  way  that  the  chief 
promoter  of  polyphased  currents  in  Germany,  Mr.  M.  von 
Dolivo-Dobrowolsky,  has  been  led  to  propose  the  name  of 
"  Drehstrom,"  or  rotary  current. 

It  is  evident  that  in  a  system  of  polyphased  currents 
which  conforms  to  the  above  conditions  of  possible  origin 
or  possible  effect,  the  individual  currents  and  electro- 
motive forces  are  not  arbitrary,  but  inter-related  as  to 
amplitudes  and  phases. 

One  general  and  characteristic  property  of  a  system  of 
currents  conforming  to  this  definition  can  be  proved  before 
going  into  further  details. 

The  rate  at  which  the  total  energy  is  generated, 
transmitted  or  absorbed  in  the  system  is  the  same 
at  any  moment  of  a  period. 

This  follows  directly  from  the  assumption  that  the 
torque  and  the  speed  are  uniform,  which  means  that  the 
rate  of  consumption  of  mechanical  energy  is  constant  dur- 
ing a  period,  while  the  eflSciency  of  conversion  is  supposed, 
as  usual  to  be  constant  during  that  time  and  because  no 
energy  is  momentarily  stored  up  in  the  armature.*  The 
energy  delivered  at  the  terminals  is  then  constant,  and  it 
will  be  so  also  through  the  whole  system  if  there  is  no 
momentary  storing  up  of  energy  by  reason  of  capacity 
effects.  Such  effects  may  even  be  present  without  disturb- 
ing the  conditions  if  properly  distributed. 

The  second  alternative  of  the  definition  (consisting  in 
simply  generating  a  field)  is  really  equivalent  to  the  first 
for  the  case  that  the  torque  is  =  O, 


*  See  the  paper  published  since  by  Mr.  C.  Steinmetz,  in  Electrical  Worlds 
of  July  16,  1892. 
Vol.  CXXXIV.  21 
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Any  system  of  polyphased  currents,  however  irregularly 
the  phases  may  be  distributed  in  time  and  however  different 
the  currents  may  be  in  magnitude,  will  thus  be  governed  by 
this  condition  of  uniform  rate  of  energy  together  with  the 
general  laws  of  circuits.  That  the  sum  of  the  currents  in 
all  conductors  of  the  system  which  any  continuous  infinite 
surface  may  cut  is  at  any  moment  =  O ;  and  that  the  differ- 
ence of  potential  between  any  two  points  on  the  conduc- 
tors is  at  any  moment  equal  to  the  sum  of  the  electro- 
motive forces*  along  any  path  which  may  be  followed  along 
the  conductors  to  lead  from  one  point  to  the  other.f 

We  will  not  dwell  any  longer  on  the  question  taken  in 
its   most  general  form,  because   in   practical  applications 


Fig.  I. 
polyphased  currents  are  (or,  at  least,  are  intended  to  be) 
symmetrical ;  that  is,  the  phases  are  evenly  distributed  over 
the  time  of  one  period  and  the  currents  are  of  the  same 
intensity. 

SYMMETRICAL   SYSTEMS. 

The  current  and  electro-motive  force  in  each  conductor 


*  These  electro-motive  forces  include  e  =  i  R  taken  with  the  sign  of  /. 

f  This  is  practically  equivalent  to  the  law  stated  by  Helmholtz  in  1853  : 
That,  if  in  any  system  of  conductors  there  are  electro-motive  forces  in  different 
parts,  the  electric  tension  in  any  point  is  equal  to  the  algebraic  sum  of  the 
tensions  which  each  individual  electro-motive  force  would  produce  when 
acting  independently  of  all  the  others. 
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are  of  necessity  alternating  since  there  is  no  periodical 
commutation  of  connections.  They  can  be  represented  as 
usual  by  drawing  a  sine  curve,  and  the  relations  between 
several  of  them  can  be  shown  by  putting  the  curves  along 
the  same  axis,  but  shifted  by  amounts  corresponding  to  the 
relative  phases. 

It  is  sometimes  more  convenient  to  use,  as  suggested  by 
Prof.  Silv.  Thompson,  the  geometrical  property  which  is 
well  known  to  mechanical  engineers  by  its  application  in 
Zeuner's  slide-valve  diagram. 


FIG.  2. 


Fig.  I  represents  this  method,  which  we  shall  apply 
later  on. 

The  length  Oa,  cut  off  by  the  small  circle  on  the  radius 
C^  ^,  is  proportional  to  sin  a,  being  the  angle  oi  O  A 
with  the  diameter  X^  O  X^^.  When  the  radius  is  below 
Xi  O  X^i  sin  a  is  negative  and  this  is  shown  by  the  part  cut 
oflF  being  in  the  lower  circle,  like  Oa^. 

The  different  length  cut  off  on  several  radii  drawn  at 
angles  corresponding  to  the  phases  will  thus  show  at  a 
glance  the  simultaneous  values  of  currents  or  of  electro- 
motive forces  in  a  corresponding  polyphased  system.  If  a 
model  be  made  in  which  the  radii  can  be  rotated  together, 
relatively  to  the  circles,  the  succession  of  simultaneous 
values  will  appear  in  a  striking  manner.  It  has  proved 
convenient  to  draw  the  radii   on  one  sheet  and  to  extend 
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them  to  a  larger  circle,  while  another  sheet,  out  of  which 
the  small  circles  have  been  cut,  is  rotated  on  top  of  the 
first.  The  two  halves  of  this  sheet  are  made  of  different 
appearance,  so  as  to  show  at  once  which  quantities  are 
positive  and  which  are  negative.  Fig.  2  shows  this  disposi- 
tion for  a  three-phase  system. 

Polyphased  generators  can  be  built  almost  entirely  like 
alternators,  and,  as  for  these,  it  is  often  convenient  to  have 
the  armature  stationary  and  the  field  rotating.     Let  us  con- 


FlG.  3. 

sidermore  closely  the  simple  case  of  a  ring  armature  with 
rotating  bipolar  internal  field. 

The  successive  coils  of  the  armature  may  be  connected 
in  two  simple  ways : 

All  their  right-hand  ends  maybe  connected  together  and 
their  left-hand  ones  to  the  terminals  of  the  machine,  hence 
each  to  one  wire  of  the  line,  as  shown  in  Fig,  j.  This  has 
been  called  the  star  combination.  Or  the  coils  may  be  con- 
nected in  one  series,  like  a  Gramme  ring,  and  the  points  of 
junction  connected  to  the  terminals  {Fig,  4),  which  has  been 
called  the  mesh  combination. 
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We  may  now  trace  the  distribution  of  diflFerences  of 
potential  and  currents  at  any  moment  in  the   conductors. 

Xy^  X,i  is  the  direction  of  magnetic  axis,  Y^  F,i  a  perpen- 
dicular to  it.  Taking  each  coil  separately,  the  electro- 
motive force  e,  generated  in  it  is  maximum  for  the  coils  at 
Xy^  Jfji  and  =  O  for  those  at  Fi  F^,  and  so  are  the  currents 
also,  if  there  be  no  lag,  which  we  will  assume  for  the  pres- 
ent. 

In  the  star  combination  the  difference  of  potential  E^^ 
between  two   diametrical ,  terminals  is   equal  to  twice   the 


electro-motive  force  e  of  the   opposite  coils   connected  to 
those  terminals,  it  is 

■^18  max  ^^^  2^njax 

for  the  terminals  at  X^  Xn. 

The  diflFerence  of  potential  between  adjacent  terminals  is 

-^118  =  ^x  —  ^x  +  1 
It  is  equal  the  difference  of   the  electro-motive  forces  in 
the  two  corresponding  coils. 
Necessarily 

E*     V    E* 

for  half  the  ring  in  both  the  star  and  the  mesh. 
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In  the  meshy  however, 


:;=  e 


so  that 


£.™  =  ^e 


It  is  interesting  to  compare  the  cases  where  everything" 
is  the  same  (including  amount  and  size  of  wire),  the  only 
difference  being  in  the  number  of  coils  (or  phases)  and  in 
their  combination  as  star  or  mesh.  It  is  easy  to  see  that  in 
mesh  ^im  is  due  to  the  induction  on  all  the  turns  of  one- 
half  of    the   ring.     The   difference   of   potential   between 


Fig.  5. 

opposite  terminals  is  thus  independent  of  the  number  of 
coils,  but  the  difference  of  potential  between  adjacent  ter- 
minals, taken  at  same  distance  from  K,  F„  is  inversely  pro- 
portional to  the  number  of  coils  because  it  is  proportional 
to  the  number  of  turns  per  coil. 

In  star,  since  E^^  =•  2  e  the  difference  of  potential 
between  opposite  terminals  is  inversely  proportional  to  the 
number  of  coils,  but  the  difference  of  potential  ^,,3  between 
adjacent  terminals  is,  at  the  same  distance  from  X^^  A',,, 
nearly  inversely  proportional  to  the  square  of  the  number 
of  coils. 
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This  is  due  to  the  fact  that  this  diflference  E^^^  is  not 
only  proportional  to  the  number  of  turns  per  coil,  but  also 
to  the  distance  between  the  centres  of  said  coils  along  the 
ring. 

The  field  N  S  may  have  any  more  or  less  regrlar  shape 
or  distribution  and  accordingly  the  electro-motive  force  in 
a  coil  will  vary  in  different  ways,  as  the  case  may  be,  with 
the  angular  displacement  a  or  with  time,  as  we  suppose  the 
motion  uniform.  For  the  star  the  law  followed  by  the 
difference  of  potential  between  opposite  terminals  is  the 
same  as  that  followed  by  the  electro-motive  force  in  a 
coil. 

For  the  mesh  the  law  will  generally  be  a  diflFerent  one. 
As  shown  above,  the  difference  of  potential  is,  in  this  case^ 
equal  the  sum  of  the  electro-motive  forces  induced  in  all  the 
coils  on  one-half  of  the  ring.  The  difference  of  potential, 
between  a  and  /,  for  instance  {Fig  j)  can  therefore,  at  any 
time,  be  considered  as  equal  to  electro-motive  force  in 
winding  from  a  to  A,  plus  electro-motive  force  induced  in 
coil  A  i. 

a  i^  =  a  h  -\-  h  i 

After  the  field  has  moved  through  an  angle  equal  to  the 
distance  of  two  consecutive  coils,  the  same  portion  of  the 
field  to  which  was  acting  on  the  portion  a  h  oi  the  winding, 
is  now  acting  on  the  equivalent  portion  b  i  and  the  differ- 
ence  of  potential  at  this  moment  is : 

a  i^^  ^  b  i  -\-  a  b 
The  variation, 

J  a  i  =  a  i^  —  a  /,i 

of  the  difference  of  potential  between  the  opposite  terminals 
a  and  i  after  this  angular  displacement  equal  to  the  space 
of  one  coil  is  thus 

Jai  =  aA'\-Ai  —  {b  i  +  a  b) 

but  it  is  evident  that 

a  A  =  b  i 

and  when  the  number  of  coils  is  large ; 

A  ^=  —  a  bf 

because  then  coils  a  b  and  A  i  are  practically  opposite,  if  we 
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only  assume  that  the  field,  where  it  meets  the  armature,  is 
symmetrical  around  the  centre  of  rotation. 
Consequently 

A  a  i  ^=  2  h  i 

or  =z  2  a  b 

=  2  e 

This  means  that  the  variation  of  the  difference  of  potential 
between  opposite  terminals  in  the  mesk  is  equal  to  the 
difference  of  potential  itself  in  the  star^  and  that,  for  a  large 
number  of  coils  (or  phases),  if  E^^x  =  P^  ^^  the  law  followed 
by  the  difference  of  pote^itial  in  mesh,  the  law  followed  by 
the  same  quantity  in  star  is  the  derivate  function 

dFa 

h^  =   -— 

da 

of  the  preceding. 

Similar  considerations  would  show  that  the  reverse  is 
true  for  the  difference  of  potential  between  adjacent 
terminals. 

and 
hence 


and 
and 


and  ^,,^  — 

d  a 

There  is  only  one  form  of  the  law  for  which 

dFa 
d  a 

is  equivalent  to  F  a  itself ;  namely,  when  F  ais  sin  a  or  cos  a. 


-^llm 

dFa 
da 

^u. 

=  Fa 

'1»  = 

dFa 
da 

■^Im 

=  Fa 

fn„: 

_  dFa 
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Fig.  6. 


which  latter  is  the  same  as  sin  «,  with  one-fourth  period 
difference  of  phase 

d Fa    ,    .^        , 

— - —   IS  then  +  cos  a  or  —  sin  a, 
da 

and  everything  in  the  system,  as  well  for  the  star  as  the 
mesh  combination,  follows 
the  sin  a  law  as  long  as 
the  resistances,  inductances 
and  capacities  can  be  con- 
sidered as  constants. 

I  will  only  remark  fur- 
ther concerning  this  gen- 
eral case,  that  if  £  ==  Fa, 
when  plotted  gives  curves 
of  the  kinds  shown  in  Fig.  6, 

d  a 
gives    curves    like    shown 
in  Fig.  7. 

It  is  generally  desirable  • 

to   have  the  currents   and  '^'  ^' 

electro-motive  forces  follow  the  sine  law  and  as  this  is  suffi- 

FiG.  6. 


ciently  approximated  in  most  practical  cases,  the  subsequent 

considerations  will  be  made  under  assumption  of  this  law. 

Returning  then  to  Fig.  3  and  Fig.  4  the  rule  that,  for 
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mesh  and  star,  the  difference  of  potential  of  opposite  and 
of  adjacent  conductors  follow  the  laws. 

Fx  "ilf 
'   dx 

and 

'""^Fx 


dx 


which  becomes  in  this  case  sin  x,  cox  and  cos  x,  —  sin  x, 
means  that  in  Fig.  ^  the  differences  of  potential  are  dis- 
tributed along  the  terminals  and  occur  in  time  in  the  same 
manner  as  in  Fig.  j,  excepting  that  everything  is  shifted  by 
90°  relatively  to  the  axis  of  the  field. 

The  electro-motive  forces  generated  in  the  individual 
coils  are,  however,  in  all  respects,  the  same  in  both  cases. 

It  means,  besides  [£",  being  the  difference  of  potential 
between  opposite  terminals  and  £n  between  adjacent  ones], 
that,  as  the  values  of  E^x  along  the  ring  follow  the  sine  law, 
and  E^  max  =  -  -^n  in  both  cases  ; 

V  -J  p    n         -/r 

—  0     ^l\  —  ■'-'imax   —  —  -^llmax 

//  being  the  total  number  of  coils  or  terminals. 

The  same  relation  holds  also  for  the  mean  differences  of 
potential,  or  voltages  F,  and  Fi,. 


or 


This  is  the  relation  of  the  voltages  taken  between  oppo- 
site and  adjacent  terminals,  and  it  is  the  same  for  the  mesh 
and  the  star. 

Continuing  now  the  comparison  between  identical 
machines,  the  difference  being  only  in  the  disposition  as 
star  or  mesh,  we  find  that  the  voltages  compare  as  follows : 


r 
1   

n 

7C 

Vu 

= 

n 

Digitized  by 


Google 


Oct.,  1892.]  Electrical  Section.  323 

As  the  coils  contain  the  same  number  /  of  turns  in  both 
cases 

Fi,  =  2  at 

*  im   — 


a  being  the  voltage  per  turn  hence 

in  which,  Fin^  and  V^^  are  taken  between  opposite  terminals. 

The  same  relation  is,  from  the  preceding,  also  true  for 
adjacent  terminals. 

If  the  armatures  are  wound  so  as  to  give  the  same  vol- 
tages 

but  then  the  coils  contain  different  numbers  of  turns  /„,  and 
/g,  and  the  same  formulae  give 

or 

Im  ^ 

Considering  now  the  question  of  currents,  we  may  first 
assume  that  they  do  not  lag. 

In  the  star  combination  they  follow  then  the  electro- 
motive force  generated  in  the  coils  and  each  line  conductor 
carries  the  same  current,  A^,  as  the  armature  winding. 

In  the  mesh,  the  currents  flow  out  of  one-half  of  the 
armature  into  the  line  conductors  and  flow  back  into  the 
other  half,  as  shown  in  Fig.  4. 

It  appears  that,  as  the  current  in  armature  conductors  is 
maximum  at  F^  F^  (this  is  the  case  in  Fig.  j  as  well  as 
Fig.  4)  the  current  is  maximum  in  the  line  conductors  at 
Xy^  X^^\  that  is,  at  90°  from  where  it  is  maximum  in  the  star 
combination. 

The  instantaneous  value  C^  of  the  current  in  armature  is 
equal  to  the  sum  of  the  line  currents  C,,  in  the  conductors 
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comprised  between  this  point  and  point  X,  Consequently 
its  maximum  value  is  equal  to  the  sum  of  line  currents  in 
quadrant  X  V. 

C        —     ''     C 

2  t: 

and  if  we  call  A^^  and  A^^j^  the  mean  values  of  currents  in 
armature  and  line  for  the  mesh : 

-^im  —    — -^iim 

2  TT 

If  we  compare  otherwise  identical  armatures,  the  cross 
sections  5a  5^  of  wires  are  inversely  as  the  numbers  of  turns 
per  coil,  and  as  we  have  found  the  latter  to  be 

A  =     ^ 
tm         2  ;r 

in  order  to  obtain  equal  voltage 
we  find  :^  =  /^  ^ 

If  we  consider  the  machines  as  equally  loaded  when  the 
currents  are  proportional  to  the  cross-sections  of  conductors, 
then,  for  equal  load, 

A^  =  1  ^ 

This,  with  the  previous  equation 


^•■"  ~  ^2  ;r   "^ 

shows  that 

^B  =  -^llra 

llm 


with  which  means  that  otherwise  identical  machines,  one 
having  star  the  other  mesh  winding  and  such  number  of 
turns  as  to  give  the  same  voltage,  the  currents  in  line,  and 
consequently  the  energy,  will  be  the  same  if  they  are 
equally  loaded. 

Considerations  almost  entirely  similar  to  the  above  would 
show  that  the  relations  found  for  the  currents  and  electro- 
motive forces  in  the   armature  and  line  conductors,  apply 
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also  to  conductors  considered  as  mere  resistances,  such  as 
lamps. 

We  have  assumed  that  there  was  no  difference  of  phase 
between  currents  and  electro-motive  forces.  There  is  gener- 
ally such  a  difference,  however,  but,  if  everything  is  sym- 
metrical, the  relations  between  the  currents  and  those 
between  the  electro-motive  forces  remain  unchanged,  the 
only  difference  with  the  case  assumed  before  being  that  all 
what  relates  to  the  currents  is  shifted  by  an  angle  equal  to 
the  diflference  of  phase  relatively  to  the  axis  of  the  field. 

It  would  be  more  complicated  than  difficult  to  show 
further  in  a  similar  manner,  that,  inversely,  the  same  field 
can  be  produced  by  the  same  polyphased  system  with  other- 
wise identical  cores  and  windings,  the  only  difference  being 
in  the  arrangement  as  star  or  mesh. 

We  have  considered  more  particularly  the  case  of  a  ring 
armature.  A  drum  might  have  been  taken  as  well  and 
would  have  led  to  similar  results. 

It  may  be  interesting  to  note  that  the  first  idea  of  Mr. 
Haselwander,  one  of  the  pioneers  in  this  line,  had  been  to 
take  two  Thomson-Houston  arc  machines,  having  armatures 
of  the  drum  type,  and  to  use  one  as  a  dynamo,  the  ether  as 
a  motor  of  a  three-phase  system.  Contact  rings  would  have 
been  substituted  to  the  commutators.  He  afterwards  made 
use  of  ring  armatures. 

THREE-PHASE  SYSTEM. 

This  system  has,  besides  its  simplicity,  decided  practical 
advantages  of  its  own,  These  have  apparently  been  first 
fully  recognized  and  expounded  by  Mr.  von  Dolivo-Do- 
browolsky,  to  whose  eflforts  the  successful  introduction  of 
this  system  in  actual  practice  is  mainly  due.  We  may 
investigate  the  relations  in  this  system  by  means  of  the 
diagram  or  model  represented  by  Ftg,  2,  It  shows  the  star 
and  mesh  combination,  O  A,0  B,0  C  being  the  branches  of 
the  star,  while  A  B,B  C  and  C  A  are  those  of  the  mesh.  We 
have  seen  above  that  when  the  number  of  phases  is  large 
the  phases  in  the  star  branches  differ  by  nearly  90^  from 
those  in  the  corresponding  parts  of  the  mesh. 


Digitized  by 


Google 


326 


Electrical  Section. 


[J.F. 


With  as  small  a  number  of  phases  as  three,  the  case  is 
different.  The  use  of  the  diagram  Fig.  2,  discloses  the  fol- 
lowing facts : 

In  the  moment  coiresponding  to  position  /  {Fig.  <?),  the 
current  is  maximum  and  positive  in  O  A.  Let  C,  designate 
this  maximum  value. 

In  O  B  and  O  C  the  currents  are  both  negative  and  of 
same  value,  by  reason  of  symmetry.    They  are  necessarily 

=  _  S 
2 

In  position  //   Fig.  p),  which  corresponds  to  one-twelfth 


Fig.  8. 
period  later,  or  to  a  displacement  of  30°  the  currents  are 
equal  and  opposite  in  O  A  and  O  B, 
Their  numerical  value  is 

sin  60""  C^=   ^'^  C^  =  O,  866  C; 
2 

At  this  moment  there  is  no  current  in  O  C. 
In  position  ///   {Fig.  10)  [or  after  another  one-twelfth 
period],  the  currents  are 

+^ 

2 
in  both  O  A  andO  C  and  —  C^inO  B. 
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The  phases  and  corresponding  values  of  the  currents  in 
the  branches  of  the  mesh,  can  be  ascertained  as   follows. 

The  currents  in  all  conductors  are  alternating,  and  since 
we  consider  only  the  case  where  they  follow  the  sitie  law, 
we  conclude  that  in  position  /,  by  reason  of  symmetry,  the 
current  oi  O  A,  which  is  =  C^,  divides  itself  into  two  equal 
parts  flowing  in  opposite  directions  through  A  B  and  A  C,^ 
so  that  it  is 

2 

in  A  B,  and 

2 

in  A  C\  if  we  consider  right-hand  rotation  as  positive. 

A 


Fig.  9. 

There  is  no  current  in  ^  Cat  this  moment. 

As  the  current  in  B  C  follows  the  sine  law,  if  it  is  =  O  in 
position  /  it  will  be  maximum  one-quarter  period  or  90° 
later. 

A  comparison  of  /  and  //  shows  that  the  curi'ent  is 
=  O  in  O  C  one-twelfth  period  or  30°  later  than  in  B  C\ 
This  means  that  the  difference  of  phase  between  the  cur- 
rents in  a  branch  of  the  mesh  and  in  the  adjacent  branch  of 

*  h  would  carry  us  too  far  to  show  that,  to  assume  that  the  currents  in  A 
B  and  A  Care  not  equal,  is  equivalent  to  assuming  that  there  is  a  continuous 
current  in  the  mesh  conductors,  and  this  would  be  contrary  to  the  definition. 
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the  star  situated  in  the  negative  direction,  is  30°  or 
more  shortly ;  the  currents  in  mesh  lead  those  in  star  by 
one-twelfth  period. 

As  to  the  absolute  values  of  the  currents  in  the  branches 
of  the  mesh, ///shows  that  when  the  current  is  maximum 
and 

=  C^inO  B 
it  is 

=  ^\nAB 
2 

but   the  latter  is   then  at  one-sixth  period,  or  60°  from  its 

A 


Fig.  10. 
zero  value.     Its  maximum  value  is  therefore 

r    ^B 

2  Sin  60° 
or 

^m  =  -jT^-  C;  =  0-577  C, 

The  mean  currents  in  the  branches  of  the  star  and  of  the 
mesh  are  also  in  this  proportion  of  i  to  0*577. 

A  similar  process,  applied  to  the  diflferences  of  potential, 
would  show  that  those  of  the  mesh  lead  those  of  the  star  by 
30^ 

The  conservation  of  energy  requires  that  the  watts  in  the 
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star  be  equal  to  those  of  the  mesh,  and  also  that  they  be 
equal  in  one  branch  of  star  and  one  branch  of  mesh,  since 
everything  is  symmetrical. 

The  voltages  are,  therefore,  in  inverse  proportion  of  the 
currents. 

The  voltage  between  O  and  A,  ^  or  Cis  1^3  or  1,732  times 
the  voltage  between  A  B,  B  Cor  C  A.  This  result  would 
not  be  aflfected  if  there  was  a  difference  of  phase  between 
current  and  diflference  of  potential,  because  this  difference 
would  be  the  same  throughout.  The  latter  appears  from 
the  fact  that  the  relations  between  the  currents  can  be 
deducted  as  above,  without  reference  to  the  electro-motive 
force  or  difference  of  potential,  and  vice  versa  the  relations 
between  the  difference  of  potential  can  be  found  without 
reference  to  the  currents. 

This  fact  also  shows  that  whatever  the  resistances,  induc- 
tances or  capacities  along  the  conductors  may  be,  if  the 
currents  in  the  branches  of  the  star  (or,  which  is  the  same, 
in  the  line  conductors)  form  a  symmetrical  three-phase 
system,  the  currents  in  the  branches  of  the  mesh  also  form 
a  symmetrical  three-phase  system  shifted  by  one-twelfth 
period  relatively  to  the  former. 

It  is  obvious  that  in  any  symmetrical  polyphased  system, 
when  the  number  of  phases  is  uneven,  by  using  each  cur- 
rent in  two  opposite  ways  (for  instance,  by  leading  each 
current  through  right-handed  and  left-handed  coils),  the 
same  eflfects  can  be  obtained  as  with  a  system  of  double 
the  number  of  phases  Thus  a  three-phase  can  be  made 
equivalent  to  a  six-phase  and  the  five-phase  to  a  ten-phase,, 
but  the  four-phase,*  since  it  is  an  even  number,  cannot  be 
doubled  in  this  manner.  Moreover,  as,  for  the  three-phase,, 
the  phases  in  the  mesh  are  shifted  by  one-twelfth  period,, 
relatively,  to  those  in  the  star,  the  phases  of  the  mesh  come,, 
by  a  similar  process  of  doubling,  exactly  between  those  of 
the  doubled-star  currents,  and  this  is  true  independently  of 
the  resistances,  etc. 

*  Four-phase  is  often  called  two-phase,  while  two-phase  is,  strictly  speak- 
ing, nothing  but  an  ordinary  alternating  current. 
Vol.  CXXXIV.  22 
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This  enables  to  obtain  with  a  three-phase  system,  having 
only  three  line  conductors,  effects  equivalent  to  those  of  a 
twelve-phase.  The  three-phase  supersedes  in  this  respect 
all  others,  and  especially  the  four-phase,  though  the  latter 
can  also  be  operated  with  three-line  wires. 

\^To  be  continued.'] 
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Annuaire  pour  PAn  i8g2,  public  par  le  Bureau  des  Longitudes.  Avec 
des  notices  scienlifiques.  Paris :  Gauthier-Villars  et  fils.  1892.  Price. 
1.50  francs. 

The  above-named  work,  published  annually  under  the  direction  of  the 
"  Bureau  des  Longitudes,"  corresponds  to  the  official  publication  known  in 
this  country  as  the  American  Ephemeris  and  Nautical  Almanac,  The  present 
impression  is  characterized  by  the  introduction  of  the  following  new  features 
of  scientific  interest :  A  table  of  stellar  parallaxes,  prepared  by  M.  Loewy  ; 
the  most  recent  elements  of  the  satellites  of  Saturn,  according  to  Struev ; 
additional  data  in  the  tables  of  comets ;  two  new  determinations  of  the 
orbital  elements  of  double  stars,  by  Glassenapp  ;  additional  data  respecting 
the  proper  movements  of  stars,  including  those  of  certain  stars  having  ^ 
very  decided  proper  movement ;  an  article  on  the  stellar  spectra,  by  Comu. 
and  a  note  by  the  same  author  on  the  length  of  the  wave  of  sound ;  new 
data  by  Moureaux  on  the  phenomena  of  terrestrial  magnetism ;  in  addition 
to  which  the  volume  is  closed  by  the  introduction  of  a  number  of  important 
scientific  notes*  W. 
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Volumetric  Tables  for  Pig  Iron,  Steel  and  Ore  Analysis.  By  Edward  K. 
Landis.  Pottstown,  Pa.:  Ledger  Job  Printing  Rooms,  Poltstown,  Pa. 
1892. 

This  is  a  small  volume  of  thirty  pages,  containing  factors  for  calculating 
from  the  burette  readings,  the  percentage  of 
(i)  Iron  ; 

(2)  Lime; 

(3)  Manganese,  determined  by  William's  method ; 

(4)  Manganese,  determined  by  Volhard's  method  ; 

(5)  Phosphorus,  determined  by  Emmerton's  method. 

The  especial  point  of  interest  in  the  tables  is  the  fact  that  they  are 
adapted  to  a  ^^  solution  of  permanganate  (or  bichromate)  that  may  not  be 
exactly  deci' normal.  Thus,  in  standardizing  the  solution,  suppose  that  1*4 
grammes  of  double  iron  salt  require  35- 1  cc.  KMnO^  (instead  of  357  cc,  as 
would  be  required  if  exactly  3%).  by  turning  to  the  page  headed  35*1,  we 
find  at  once  the  factors  (from  i  to  9)  for  each  of  the  above  five  determina- 
tions. The  book  will  be  appreciated  by  all  iron  chemists.  It  can  be  had  only 
from  the  author  (address  as  above)  at  a  cost  of  50  cents.  P. 
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The  following  course  of  lectures,  to  be  held  during  the  season  1892-93, 
has  been  approved : 
1892. 

Nov.    4.    Prof.  Lewis  M.  Haupt,  Civil  Engineer,  Philadelphia, 
••  Ship  Canals  "  (illustrated). 
••       7.    Prof.  H.  C.  Bolton,  New  York,  "Alchemy,  the  Cradle 

of  Chemistry"  (illustrated). 
"      II.     Prof.  Lewis  M.  Haupt,  Civil  Engineer,  Philadelphia, 

••The  Road  Movement"  (illustrated). 
'*     14.     Mr.   John    Birkinbine,    Mining    Engineer,    President 
American  Institute  Mining  Engineers.  '*  From  Mine 
to  Furnace  "  (illustrated). 
**      18.     Mr.  J.  C.  Trautwine,  Jr.,  Civil  Engineer,  **  Movable 

Dams." 
••     21.     Mr.  George  H.  Babcock.  President  Babcock  &  Wilcox: 
Company,  New  York,  "  The  Genesis  and   Exodus 
of  Steam." 
"     25.     Mr.  Eckley  B.   Coxe,  Drifton,  Pa.,  '*  The  Regulation 

of  Wages.** 
"     28.    Mr.  C.  John  Hexamer,  Philadelphia,  "Austria  "  (illus- 
trated). 
Dec.    2.     Mr.  James  M.  Dodge,  Link  Belt   Engineering  Com- 
pany, Philadelphia,  "  Rope  Power  Transmissions.*" 


Friday, 
Monday, 
Friday, 
Monday, 

Friday, 
Monday, 

Friday, 

Monday, 

Friday, 
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Monday,  Dec.    5. 

Friday,            "  9. 

Monday,          "  12. 

Friday,            "  16. 

Monday,          •'  19. 

Wednesday,    "  28. 

1893. 

Monday,  Jan.  2. 

Friday,             "  6. 


Monday, 

"        9- 

Friday, 

"      13- 

Monday, 

••      16 

Friday, 

"      20. 

Monday, 

"      23. 

Friday, 

"      27. 

Monday, 

"      30. 

Friday, 

Feb.    3. 

Monday, 

6. 

Friday, 

"      10. 

Monday, 

"      13- 

Prof.  H.  W.  Wiley.  Chemist  to  the  Department  of 
Agriculture,  Washington,  D.  C,  "  Food  Adultera- 
tion." 

Judson  Daland,  M.D.,  Philadelphia,  '*  A  New  Method 
of  Separating  the  White  from  the  Red  Blood  Cor- 
puscles by  means  of  the  '  Hasmatokrit.'  " 

Mr.T.  Commerford  Martin,  Editor  Electrical  Engineer, 
New  York,  "  Electiicity  in  the  Modern  City"  (illus- 
trated). 

Mr.  Jul'us  F.  Sachse,  YAwok  American  Journal  of  Pho- 
tography, Philadelphia,  "  Philadelphia's  Share  in 
the  Development  of  Photography." 

Mr.  George  Faunce,  Superintendent  Pennsylvania 
Lead  Company,  Pittsburg,  Pa.,  *•  Electro  Metallurgy 
and  its  Applications  to  Silver  Refining  and  inciden- 
tally to  other  Metals." 

Mr.  W.  N.  Jennings,  Phil  idelphia,  "Street  Scenes 
caught  with  the  Kodak." 

Mr.  Pedro  G.  Salom,  Philadelphia,  "The  Storage 
Battery  Question." 

Mr.  W.  H.  Jaques,  Bethlehem  Iron  Company.  Bethle- 
hem, P.i.,  "  Recent  Development  of  Heavy  Ord- 
nance in  the  United  States." 

Mr.  Emile  Berlmer,  Washington.  D.  C,  "Technical 
Notes  on  the  Gramophone,  with  Illustrations." 

Rev.  H.  C.  Hovey.  Middletown,  Conn.,  "Castellated 
Cliffs  and  Grand  Canyons  of  Arizona"  (illustrated). 

Mr.  George  M.  Hopkins,  New  York,  *' Optical  Illu- 
sions" (illustrated). 

Prof.  George  W.  Plympton,  New  York,  "  The  Engi- 
neering Features  of  Egyptian  Temple  Architecture." 

Dr.  Louis  Duncan,  Johns  Hopkins  University.  Balti- 
more, Md.,  "  Electric  Power  Transmission." 

Prof.  H.  W.  Spangler,  University  of  Pennsylvania, 
Philadelphia,  "Cheap  Power." 

Prof.  Joseph  W.  Richards,  Lehigh  University,  Bethle- 
hem, Pa.,  "  The  Specific  Heats  of  Metals." 

Mr.  Alfred  R.Wolff.  Mechanical  Engineer,  New  York. 
(Subject  to  be  announced.) 

Mr.  Elmer  (i.  Willyoung,  with  Queen  &  Co.,  Philadel- 
phia, "  Electricity  and  the  Ether"  (illustrated). 

Prof.  Charles  F.  Himes,  Dickinson  College,  Carlisle, 
Pa.,  "  Expert  Testimony.*' 

Prof.  E.  D.  Cope,  University  of  Pennsylvania,  Phila- 
delphia, "  Late  Additions  to  our  Knowledge  of  the 
Evolution  of  the  Mammalia  and  Man." 
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Friday, 

Monday, 

Friday, 


Monday, 


Feb.  17. 


20. 


24. 


27. 


Thomas  C.  Clarke,  Civil  Engineer,  New  York,  "  Bridg- 
ing the  Hudson  and  East  Rivers." 

Mr.  C.  Kirchhoff.  Editor  of  The  Iron  Age,  New  York, 
"  Copper  Mining  in  the  United  States  "  (illustrated). 

Mr.  Nikola  Tesla,  New  York,  "An  Experimental 
Study  of  Light  Effects  produced  by  Alternating 
High  Potentials**  (illustrated). 

Mr.  Clayton  W.  Pike,  with  Queen  &  Co.,  Philadel- 
phia, "  How  we  Measure  Electricity  "  (illustrated). 


Franklin    Institute. 


{^Proceedings  of  the  stated  meeting,  held  Wednesday,  September  21,  iBg2^ 

Hall  of  the  Franklin  Institute, 
Philadelphia,  September  21,  1892. 

Jos.  M.  Wilson,  President,  in  the  chair. 

Present,  eighty-six  members  and  eight  visitors. 

Elections  to  membership  since  last  report,  twenty-four. 

Prof.  Edwin  J.  Houston  gave  a  description  of  his  improved  methods  of 
fixing  and  delineating  the  magnetic  field,  illustrating  the  subject  by  the 
projection  of  views  of  a  series  of  su  h  fields.  (See  this  Journal,  September, 
1892.) 

Mr.  F.  Lynwood  Garrison  gave  an  account  of  some  recent  trials  of 
Harvey ized  nickel-steel  armor-plate,  made  by  the  Bethlehem  Iron  Company, 
of  Bethlehem,  Pa.,  and  tested  on  the  private  proving  grounds  of  the  com- 
pany. The  results  of  these  trials  demonstrated  a  decided  advance  in  the 
resisting  powers  of  such  plates  to  the  penetration  of  projectiles.  Photo- 
graphs of  these  plates  taken  after  the  firing  test  (five  shots  from  an  eight- 
inch  gun,  powder  charge  eighty-one  and  three-fourths  pounds,  Holtzer 
projectile  weighing  250  pounds).  Referring  to  the  last  experiment,  the 
speaker  stated  that  the  plate  (8x6  feet  x  io»^  inches  thick  and  weighing 
18,600  pounds),  which  was  a  companion  piece  to  one  than  had  lately  been 
tested  at  the  Indian  Head  proving  ground,  of  which  trials  a  full  account 
appeared  in  his  report  published  in  the  Journal,  had  received  a  total  energy 
of  impact  of  25,040  foot-tons,  fully  fifty  per  cent,  greater  than  the  plates 
v/ere  subjected  to  in  the  previous  trials,  and  exhibited,  nevertheless,  much 
less  injury  than  the  plates  in  the  former  tests.  He  considered  it  doubtful 
whether  armor-plates  equal  in  quality  to  this  had  ever  been  produced 
elsewhere. 

Mr.  Louis  E.  Levy  read  a  paper  descriptive  of  a  new  process  of  his 
invention  for  producing  photo-intaglio  engravings,  and  exhibited  specimens 
of  the  work,  which  were  greatly  admired.  The  paper  elicited  considerable 
discussion  and  was  referred  for  publication. 
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Mr.  W.  N.  Jennings  exhibited  and  described  several  remarkable  photo- 
lO'aphs  of  lightning  which  he  had  obtained  during  the  past  summer. 

The  Secretary  described,  with  the  aid  of  a  lantern  projection,  the 
Buckman  automatic  tin-plate  machine,  and  gave  an  account  of  its  operation 
at  the  works  of  the  American  Tin-plate  Machine  and  Manufacturing  Com- 
paay,  Twentieth  and  Washington  Avenue,  Philadelphia.  He  also  exhibited 
some  unusually  good  specimens  of  prints  in  black  lines  on  white  ground, 
made  from  tracings  of  line  drawings  after  the  general  method  of  making  blue 
prints.  These  prints  were  made  with  a  so-called  "  heliographic  '*  paper  pre- 
pared by  Mr.  F.  Pontrichet  of  New  York. 

The  Secretary  announced  that,  with  the  approval  of  the  Board  of 
Managers,  the  Committee  on  Publications  was  engaged  in  maturing  a  plan 
whereby  it  is  intended  that  every  member  of  the  Institute  shall  receive  the 
Journal,  without  any  increase  in  the  amount  of  the  annual  dues.  The  carry- 
ing into  effect  of  this  new  policy,  which,  it  is  believed,  will  awaken  a  more 
general  interest  in  the  work  of  the  Institute  on  the  part  of  its  large  member- 
ship, he  explained,  was  made  conditional  upon  the  raising  by  subscription 
of  a  guaranty  fund  of  sufficient  amount,  to  insure  that  an  anticipated  deficit  in 
the  accounts  of  the  ^/^xra/ during  the  first  few  years  following  the  adoption 
of  the  new  measure,  would  be  amply  provided  for.  The  committee,  he  said 
in  conclusion,  entertained  no  doubt  of  its  ability  to  obtain  the  desired 
guaranty  among  the  members  in  ample  time  to  introduce  the  new  measure 
at  the  beginning  of  the  year  1893. 

Mr.  Wm.  E.  Lockwood  introduced  the  following  resolution  : 

Whereas,  The  cities  of  Chicago  and  Pittsburg  have  passed  ordinances 
for  the  suppression  of  the  smoke  nuisance  resulting  from  the  use  of  bitu- 
minous coal ;  and, 

Whereas,  The  Councils  of  the  City  of  Philadelphia  are  giving  considera- 
tion to  an  ordinance  of  like  character. 

Resolved,  That  the  Franklin  Institute  most  heartily  endorse  such  action 
looking  to  the  suppression  of  a  nuisance  which  is  depreciating  property  in 
certain  localities  in  the  city. 

The  resolution  was  duly  seconded  and  was  referred  to  the  special  com- 
mittee charged  with  the  investigation  of  the  subjecc  of  the  smoke  nuisance. 
Adjourned.  Wm.  H.  Wahl,  Secretary. 
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(ESTABLISHED  1880.) 

Are  the  Standard  Liquid  Drawing  Inks  of  the  World.  They  are 
nsed  and  endorsed  by  the  leading  SchooliP,  Colleges  and  Institutes. 
Three-fourths  of  the  professional  draughtsmen  of  this  country  use 
no  other  drawing  ink. 

The  manufacturers  have  never  solicited  a  single  testimonial,  yet  the 
merits  of  the  inks  have  called  forth  endorsement  from  the  most  fiimous 
and  experienced  users  of  drawing  inks  in  various  professions,  real  mas- 
ters of  their  arts. 

Jo.  Pennell  says :  "  There  is  no  ink  equal  to  it  for  half  a  dozen  reasons." 
A.  B.  Frost  says :  "  I  use  a  great  deal  of  it,  and  it  is  certainly  the  best." 

BlachA— Two  kinds,  "Waterproof  (Insoluble  when  dry)  and  Ct«neral  (soluble). 
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PRICES,  %  OZ.  BOTTLES,  25  CTS.;  HALF  PINTS,  $2.00. 

For  sale  by  all  dealers  in  Artists'  Materials  and  Stationers  generally. 

OH  AS.  M.  HIGGINS  <£  CO, 

SOLE  MANUFACTURERS, 

168  to  172  Eighth  Street,  Brooklyn,  N.  Y.,  U.  S.  A. 

English  Depot  at  7  and  9  St.  Bride  St.,  E.  C,  Cooper,  Denniton  and  Walkden. 

NOTICEI 

The  following  Reports  of  the  Examiners  of  the  International  Eleotrloal 
Exhibition  of  the  FRANKLIN  INSTITUTE,  held  in  1884,  have  been  published  in 
pamphlet  form,  and  will  be  mailed  to  any  address  on  receipt  of  the  price  named. 

Sect.  V,  VI  and  VIII. — Electric  Lamps,  Carbons  for  Arc  Lamps,  20c. 

"  X. — Boilers, 20c. 

"  XI. — Steam  Engines, 25c. 

"         XII. — Gas  engines, 20c. 

"        XIV  and  XVI— Batteries 20c. 

"    XVIII. — ^Underground  Conduits, 20c. 

"       XIX.— Electric  Telegraphs, 20c. 
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Artistic  Effects  and  Music,    .    .    .  20c. 

'*  XXVII. — Application  of  Electricity  to  Warfare,  ....  20c. 

"    XXIX. — Educational  Apparatus, 20c. 

"     XXX. — Machinery  and  Mechanical  Appliances,   .    .    .  20c. 
Special  Report. — Efficiency  and   Duration  of  Incandescent 

Lamps, 50c. 

"  "      — Dynamo-Electric  Machines, 50c 

Report  of  Chairman  on  Exhibition  Committee, 25c* 
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A  NEW  PHOTO-INTAGLIO  PROCESS. 


By  Louis  E.  Levy. 


{Read  at  the  stated  meeting  of  the  Institute,  held  September  21,  i8g2.'\ 

Jos.  M.  Wilson,  President,  in  the  chair. 

Mr.  Levy  :  With  the  exception,  perhaps,  of  the  domain 
of  electricity,  there  is  no  other  special  field  wherein  the 
recent  advances  of  science  have  opened  so  many  avenues 
of  progress  and  eflfected  such  notable  changes  as  in  the 
range  of  the  graphic  arts.  From  the  time  when,  fifty  years 
ago,  the  earlier  researches  of  Scheele  and  Seebeck  on  light- 
sensitive  compounds  were  first  wrought  into  practical  shape 
by  Niepce,  Daguerre  and  Talbot,  the  applications  of  photo- 
chemistry have  increased  in  number  and  extent  to  such  a 
degree  that  to-day  the  various  processes  of  photogpraphic 
reproduction  would  require  along  catalogue  to  merely  name 
them.  Many  of  these  variations,  though  marked,  are 
Vol.  CXXXIV.  23 
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unessential ;  others  have  proven  of  scientific  interest  only, 
while  quite  a  long  list  of  practical  photo-reproductive  pro- 
cesses have  from  time  to  time  been  superseded  by  simpler 
and  more  efficient  methods. 

The  new  photographic  process  which  I  have  the  pleasure 
of  announcing  to  the  Institute  this  evening  is,  as  I  trust  will 
appear  in    practice,   an   eflfective    and    greatly  simplified 
method  of  producing  a  photographic  reproduction  in  the 
form  of  an  intaglio  engraving.     Such  engravings,  techni- 
cally known  by  the  French  term  "photogravure,"  have  been 
produced  for  some  years  past  by  a  variety  of  photo-chemical 
processes,  the   most  notable  of  which   are  those  wherein 
the  result  is  attained  by  means  of  a  chrome-gelatin  film. 
The  fact  that  a  film  of  chrome-gelatin  becomes  insoluble 
when  exposed  to  light,  and  remains  more  or  less  soluble 
according  to  the  degree  to  which  light  is  permitted  to  act 
upon  it,  has  been  made  the  basis  of  a  variety  of  processes  for 
the  production  of  photo-engravings.     The  gelatin  film  long 
served  as  the  most  effective  means  for  the  production  of 
photo-engravings  in  relief,  and  still  furnishes  the  basis  for 
the  production  of  photo-engravings  in  intaglio.  For  both  pur- 
poses the  sensitized  gelatin  film  is  exposed  under  a  trans- 
parent negative  or  positive,  as  may  be  requisite  in  the  subse- 
quent procedure;  the   unaffected  portions  and  unreduced 
quantities  of  the  exposed  film  are  either  swelled  by  absorption 
of  a  liquid  or  are  dissolved  and  washed  out,  and  the  film 
then  dried.     In  this  condition  it  may  be  printed  from  direct, 
or  it  may  be    used  as  a  mould  to  produce  a  reverse  in  a 
fusible  metal ;  or  it  may  be  covered  with  an  electrolytic 
surface   to   receive   an  electrotype   deposit,   or  it  may  be 
moulded  in   plaster,   wax,   gutta-percha   or  other  suitable 
substance,  from  which,  in  turn,  a  reverse  can  be  made  by 
casting  or  electrotyping.     Intaglio  photo-engravings  have 
also   been    produced   by   a  process   wherein    the   varying 
amounts  of  reduced  silver  left  in  the  developed  gelatino- 
bromide  plate  are  made  to  serve  as  a  corrosive  or  etching 
agency  on  a  plate  of  copper  on  which  the  bromide  plate  is  im- 
posed, but  in  general  practice  the  washed-out  gelatin  film  has 
thus  far  proven  the  most  practical  means  to  the  desired  end. 
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In  all  photo-intaglio  processes  hitherto  known  or  practised, 
the  nature  of  the  plate  produced  and  the  end  sought  to  be 
attained  is  akin  to  that  which  is  technically  known  as  a 
mezzotint  or  aquatint  engraving.  The  essential  feature  of 
such  engravings  consists  of  the  varying  depths  to  which 
the  design  is  sunken  in  the  plate,  the  graduations  of  depth 
in  the  plate  corresponding  to  the  gradations  of  light  and 
shade  in  the  printed  impression.  The  ink  being  rubbed 
into  the  depressions  of  the  design  and  rubbed  off  from  the 
surface  of  the  plate,  the  highest  parts  of  the  engraving 
represent  the  highest  lights  of  the  design,  the  deepest 
depressions  render  the  darkest  shadows  and  the  intermedi- 
ate depths  produce  the  half-tone  gpradations  of  the  picture. 

The  difficulties  attending  the  production  of  photogravure 
plates  with  the  particular  degree  of  graduation  of  depth 
which  is  requisite  for  an  artistic  effect  in  the  printed 
impression  are  such  that  the  process  is  practised  only  by  a 
few,  the  skill  and  experience  needed  for  the  work  being 
attained  only  after  a  long  practice  and  then  in  a  full 
measure  only  by  such  individuals  as  possess  artistic  capac- 
ity and  training.  In  only  one  establishment,  and  that  in 
Paris,  has  the  work  been  brought  to  a  high  degree  of 
quality,  and  there,  as  well  as  in  other  workshops,  the  hand 
of  the  skilful  retoucher  is  frequently  to  be  credited  with 
the  largest  share  in  the  final  result. 

To  free  this  result  as  far  as  possible  from  the  limitations 
of  human  handiwork,  and  to  bring  it  forth  under  the  more 
uniform  and  definite  control  of  scientific  procedure  has 
been  my  aim  in  the  experiments  which  have  resulted  in  the 
present  method.  This  method  I  have  named  "  Photo-Mezzo- 
tint," not  because  that  is  the  most  exact  term  by  which  to 
denote  it,  but  because  all  the  other  good  names  have 
already  been  pre-empted  and  made  to  do  service  in  other 
directions. 

The  essential  feature  of  the  new  method  lies  in  the  fact 
that  the  picture,  instead  of  being  obtained  from  a  gradu- 
ated depth  of  the  engraving,  is  produced  from  a  sunken 
surface  of  uniform  depth,  the  gradations  of  light,  half-tone 
and  shade  being  effected  by  minute  lines  and  stipples  of 
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varying  thicknesses  bttt  of  uniform  distance  apart  from 
centre  to  centre.  In  this  respect  the  photo-mezzotint  may 
be  regarded  as  a  development  of  the  so-called  half-tone 
relief  process,  the  true  mezzotint  or  photogravure  eflfect 
being  attained  by  reducing  the  thickness  of  lines  and 
stipples  and  multiplying  their  ratio  to  the  surface  to  such  a 
degree  as  to  render  them  invisible  to  the  naked  eye.  In 
that  way  all  the  finest  gradations  from  pure  white  to  deep 
black  are  obtainable,  with  the  result  shown  by  the  speci- 
mens before  us.  In  these  the  picture  is  made  up  of  equi- 
distant stipples,  varying  from  a  microscopic  point  up  to  a 
size  where  they  coalesce  into  a  solid  black,  the  half-tones 
consisting  of  stipples  of  about  one  four-hundredth  of  an 
inch  in  diameter,  and  about  44,000  to  the  square  inch.  If  a 
coarser  stipple  is  used  the  eflfect  varies  from  that  of  a 
mezzotint  and  approaches  more  nearly  that  of  a  line 
engraving,  the  lights  and  shades  being  made  up  of  percept- 
ible lines  and  stipples,  like  the  eflfects  of  a  steel  or  copper- 
plate engraving  of  equal  texture. 

The  processes  at  present  in  vogue  for  the  production  of 
photo-intaglio  plates  require  not  only  long  experience  and  a 
high  degree  of  manipulative  skill,  but  also  take  up  quite  a 
length  of  time — frequently  a  week  or  more — for  their  com- 
pletion, and  the  plate,  after  passing  the  stages  of  the  photo- 
chemical process,  has  then  still  to  be  extensively  helped  by 
the  work  of  the  retoucher.  The  retouching  of  photogravure 
plates  inevitably  introduces  a  degree  of  uncertainty  as  to 
the  accuracy  of  the  reproduction,  the  result  as  left  by  the 
retoucher  being  frequently  very  diflferent  from  the  original  in 
its  disposition  of  lights  and  shades.  By  this  new  process  all 
these  undesirable  factors  are  eliminated ;  its  manipulations 
are  far  more  facile,  the  length  of  time  for  the  entire  work 
is  reduced  to  a  few  hours,  and  the  result  is  complete  with- 
out the  supplementary  aid  of  the  skilful  engraver,  except, 
possibly,  in  cases  of  local  blemishes  or  accidental  defects. 
It  is  therefore  reasonably  to  be  assumed  that  this  new 
method  of  intaglio  engraving,  which  has  been  made  the  sub- 
ject of  an  application  for  letters-patent,  may  be  regarded 
as  a  desirable  addition  to  the  category  of  the  graphic  arts. 
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SHIP  CANALS. 


By  Prof.  Lewis  M.  Haupt,  Consulting  Engineer. 


[A  lecture  delivered  before  the  Franklin  Institute ^  November  4,  i8g2l\ 

Mr.  President,  Ladies  and  Gentlemen  : 

From  Adam  to  Noah,  from  Noah  to  Columbus,  from 
Columbus  to  Peary,  navigation  has  allured  mankind  by  her 
charms  of  adventure  and  discovery,  to  thread  the  labyrinths 
of  continents,  and  to  plough  the  trackless  oceans  until  the 
mythical  '' Ne  Plus  Ultra''  of  the  fifteenth  century  has 
become  the  reality  of  the  nineteenth. 

Nor  is  it  surprising  that  there  is  so  little  left  to  discover 
when  it  is  remembered  that  the  reward  is  so  great,  result- 
ing in  the  possession,  by  the  discoverer,  of  the  new  territory 
with  its  hidden  resources  and  boundless  wealth. 

It  does  not  require  any  great  ejffort  for  fleet-footed  fancy 
to  span  the  400  years  which  have  passed,  as  a  tale  that  is 
told,  and  picture  to  ourselves  a  little  convoy  of  three  small 
vessels,  manned  by  a  courageous  crew  of  120  men  and  their 
inspired  commander,*  battling  with  the  waves  and  currents 
of  the  interminable  ocean,  all  to  prove  the  theory  that  the 
earth  is  round,  by  sailing  west  to  reach  the  East. 

On  the  twelfth  of  October,  1492,  the  theory  was  verified, 
and  an  impetus  was  given  to  the  Star  of  Empire  which  has 
since  outdone  Puck  himself  in  girdling  the  earth. 

Transportation  has  opened  the  storehouses  and  granaries 
of  the  world  and  has  so  knit  together  the  kinship  of  man- 
kind that  famine  is  allayed,  disease  abated,  poverty  relieved, 
employment  furnished,  knowledge  disseminated,  the  savage 
tamed,  the  heathen  civilized,  and  the  race  ennobled  through 
its  benign  influences. 

Transportation  is  the  chain  which  binds  together  the 
humanity  of  the  globe.  It  is  composed  of  distinct  yet 
dependent  links,  any  one  of  which  being  broken  impairs  the 

*  Sailed  from  Pales  August  3d,  and  on  October  12,  1492,  sighted  land. 
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bond  and  reduces  the  eflBciency  of  the  whole.  The  three 
principal  links  are  waterways,  railways  and  highways.  The 
•auxiliary,  yet  all  important  adjuncts  are  the  submarine  cables 
and  electfic  conduits,  so  useful  in  regulating  the  operation 
of  the  primary  conductors.  There  are  many  minor  sub-divis- 
ions, useless  to  follow  in  this  connection,  but  it  is  of  impor- 
tance that  a  comprehensive  view  be  taken  of  the  relations 
existing  between  the  three  parts  of  the  great  system  of  trans- 
portation. There  is  a  prevailing  opinion  in  railroad  circles, 
that  the  waterways  are  injurious  to  their  interests,  since  they 
can  carry  freight  in  bulk  at  much  lower  rates,  but,  paradoxical 
as  it  may  seem,  I  believe  it  is  abundantly  proven  by  statis- 
tics that  such  impression  is  erroneous.*  The  railway  occu- 
pies an  intermediate  position  between  the  water  and  high- 
way and  is  dependent  upon  both  for  receipts  and  delivery 
of  a  large  part  of  its  traffic.  But,  for  this  evening,  our 
attention  is  to  be  directed  to  that  one  phase  of  the  water- 
way known  as  the  "  Ship  Canal." 

The  efficiency  of  any  line  of  communication,  whether 
on  land  or  water,  is  increased  by  reducing  its  resistance 
and  augmenting  its  tonnage,  and  this  is  especially  true  of 
waterways,  where  a  short  cut  of  a  few  miles  may  often  save 
hundreds  or  even  thousands,  as  in  the  case  of  the  Suez  and 
Nicaragua ;  while  the  traffic  using  such  channels  is  a  func- 
tion of  their  depth  and  sectional  area.  It  is  evident  that  if 
the  vessel  draw  more  water  than  that  furnished  by  the 
canal  it  is  debarred  from  transit  and  a  large  part  of  the  ton- 
nage and  revenue  is  excluded.  Hence  the  great  importance 
of  deep  draft  waterways.  In  fact  their  commercial  value  is 
estimated  to  increase  as  the  cube  of  the  depth,  so  that  by 
merely  doubling  the  depth  the  value  is  increased  eight-fold. 
Wherever  there  is  a  peninsula  which  separates  navigable 
waters  of  any  magnitude,  there  will  be  found  an  opportunity 
for  reducing  the  length  of  a  route,  and  for  economizing  in 
transportation.  The  percentage  of  distance  saved,  with  the 
amount  and  character  of  the  traffic,  are  the  principal  factors 


*  See  in   Engineering  Magazine  of  March,  1892,  a  paper  entitled,  '*  Do 
Waterways  benefit  Railways  ?*' 
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in  determining  the  expediency  of  constructing  a  canal,  but 
there  are  many  subordinate  elements  entering  into  the 
problem. 

It  should  be  borne  in  mind  that  water,  although  a  public 
medium,  is  non-productive  of  freights,  if  we  except  ice  and 
fish,  and  yet  it  occupies  five-eighths  of  the  globe,  hence 
the  distance  traversed  are  relatively  large  and  the  rates  must 
be  comparatively  low.  That  this  requirement  is  wisely 
satisfied  in  the  physical  world  will  appear  from  the  follow- 
ing considerations : 

Water  and  air  being  fluids  oflfer  less  frictional  resistance 
to  bodies  passing  through  or  over  them  than  the  solid  sub- 
stances in  contact  in  land  transportation.  Water  at  rest  is 
also  level,  having  no  grades  to  be  overcome,  while  the  undula- 
tions of  a  highway  or  railroad  require  every  pound  of 
freight  to  be  lifted  vertically  at  great  expenditure  of  power, 
for  which  there  is  no  useful  return. 

Every  change  of  direction  on  a  railroad  increases  the 
friction,  as  well  as  the  distance  between  terminals,  while  it 
reduces  the  efl&ciency  of  the  motor,  whereas  the  vessel  on 
an  open  sea  may  select  the  shortest  course  between  ports  of 
clearance  and  entry.  The  efficiency  of  the  marine  engine  is 
also  about  seven  times  greater  than  that  of  the  locomotive 
at  ordinary  freight  speeds. 

Moreover,  the  capacity  of  a  vessel  is  much  greater  than 
that  of  a  car  or  even  a  train  of  cars,  while  its  cost  per  ton  of 
dead  load  is  generally  less,  and  its  life  is  longer.  Thus  a 
canal  boat  of  190  tons  would  carry  as  much  as  seven  of  our 
largest  freight  cars,  while  an  ocean  tramp  of  3,000  tons 
would  require  1 10  cars  with  their  engines. 

The  facilities  for  loading  are  frequently  greater  in  the 
case  of  ships  than  of  cars,  and  the  time  required  for  an  equal 
volume  less.  In  short,  from  whatever  point  a  comparison 
be  made,  the  advantage  would  seem  to  be  on  the  side  of  the 
water  borne  commerce.  The  best  criterion,  however,  will 
be  found  in  the  cost  of  movement ;  for  example,  in  1868  the 
lake  and  canal  system  from  Chicago  to  New  York  was  charg- 
ing 2279  cents,  as  against  42*6  by  rail  for  the  same  service. 
Ten  years  later  the  water  rate  had  fallen  to  9*15  cents  as 
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compared  with  177  cents  by  rail.  In  1885,  the  relative  rates 
were  5*87  and  14*0  cents,  while  in  1891  they  were  5*96  and 
15*0  respectively,  or  the  water  rate  was  only  two-fifths  of 
that  by  *' all  rail." 

In  fact,  notwithstanding  the  great  improvements  in  rail- 
way transportation,  and  the  apparent  neglect  of  canals,  the 
latter  have  been  able  to  maintain  their  supremacy  so  far  as 
the  cost  of  movement  is  concerned  ;  but  the  purchase  of  the 
canals  by  hostile  management  and  the  systematic  solicita- 
tion of  business  by  the  railroads  have  seriously  crippled  the 
canals  without  economizing  for  the  benefit  of  the  public. 

The  cost  of  carriage  by  ocean  or  lake  vessels  on  an  open 
waterway  is  so  low  as  to  be  hopelessly  beyond  railway  com- 
petition. These  rates  are  but  a  small  fraction  of  a  mill  per 
ton-mile,  or  about  one-twenty-fifth  of  the  lowest  rail  rates — 
and  explain  why  it  is  that  the  overland  tonnage  makes  a  bee 
line  for  the  nearest  deep  water  channel,  and  why  the  proper 
location  for  commercial  cities  is  at  that  point  farthest 
inland  which  can  be  reached  by  ocean  vessels.  It  also 
serves  to  show  the  intimate,  reciprocal  relations  existing 
between  these  two  great  systems  of  transportation : 

**  Useless  each  without  the  other,'* 

though  they  are  not  often  so  regarded. 

In  fact,  when  this  was  written,  the  Trans-Continental  Rail- 
way Association  was  in  session  considering  the  propriety  of 
a  reduction  on  rates  for  east-bound  freights  over  the  South- 
ern Pacific  Railroad,  because,  as  was  stated,  **  the  American 
clipper  ships  are  carrying  freight  from  San  Francisco  to 
New  York  around  Cape  Horn  for  $3.50  per  ton,  while  the 
railroad  charges  $20,  and  the  ships  are  getting  most  of  the 
freight."  At  least,  the  railroads  appeared  to  think  so !  Here 
is  a  difference  of  $16*50  a  ton,  which  it  is  desired  the  con- 
sumer should  pay  to  maintain  a  system  of  transportation 
which  is  much  more  expensive  to  operate  than  that  pro- 
vided by  nature  and  without  which  much  of  the  freight 
carried  at  the  low  rate  could  not  be  moved  at  all.  It  may 
be  readily  assumed  that  the  transcontinental  lines  do  not 
want  the  Nicaragua  Canal  completed,  as  it  would  reduce 
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the  distance  by  sea  between  San  Francisco  and  New  York 
from  15,600  to  4,900,  saving  about  10,000  miles,  and  to 
Liverpool  from  15,600  to  7,600,  saving  8,000  miles.  Yet 
this  canal  would  so  stimulate  the  commercial  and  indus- 
trial interests  of  the  United  States,  both  East  and  West, 
that  I  have  no  doubt  the  traffic  of  the  transcontinental 
lines  would  be  largely  augmented,  in  accordance  with  the 
observed  results  of  such  improvements  elsewhere.  A 
fact  which  is  worthy  of  note.  The  rate  per  ton-mile  by  the 
clipper  ship  around  the  Horn  is  almost  microscopic,  viz : 
$•00225,  or  about  one-fifth  of  a  mill,  yet  it  leaves  a  fair 
margin  for  profit,  and  the  proposition  of  the  Southern 
Pacific  to  lower  the  rate  shows  either  that  their  present 
charges  are  higher  than  they  should  be  or  that  it  is  pro- 
posed to  carry  at  or  below  cost  to  destroy,  if  possible,  a 
public  benefactor,  when  the  rates  will  become  higher  than 
before. 

This  is  illustrated  in  the  case  of  the  Schuylkill  Naviga- 
ti on,  which  delivered  coal  forty  years  ago  in  this. city  for 
prices  ranging  from  seventy  to  ninety  cents  per  ton  for 
freight.  To-day,  with  the  canal  under  railroad  control,  the 
rates  for  home  consumption  are  more  than  doubled,  and  the 
canal  still  enters  its  silent  protest,  and  is  disfigured  with 
the  decaying  evidence  of  its  former  greatness. 

If  there  were  a  profit  at  seventy  cents  in  former  days, 
when  operated  by  mules,  what  a  handsome  revenue  could 
not  its  lessees  secure  at  $1.80  if  operated  by  the  cheaper 
modern  appliances  ?  I  believe  this  canal  the  most  valuable 
piece  of  property  belonging  to  the  Philadelphia  and  Read- 
ing Railroad  Company,  if  it  were  only  operated  to  its  full 
capacity. 

But  to  return  to  the  Nicaragua  route  and  its  eflfects  on 
the  clipper  ships.  If  it  save  10,000  miles  each  way  at  '22  of 
a  mill  per  ton-mile  the  total  economy  would  be  64  per  cent, 
and  the  rate  would  be  only  $1.  30  per  ton,  while  as  compared 
with  the  present  rate  the  sailing  vessel  could  pay  $2.20 
per  ton  toll  and  still  more  than  double  its  revenue,  as  it 
could  make  more  than  twice  as  many  trips.  This  would  be 
equivalent  to  thirteen  mills  per  ton-mile  for  toll  through 
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the  canal.  Steamers  could  aflford  a  much  higher  rate  as 
their  running  expenses  are  so  much  greater. 

As  an  illustration  of  what  may  be  done  in  the  way  of 
reducing  the  cost  of  movement  on  a  canal  of  ordinary  dimen- 
sions,  reference  is  made  to  the  experience  on  the  Aire  and 
Calder  Canal,  of  Yorkshire,  England.  It  is  now  carrying 
steamboat  trains  of  barges  composed  of  ten  to  twelve  boats 
of  about  forty  tons  capacity  each.  The  boats  are  only  20 
feet  long,  16  wide  and  ^\  deep,  and  the  cost  of  transporting 
coal  on  the  thirty-five  miles  of  this  waterway  is  only  one-sixth 
of  a  mill  per  ton-mile,  the  boats  returning  empty.  Most  of 
the  English  canals  are  of  much  smaller  dimensions,  having 
only  4  to  4^  feet  draft.  Of  the  canals  in  Great  Britain, 
1,238  miles  are  owned  by  the  railways,  while  1,403  are  inde- 
pendent. 

The  relative  expenses  by  rail  and  canal  there,  are  as 
follows : 

Rail.  Canal. 

Per  Cent.  Per  Cent. 

Maintenance  of  way, •  .    .  13  o 

Maintenance  of  works 7  2'3 

Repairs  of  rolling  stock 19  6 

Traction 16  8 

Traffic  expenses, 30  6 

General  charges 15  15 

100  37*3 

Showing  an  economy  of  647  per  cent,  by  canaL  When 
the  railway  fever  was  at  its  height  in  England,  the  general 
public  neglected  the  canals  entirely,  but  the  railway  com- 
panies bought  up  all  they  could  obtain  and  "  strangled  the 
whole  of  the  inland  water  traffic."  Now,  however,  the 
public,  through  Parliament,  are  alive  to  the  advantages  of 
inland  water  communication,  and  will  not  permit  any  fur- 
ther extension  of  the  power  of  the  railway  monopoly  over 
the  waterways  of  the  country.* 

In  this  country  the  air  is  now  full  of  canals,  but  the  air 
is  not  the  place  for  them,  they  should  be  on  the  earth  and 
in  operation.     Too  much  time  has  been  lost  in  considering 


*  Consular  Reports,  1890.     Evan  R.  Jones,  Consul  to  Cardiff. 
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them,  while  our  neighbors  over  the  border,  knowing  their 
commercial  value,  have  already  spent  $54,000,000  in  build- 
ing and  enlarging  the  system  bordering  the  St.  Lawrence 
and  the  Great  Lakes,  and  in  about  another  year  the  United 
States'  railway  and  other  interests  will  awaken  to  find  the 
enormous  lake  traflSc  seeking  distant  markets  through 
foreign  channels,  instead  of  through  the  shallow  350  miles 
of  canal  and  1 50  miles  of  partially-improved  river,  which 
separate  Buffalo  from  New  York.  To  compete  with  this 
system  we  should  have  the  twenty-foot  waterway  from  the 
lakes  to  tide-water,  also  the  ship  canals  across  New  Jersey 
and  Delaware  to  open  up  our  Southern  connections ;  the 
Lake  Erie  and  Ohio  Ship  Canal  to  put  us  in  communication 
with  the  rich  and  populous  Ohio  River  basin,  and  the 
Illinois  and  Michigan  Ship  Canal  to  complete  the  Great 
Belt  waterway  to  the  Mississippi.  The  Florida  and  Cape 
Cod  Canals  are  also  important  parts  of  the  great  system, 
while  the  climax  is  reached  in  the  Nicaragua  Canal  for  the 
commerce  of  the  world.  The  economies  it  would  effect  are 
almost  inconceivable  and  do  not  appear  to  be  appreciated 
by  the  public. 

There  is  no  need  to  speculate  on  the  prospective  benefits 
of  works  of  this  class  when  history  is  replete  with  illustra- 
tions, and  yet  we  are  now  repeating  the  experience  of  the 
most  successful  projects  in  the  world.  Take  the  Suez  Canal 
for  example,  a  work  which  has  cost  about  $100,000,000,  and 
yet  pays  large  dividends.  Only  fifty-eight  per  cent,  of  this 
amount  was  expended  in  the  work  of  cons':ruction  proper. 
This  project  was  opposed  by  the  British  government  oflSci- 
ally. 

The  Prime  Minister  in  1857  stated  his  reasons  for  his 
opposition.  Robert  Stephenson,  the  great  English  railroad 
engineer,  reported  that  the  canal  was  impracticable  and  that 
he  was  against  it.  The  sentiment  of  many  other  English- 
men as  well  as  of  the  press  was  hostile.  The  Edinburgh 
Review  said  it  was  "  utterly  impracticable  "  and  urged  that 
"  the  available  population  or  resources  of  Egypt  could  not 
execute  such  a  work  in  100  years ;"  that  the  cost  of  main- 
tenance would  equal  the  original  outlay ;  that  vessels  would 
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Tiave  to  be  paid  to  induce  them  to  patronize  it,  if  built ;  that 
it  might  be  an  interesting  question  to  discuss  but  could 
hardly  ever  benefit  mankind. 

The  Quarterly  Review  followed  in  the  same  strain — believ- 
ing the  scheme  to  be  commercially  unsound,  etc.  The 
•eJBfect  of  this  agitation  was  that  while  England  did  not  con- 
tribute anything  to  the  building,  it  has  since  been  the 
largest  patron  and  the  greatest  beneficiary  from  its  construc- 
tion. 

An  English  author*  in  referring  to  this  condition  of 
ajBfairs,  recently  said : 

"  No  one  at  that  time  could  have  foreseen  that  in  less 
than  thirty  years  from  that  date  the  Suez  Canal  would  have 
become  an  accomplished  fact,  and  would  have  become  per- 
haps the  most  successful  industrial  enterprise  of  modem 
times  ;  that  it  would  have  revolutionized  our  shipping  and 
transit  trade ;  and  that  our  Indian  and  Australian  posses- 
sions would  have  participated  in  its  advantages  to  an  enor- 
mous degree.  Prescience  of  this  kind  is  given  to  but  few 
men." 

Until  then  no  suitable  machinery  for  such  work  was 
available,  most  of  the  work  had  been  done  previously  in 
rude  Arab  baskets.  The  total  excavation  exceeded  100,000,- 
000  cubic  yards,  yet  the  work  was  commenced  in  1859 
(April  25th),  and  opened  to  commerce  November  17,  1869, 
or  in  ten  and  a  half  years. 

The  company  was  incorporated  December,  1858,  with  a 
capital  of  $40,000,000,  divided  into  400,000  shares,  @  five  per 
cent,  interest  to  be  paid  during  construction. 

Of  this  capital  England  subsequently  bought  176,000 
shares,  @  113,  recently  quoted  at  $5  50,  and  on  which  twenty- 
three  per  cent,  dividends  have  been  paid. 

The  traffic  on  this  canal  has  exceeded  the  most  sanguine 
expectations,  and  the  receipts  for  1890  were  $13,485,000. 

In  1886,  electric  lights  enabled  the  canal  to  be  used  by 
night  as  well  as  by  day,  and  the  traffic  increased  rapidly  in 
consequence,  while  the  average  time  of  transit  has  been 
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reduced  from  thirty-three  hours  fifty-eight  minutes  ta 
twenty-two  hours  nine  minutes.  The  number  of  vessels 
passing  through  in  1890  was  3,389,  carrying  a  net  tonnage 
of  6,890,014  tons.  Hence  the  average  tonnage  was  2,033 
per  vessel,  the  average  charge  $3,976.  The  distances 
and  the  tolls  were  fixed  in  the  concessions  at  ten  francs 
($2)  per  "ton  capacity"  (an  expression  which  gave  rise 
to  subsequent  difficulties),  and  ten  francs  for  each  pas- 
senger. But  these  rates  are  prohibitory  for  the  lower  class 
freights,  and  hence  more  than  forty  per  cent,  of  the  Eastern 
trade  is  still  carried  around  the  Capes.  In  1885,  the  rates 
were  reduced  to  $1.85  per  ton. 

The  trunk  of  this  canal,  99-9  miles  long,  is  only  72  feet 
wide  at  bottom,  196  at  top,  and  26^  feet  deep,  but  the  traffic 
has  increased  to  such  an  extent  as  to  justify  its  enlarge- 
ment. 

This  single  instance  might  suffice  to  point  the  moral,  but 
general  deductions  cannot  be  drawn  from  special  cases,^ 
hence  I  beg  to  call  attention  to  a  still  more  remarkable 
instance  of  the  development  of  our  national  resources,  due 
to  increased  transportation  facilities,  as  illustrated  in  the 
Sault  Ste.  Marie  Canal,  at  the  outlet  to  Lake  Superior,, 
which  during  the  226  days  of  navigation  in  1890  carried 
8,454,435  tons,  at  a  cost  per  ton-mile  of  1*3  mills. 

Of  this  only  four  per  cent,  was  carried  in  Canadian  vessels,, 
yet  Canada  is  rapidly  pushing  a  rival  and  larger  canal  to 
completion  around  the  falls. 

The  "Soo"  Canal,  as  originally  built  in  1856,  cost  $999,- 
802.46.  It  was  enlarged  by  the  United  States  between  1870 
and  1883  so  that  the  lock  might  be  515  feet  long,  80  wide 
and  18  deep  at  a  cost  of  $2,171,000,  and  a  second  enlargement 
is  now  under  contract  which  is  estimated  to  cost  $4,738,865,. 
to  result  in  a  lock  800  feet  long,  100  wide  and  21  deep.  The 
canal  is  only  about  one  mile  long  and  was  transferred  to  the 
General  Government,  by  Michigan,  in  1881.  The  cost  of 
operation  and  maintenance  in  1890  was  only  $45,417.66. 

Thus  in  the  past  decade  the  traffic  of  Lake  Superior 
alone  has  outgrown  the  capacity  of  a  lock,  which,  when  it 
was  built,  was  supposed  to  be  adequate  to  meet  all  reouir^- 
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ments  for  many  years.  It  is  therefore  a  very  moderate 
estimate  which  places  the  traffic  through  the  Nicaragua 
Caual  at  9,000,000  tons.  Upon  this  basis,  and  the  reason- 
able average  charge  of  $2.50  for  the  169  miles,  the  revenue 
would  be  $22,500,000,  or  twenty-two  and  a  half  per  cent,  on 
the  capital,  while  the  canal  would  tap  the  commerce  of  the 
world. 

There  are  so  many  ship  canals  in  process  of  construction 
throughout  the  world  that  even  to  repeat  their  names  and 
dimensions  would  become  burdensome,  but  a  few  of  these 
are  deserving  of  mention  for  the  sake  of  the  argument  and 
lesson  which  they  impress.  Among  them  may  be  men- 
tioned the  North  Sea  and  Baltic  Canal  intended  to 
connect  the  waters  named  in  the  title,  whereby  237  knots 
will  be  saved,  thus  shortening  the  journey  of  sailing  vessels 
by  at  least  three  days,  and  of  steamers  by  about  twenty-two 
hours,  in  normal  weather.  The  tolls  for  this  saving  are 
fixed  at  the  low  rate  of  eighteen  cents  per  registered 
ton.  This  channel  will  be  61  miles  long,  85  feet  wide  at 
bottom,  196  at  top,  and  28  feet  deep.  There  will  be  onlj 
two  tidal  locks.  The  heaviest  cut  is  98^  feet  deep.  The 
contract  price  in  1889  was  twenty  cents  per  cubic  metre,  but 
the  machinery  was  not  being  worked  to  advantage  as  the 
ladder  dredges  then  used  were  idle,  while  the  cars  were  run 
oJ0f  to  the  dump.  In  this  case  the  length  of  the  canal  is 
about  twenty-seven  per  cent,  of  the  distance  saved. 

The  Amsterdam  Ship  Canal  is  another  illustration  of  a 
great  canal  constructed  to  reduce  the  distance  to  the  sea, 
for  although  the  North  Holland  Canal,  eighteen  and  a  half 
feet  deep,  furnished  an  outlet,  yet  the  competition  with 
Antwerp  and  Rotterdam  was  so  severe  that  it  became 
necessary  to  reduce  the  distance  and  increase  the  draft  to 
accommodate  the  larger  vessels  coming  into  use.  By  this 
new  line  the  distance  was  reduced  from  fifty-two  to  fifteen 
and  a  half  miles,  which  is  forty-two  per  cent,  of  the  distance 
saved.  The  difficulties  to  be  overcome  by  this  canal  were 
unusually  great,  but  they  have  been  surmounted,  at  a  cost 
of  $15,000,000,  or  about  $1,000,000  per  mile.  This  channel 
is  eighty-eight  and  a  half  feet  wide  at  bottom,  and  only 
twenty-three  feet  deep. 
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But  time  will  not  admit  of  an  extension  of  this  descrip- 
tion of  the  many  completed  and  successful  ship  canals  to 
be  found.  These  few  have  been  cited  as  a  basis  of  com- 
parison for  a  projected  work  which  I  shall  now  describe  and 
which  presents  exceptional  facilities  for  construction  and 
traffic.  It  is  believed  to  be  unrivalled  in  the  results  to  be 
attained  in  proportion  to  the  amount  required  to  secure 
them.  I  refer  to  the  short  link  known  as  the  Chesapeake 
and  Delaware  Canal,  which  unites  these  great  bays  with 
their  tributary  territory,  reaching  almost  to  the  Rocky 
Mountains. 

The  peninsula  separating  the  **  Mother  of  Waters  "  from 
the  Delaware  extends  southwardly  175  miles  from  the 
narrow  neck  of  land  which  the  canal  traverses,  while  the  dis- 
tance  across  is  but  thirteen  and  five-eighths  miles.  Prior  to 
the  railroad  era,  the  importance  of  piercing  this  barrier  and 
thus  saving  over  300  miles  in  the  journey  from  Philadelphia 
to  Baltimore  by  water  was  fully  realized,  and  although 
the  resources  of  the  country  were  very  limited,  the  popula- 
tion small  and  scattered,  the  facilities  for  construction  very 
meagre  and  the  work  to  be  done  great,  our  public-spirited 
ancestors  were  not  deterred  from  undertaking  it. 

The  canal  company  was  incorporated  by  the  Maryland 
Legislature  in  1799,  and  work  was  begun  in  1804,  but  little 
progress  was  made  until  after  the  completion  of  the  Erie 
Canal  in  1825,  when  Judge  Benjamin  Wright,  who  built  a 
large  part  of  this  work,  was  appointed  consulting  engineer, 
and  pushed  the  project  so  vigorously,  that  in  September, 
1829,  barges  were  allowed  to  pass  regularly  through,  and  on 
October  17th  it  was  officially  opened  with  imposing  cere- 
monies. 

The  magnitude  of  this  undertaking  at  so  early  a  date 
can  scarcely  be  appreciated  at  this  stage  of  applied  science. 
In  the  "  Deep  Cut,"  which  is  nearly  four  miles  in  length  and 
seventy-six  feet  deep  at  its  highest  point,  there  were  3,500,- 
000  cubic  yards  of  earth,  which  were  removed  and  deposited 
beyond  the  sides  of  the  cut,  making  the  present  height  in 
some  places  100  feet.  There  were  difficulties  from  landslides 
and  bottomless  marshes,  so  that   the   excavation  and  fill 
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exceeded  the  original  amount  by  over  ten  per  cent.,  yet  the 
entire  work  was  rapidly  completed  at  a  cost  of  $2,250,000^ 
or  $161,000  per  mile. 

The  general  dimensions  of  the  trunk  of  this  original 
canal  were  the  same  as  those  of  to-day,  viz :  66  feet  wide  at 
the  surface,  36  feet  at  the  bottom,  and  10  feet  deep,  while 
the  locks  were  100  feet  long  and  22  feet  wide,  but  in  1854^ 
or  a  quarter  century  later,  they  were  enlarged  to  220  feet  in 
length  by  24  feet  in  width,  which  dimensions  they  still 
retain,  although  much  too  small  for  the  vessels  of  to-day. 

There  are  two  levels  to  surmount ;  the  first  extending 
from  Delaware  City,  where  there  is  a  tidal  lock  of  six  feet 
lift,  to  St.  George's,  four  and  a  half  miles;  the  second 
reaches  from  St.  George's  lock,  with  its  ten  feet  lift,  to 
Chesapeake  City,  about  nine  miles.  Here  there  is  a  single 
lock  of  sixteen  feet  descent  into  Back  Creek,  a  tributary  of 
Elk  River,  which  in  turn  debouches  into  the  bay. 

The  route  .passes  through  a  rich  agricultural  country^ 
and  the  channel  is  far  from  being  a  contracted  ditch,  such 
as  the  name  canal  generally  suggests.  With  the  exception 
of  the  pass  through  the  defile  of  the  Deep  Cut,  it  is  a 
succession  of  pools  and  broad  streams,  varying  in  width 
from  a  few  hundred  feet  to  nearly  a  quarter  of  a  mile,  and 
for  a  large  part  of  the  distance  the  tow-path  does  not  conform 
to  the  sinuous  banks,  but  winds  gracefully  along  an  embank- 
ment placed  in  mid-stream.  These  features  are  mentioned 
because  they  are  peculiar  to  this  line,  and  form  exception- 
ally favorable  conditions  in  the  project  of  enlargement. 

For  sixty- three  years  this  waterway  has  continued  to 
perform  a  valuable  service,  but  in  the  race  for  supremacy, 
and  the  expansion  which  has  taken  place  in  the  capacity  of 
vessels,  it  has  gradually  fallen  to  the  rear,  until  now  it  may 
be  said  to  be  antiqua:ed  and  unable  to  fulfill  the  purpose  of 
its  builders. 

In  1 87 1  a  National  Commercial  Convention,  assembled  in 
Baltimore,  memorialized  Congress  to  make  an  examination 
for  a  ship  canal  across  the  peninsula,  and  in  consequence 
surveys  were  made  of  eight  different  routes,  with  estimates 
for  their  construction  ranging  from  over  $41,000,000  to  $7^- 
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605,471.  This  last  was  for  the  Chesapeake  and  Delaware 
route,  with  approaches  extending  all  the  way  from  Baltiniore 
to  the  sea,  and  providing  a  channel  twenty-seven  feet  deep, 
measured  from  mean  low  water,  having  100  feet  width  at 
the  bottom. 

In  making  his  report  on  this  project.  Col.  Wm.  P.  Craig- 
hill,  in  referring  to  the  present  canal,  said :  "  But  this  has 
neither  depth  nor  width  enough  for  the  accommodation  of 
steamers  or  sailing  vessels  designed  to  cross  the  Atlantic," 
and  in  speaking  of  its  strategic  value  he  observed :  *'  It  will 
be  doubted  by  no  one  that  a  deep-water  connection  between 
the  two  bays  would  be  of  vast  importance  in  the  con- 
tingency of  a  war  with  a  maritime  nation;"  also,  '*It  may  be 
assumed  that  if  a  war  with  one  of  the  great  naval  powers 
should  arise,  and  the  mere  appropriation  of  the  money 
could  provide  such  a  channel  of  communication  between 
the  bays,  the  amount  would  be  at  once  provided  without 
hesitation.  That  would,  however,  be  too  late."  For  security 
of  communication  and  defense  this  route  is  superior  to  any 
other.  Thus  its  importance  to  the  Government  from  a  mili- 
tary point  of  view  is  conceded,  while  its  value  to  the  com- 
merce of  the  seaboard  cities,  as  well  as  the  great  West,  is 
also  manifest  by  the  great  economy  which  would  result  to 
transportation  from  such  enlargement.  The  saving  each 
way  of  190  miles  for  foreign  commerce  and  330  miles  for 
the  coastwise,  by  a  canal  only  fourteen  miles  in  length,  be- 
comes a  necessity  on  the  part  of  the  Government  and  of  the 
owners  of  the  channel,  if  it  is  desired  to  render  our  naval 
armament  doubly  effective,  and  to  maintain  and  stimulate 
our  commercial  development. 

But  in  every  engineering  enterprise  it  is  important  **  to 
sit  down  first  and  count  the  cost,"  as  well  as  the  revenue. 

This  has  been  done  on  the  part  of  the  Government  and 
as  already  stated  it  was  estimated  at  over  $7,000,000,  but 
of  this  amount  $3,249,663.56  was  for  dredging  in  the 
approaches,  and  $4,355,807.80  was  for  the  canal,  100  feet 
wide,  and  its  locks,  bridges  and  other  works,  including  land 
damages.  These  dimensions  are,  however,  unnecessarily 
wide  for  the  present,  especially  in  view  of  the  short  length 
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of  the  deep  cut.  There  is  no  need  of  a  double  track 
through  these  four  miles  and  hence  a  smaller  section  would 
prove  just  as  effective  and  much  cheaper.  The  Suez  Canal 
is  but  seventy-two  feet  wide  at  bottom,  and  the  Amsterdam 
eighty-six,  while  the  Sault,  which  to-day  outranks  in  tonnage 
any  canal  in  the  world,  was  only  64  feet  wide  and  13  feet 
deep  up  to  the  date  of  its  enlargement,  which  was  com- 
pleted in  1882.  The  present  dimensions  are  108  feet  wide 
at  the  narrowest  part,  increasing  to  500  just  above  the  lock, 
and  16  feet  deep,  the  section  being  rectangular. 

In  1840,  only  fifty-two  years  ago,  when  the  Senator  from 
Michigan  proposed  to  have  the  Government  build  the  "  Soo  " 
Canal,  Henry  Clay  opposed  it  because,  as  he  said,  it  was 
**  A  work  beyond  the  remotest  settlement  in  the  United  States^  if 
not  in  the  moon'' 

On  August  26, 1852,  the  Governmentgranted  750,000  acres 
of  public  lands  to  the  State  of  Michigan  as  a  subsidy  for 
this  canal,  which  was  constructed  by  a  private  company  and 
turned  over  to  the  State  in  1856.  In  1869,  the  State  pro- 
vided for  the  future  transfer  of  this  property  to  the  Govern- 
ment, and  it  has  proven  to  be  one  of  the  best  investments 
the  country  has  ever  made. 

But  to  return  to  the  question  of  width.  As  intimated, 
by  a  reduction  of  width  to  a  limit  sufficient  to  pass  the 
largest  ocean-going  vessels  in  single  file,  the  cost  of  con- 
struction may  be  kept  within  $3,000,000  for  the  fourteen- 
mile  canal,  while  the  revenue  would  be  derived  from  the 
entire  foreign  commerce  of  Baltimore  going  to  Northern 
and  Eastern  ports,  which  is  ninety  per  cent,  of  the  total,  and 
a  large  local  and  coastwise  tonnage,  all  of  which  aggregate 
for  the  two  bays,  27,000,000  tons.  Of  this  amount  twenty 
per  cent,  would  no  doubt  traverse  the  canal.  This  at  the 
low  rate  of  fifteen  cents  per  ton  would  produce  a  revenue  of 
$810,000.  After  deducting  expenses  it  should  leave  not  less 
than  fifteen  per  cent,  for  dividends  and  interest  on  the 
capital. 

As  the  economic  value  of  a  waterway  is  dependent  upon 
the  ratio  of  its  length  (and  hence  its  cost)  to  the  distance 
saved,  it  will  be  seen  by  comparison  that  there  are  only  two 
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canals  in  the  world  which  surpass  this  one  in  this  particu- 
lar—they are  the  Suez  and  the  proposed  Nicaragua.  The 
Suez  canal,  100  miles  long,  saves  3,750  miles.  Its  length  is 
therefore  nearly  three  per  cent,  of  the  distance  saved.  The 
Nicaragua,  169  miles  long,  is  les3  than  two  per  cent,  of  the 
10,000  miles  which  it  would  save. 

The  Chesapeake  and  Delaware  is  but  four  per  cent,  of  its 
greatest  saving. 

The  North  Sea  and  Baltic,  sixty-one  miles  long,  is  twenty- 
seven  per  cent,  of  distance  saved. 

The  length  of  the  Florida  Ship  Canal  would  equal 
twenty-nine  per  cent,  of  the  distance  cut  off,  but  as  it  would 
be  169  miles  long  and  transit  through  it  would  be  slow,  the 
economy  in  time  would  be  only  twelve  hours  between  New 
York  and  New  Orleans. 

The  length  of  the  Amsterdam  Canal  is  forty-two  per 
cent,  of  the  former  route. 

In  short,  it  would  seem  that  there  are  but  few,  if  any, 
places  on  the  face  of  the  globe  where  so  small  an  expendi- 
ture of  capital  gives  promise  of  such  large  and  immediate 
returns,  where  there  is  so  large  a  commerce  in  sight  in  the 
adjacent  and  tributary  waters,  where  the  benefits  to  the 
overland  lines  of  transportation  will  be  so  great  and  where 
the  work  will  be  of  the  utmost  practical  utility  to  the 
Government  in  increasing  the  efficiency  of  its  naval  force  in 
time  of  war,  and  a  potent  factor  in  removing  cause  for  war 
with  any  foreign  power  in  times  of  peace. 

In  fact  its  construction  becomes  a  matter  of  necessity  if 
we  hope  to  keep  pace  with  and  aid  in  the  symmetrical  devel- 
opment of  the  commercial  interests  of  our  country  as  a 
whole. 

The  lecture  was  closed  with  a  number  of  views  taken 
along  the  line  of  the  Chesapeake  and  Delaware  Canal,  illus- 
trating the  capacity  of  the  waterway  for  enlargement  and 
the  most  improved  form  of  machinery  available  for  con- 
struction. 
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STUDIES  ON  THE  STRATIFICATION  of  the 

NORTHERN  ANTHRACITE   FIELD 

OF  PENNSYLVANIA. 


By  Henry  A.  Wasmuth,  M.  E. 


The  Susquehanna  River  at  one  time  crossed  the  nearly 
horizontal  anthracite  measures,  until  the  whole  strata  pre- 
cipitated, either  by  the  shrinkage  of  the  earth's  crust,  or  by 
volcanic  influences,  or  by  both,  resulting  in  the  origin  of 
the  present  long  and  narrow  synclinal  of  the  northern 
anthracite  field.  This  theory  is  proven  beyond  doubt  by 
the  washout  of  the  Baltimore  coal  seam  of  Forty  Fort  Col- 
liery,  demonstrated  in  Figs,  i  and  2  of  accompanying  plate. 

Simultaneously  with  the  precipitation  of  the  strata,  the 
basin,  curbed  by  conglomerate,  became  filled  with  water, 
sand,  pebbles  and  sulphuric  clay  by  the  river  until  leveled 
up,  the  water  found  an  outlet  towards  north  near  Nanticoke, 
most  probably  by  the  Harvey's  Creek  bed,  then  running 
towards  Shickshinny  Creek  and  finally  about  Mocanaqua 
across  the  anthracite  measures  towards  the  south. 

Since  that  time,  most  probably  at  the  beginning  of  the 
cretaceous  period,  erosion  went  on  steadily,  the  Susque- 
hanna River  eroded  deeper  and  deeper  the  curb  of  con- 
glomerate at  its  inlet  and  outlet,  deposited  and  re-deposited 
the  debris  thus  produced  or  carried  on,  until  the  present 
condition  of  the  Wyoming  Valley  was  brought  about. 

The  greater  part  of  the  carboniferous  formation,  with 
its  synclinals  and  anticlinals  of  England,  Belgium  and 
Westphalia  is  overlaid  by  enormous  layers  of  the  creta- 
ceous formation. 

The  lignite  deposits  of  the  cretaceous  period  of  Central 
Russia  (Ryasan  government)  and  of  Bohemia  have  a  roof 
of  sulphuric  clay  from  a  few  feet  to  400  feet  thick,  partially 
overlaid  by  quicksand  in  Russia  and  by  gravel  from  the 
mountain  streams  in  Bohemia.  The  sulphuric  clay  of  the 
buried  valley  near  Forty  Fort  Colliery  is  similar  to  the  clay 
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of  the  lignite  deposits  referred  to,  and  therefore  the  conclu- 
sion is  justified  that  the  clay  of  the  buried  Wyoming  Valley 
is  of  the  cretaceous  period,  and  that  the  disturbances  of  the 
horizontal  anthracite  measures  are  assignable  to  the  cre- 
taceous period. 

Assuming  that  at  Forty  Fort  Colliery  the  distance  from 
outcrop  to  outcrop  of  the  Buck  Mountain  coal  seam  is 
27,000  feet,  and  the  depth  of  its  synclinal  900  feet,  then  the 
breadth  of  the  horizontal  coal  seam  of  the  present  synclinal 
would  be  about  27,100  feet,  or  in  other  words,  at  the  time  of 
the  precipitation  of  the  strata,  its  horizontal  breadth  of 
27,100  feet  had  to  be  accommodated  within  a  horizontal 
distance  of  27,000  feet,  which  by  its  hard  and  solid  condition 
could  take  place  only  by  fractures  and  dislocations  of  the 
strata. 

This  theory  is  verified  by  the  fact,  that  a  breadth  of  the 
horizontal  strata  of  far  more  than  the  distance  from  outcrop 
to  outcrop  of  the  anthracite  measures  has  been  accommo- 
dated within  the  basin  by  numerous  longitudinal  faults  or 
overlaps,  all  over  the  northern  anthracite  field,  and  the 
whole  anthracite  region. 

An  investigation  of  the  workings  of  Forty  Fort  Colliery 
will  convince  one  that  the  strata,  near  the  foot  of  the 
underground  slope  on  thq  eleven-foot  seam,  is  dislocated  by 
a  longitudinal  fault  B,  Fig,  i. 

The  vertical  dislocation  of  the  eleven-foot  seam  is  about 
twelve  to  fifteen  feet  and  consequently  the  whole  series  of 
strata  is  dislocated  similarly.  The  fault  B  undoubtedly  also 
intersected  and  dislocated  the  ancient  river  bed  about  the 
slope  as  demonstrated  in  Figs,  i  and  2, 

Most  probably  the  fault  B  is  identical  with  the  longi- 
tudinal fault  developed  by  the  adit  of  Harry  E.  Colliery 
many  years  ago,  yet  to  be  investigated.  Two  more  longi- 
tudinal faults  have  been  developed  in  this  colliery ;  one  at 
the  head  of  the  inclined  plane  and  the  second  one  by  the 
underground  slope  and  workings.  If  fault  B  in  Forty  Fort 
-Colliery  is  identical  with  the  fault  in  the  adit  of  Harry 
E.  Colliery,  then  the  two  other  faults  referred  to  will  have 
been  developed  also  on  the  Baltimore  seam  in  Forty  Fort 
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Colliery  by  this  time.  Since  my  observations,  four  years 
ago,  I  have  no  knowledge  of  the  developments. 

Each  of  the  faults  in  Harry  E.  Colliery  referred  to  will 
show  similar  appearances  as  demonstrated  in  Figs,  i  and  -?, 
and  the  ancient  river  bed  shifted  southwards  and  higher  by 
each  of  them  in  accordance  with  the  vertical  dislocation 
of  the  strata. 

The  maps  of  the  Second  Geological  Survey  of  Pennsyl- 
vania exhibit  numerous  anticlinals  between  Pittston  and 
the  western  outcrop  of  the  basin,  but  none  of  them  is 
in  existence;  they  are  merely  longitudinal  faults,  and 
therefore  it  is  obvious  that  the  elevation  and  horizontal 
position  of  the  ancient  river  bottom  about  Nanticoke  must 
be  quite  different  from  the  elevation  and  position  in  Forty 
Fort  Colliery.  Of  course,  the  fall  of  the  ancient  river 
between  those  points  might  have  been  slight,  moderate, 
or  considerable,  and  the  relations  of  the  faults  to  the 
ancient  river  bed  will  prove  to  be  in  accordance  with  the 
vertical  dislocation  of  the  strata,  which  could  be  demon- 
strated only  by  a  longitudinal  section  of  the  ancient  river 
bottom.  Nevertheless,  each  of  the  longitudinal  faults, 
marked  as  anticlinals  on  the  maps  of  the  Second  Geological 
Survey  of  Pennsylvania,  will  require  especial  consideration 
in  order  to  avoid  costly  incidents  in  mining. 

Undoubtedly,  the  sand  and  gravel  of  the  ancient  river 
bed  at  its  inlet  and  outlet  are  still  in  connection  with  the 
Susqehanna  River  and  also  with  those  creeks  which  inter- 
sect the  curb  or  northern  outcrop  of  the  carboniferous 
formation,  hence  the  gravel  layer  must  be  filled  with  water 
constantly,  and  tapping  the  gravel  by  mine  workings  neces- 
sarily  must  cause  flooding  of  the  mine  to  a  greater  or  less 
extent. 

The  danger  of  the  ancient  river  bed  is  pretty  well  appre- 
ciated,  and  to  avoid  flooding  of  the  mines  and  great  loss 
of  property  considerable  pillars  of  coal  have  been  left 
unmined  and  are  wasted  forever. 

Assuming  that  on  the  eleven-foot  seam  the  coal  pillars 
of  at  leajst  1 50  yards  on  the  dip  and  of  the  Baltimore  seam 
on  each  bank  of  the  ancient  river  forty  yards  of  coal  are 
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left  unmined,  both  seams  yielding  twelve  feet  of  coal,  the 
loss  of  tonnage  per  mile  along  the  ancient  river  bed  would 
be  about  : 

Cubic  Yards. 

Eleven-foot  seam,  120  pillars,  150  X  6  X  2, =  216,000 

Baltimore  seam.  1,760  X  80  X  2, =  281,600 


497.600 
equal  to  about  400,000  tons  of  marketable  coal. 

These  coals  could  be  mined  very  advantageously,  for  no 
additional  investment  would  be  required. 

In  order  to  lessen  the  waste  to  the  Commonwealth  and 
at  the  same  time  to  lessen  the  danger  constantly  impend- 
ing  over  those  mines  operating  in  the  neighborhood  of  the 
ancient  river,  I  oflfer  the  following  suggestions : 

Perhaps  six,  eight  or  ten  pillars  of  the  eleven-foot  seam, 
below  the  ancient  river  bottom  in  Forty  Fort  Collier)%  or  in 
another  suitable  locality,  ought  to  be  robbed  properly  in  or- 
der to  secure  a  perfect  break  of  the  ancient  river  bottom. 
The  great  weight  of  the  overlying  clay  certainly  would 
produce  a  precipitation  of  the  strata  of  from  two  to  four  feet, 
the  gravel  of  the  ancient  river  bottom  would  become  mixed 
with  clay  and  its  connection  with  the  Susquehanna  River 
"shut  up"  almost  completely.     Fig.  j. 

The  next  robbing  of  pillars  and  breaking  down  of  the 
ancient  river  bottom  would  accomplish  a  complete  "  shut 
up  "  of  the  water  from  the  Susquehanna  River. 

A  break  of  the  ancient  river  bottom  about  the  town  of 
Luzerne  would  have  similar  eJBfects  against  the  water  from 
the  higher  ancient  river  bottom  and  from  the  mountain  creek 
eventually ;  the  water  of  moderate  quantity  of  the  gravel 
of  the  ancient  river  bottom  would  remain  stagnant  and  all  the 
coal  between  those  breaks  and  on  the  right  bank  of  the  Sus- 
quehanna River,  excepting  the  justified  loss  in  mining,  could 
be  mined  with  safety. 

The  four  to  six  feet  thick  lignite  bed  of  Russia,  men- 
tioned already,  is  overlaid  by  a  clay  roof  of  variable  thick- 
ness with  local  pockets  of  quicksand  of  from  thirty  to  eighty 
feet  thick,  but  not  a  gallon  of  water  from  the  quicksand  or 
from  atmospheric  precipitations  has  entered  the  mines  by 
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the  breaks  and  precipitations  of  the  surface  caused  by  rob- 
bing of  the  coal  bed. 

The  lignite  bed  of  Bohemia,  referred  to,  is  from  thirty  to 
fifty  feet  thick,  with  a  roof  of  clay  from  a  few  feet  to  400 
feet  thick,  which  mostly  is  overlaid  by  heavy  water 
carrying  gravel  from  the  mountain  streams.  Many  acres  of 
surface  have  precipitated  from  ten  to  fifteen  feet  by  the  in- 
complete robbing  of  the  big  coal  deposit,  but  during  eight 
years  I  never  learned  that  surface  water,  or  even  water  from 
the  mountain  streams  had  entered  the  mines  by  those 
breaks  or  funnels  of  the  surface. 

The  outlay  to  carry  out  the  above  suggestions  would  be 
redeemed  many  times,  and  there  is  no  doubt  at  all  that  co- 
operation of  the.  land  owners  and  coal  operators  would  be 
rewarded  by  a  great  success  of  the  mining  industry. 

Philadelphia,  September,  1892. 


HOW  THE  EARTH  is  MEASURED.* 


By  Prof.  J.  Howard  Gore. 


\A  lecture  delivered  before  the  Franklin  Institute,  November  jo,  iSqi.'] 

The  lecturer  was  introduced  by  Professor  Frazer,  and 
spoke  as  follows : 

From  the  time  the  infant  brain  throbs  with  sentient 
energy  while  reaching  with  its  questioning  eye  or  grasping 
hand  after  the  unknown  until  the  feeble  mind  no  longer 
directs  the  dimmed  vision  or  commands  the  palsied  arm 
there  is  a  longping  to  know  the  nature  of  all  that  sur- 
rounds us. 

The  air  we  breathe,  the  water  that  slakes  our  thirst,  the 
sky  that  hems  us  in  have  been  the  subjects  of  many  anxious 
thoughts :  the  stars  that  stud  the  heavens,  the  moon  with 
its  changing  phases  and  the  sun  in  his  daily  course  have 

♦  Certain  portions  of  this  paper  are  taken  from  the  author's  work  on 
Geodesy  published  by  Houghton,  Mifflin  &  Co. 
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taken  their  places  before  the  symbol  of  interrogation.  And 
in  the  enlarging  catalogue  of  queries  there  is  ever  present : 
What  is  the  earth  ?     What  is  its  size  ?    What  is  its  shape? 

The  speculative  Greek,  with  his  all-sufficient  Pantheon, 
placed  it  on  Atlas'  shoulder  and  was  content  or  rolled  it 
amongst  crystalline  balls  to  the  music  of  the  spheres.  The 
contemplative  Hindoo  found  it  a  fit  subject  for  theories, 
and  so  have  every  peoples  until  Copernicus  fossilized  theory 
into  fact  by  making  the  earth  globular  revolving  in  an 
orbit,  and  Newton  holding  it  in  place  by  the  principle  of 
universal  gravitation. 

To  a  person  on  a  great  eminence  the  earth  appears  as  a 
vast  plain,  with  the  horizon  supporting  the  sky  as  a  dome- 
shaped  roof.  This  appearance  has  been  noticed  by  peoples 
at  all  times,  and  has  called  into  existence  flat-earth  theories 
without  number.  A  spirit  of  patriotism  has  prompted  all 
to  make  one's  own  country  occupy  the  most  prominent 
geographical  position  and  assume  the  maximum  import- 
ance. Complimentary  and  laudatory  myths  have  been 
invented  by  each  tribe  to  account  for  the  formation  of  its 
own  country,  while  averring  that  all  other  tribes  occupy 
insignificant  areas  formed  of  the  useless  fragments  their 
builders  graciously  donated.  Nor  has  this  spirit  been 
restricted  to  unlettered  tribes ;  it  showed  itself  long  after 
the  art  of  map-making  was  known,  rendering  it  possible  to 
determine  from  what  country  a  map  emanated  by  the  rela- 
tive sizes  of  the  countries  thereon.  Likewise,  as  one  looks 
out  from  a  suitable  position,  one  sees  the  horizon  like  a 
circle  whose  centre  is  the  observer,  and  the  sky  above 
apparently  a  globe  with  the  same  centre.  Thus  it  is  that 
the  Hindoos  at  the  equator  and  the  Scandinavians  near  the 
pole  apply  each  a  name  to  their  own  country  which  signifies 
the  "  central  habitation." 

The  "  hub  "  theory  is  not  restricted  to  one  country  alone. 
The  Greeks  made  Olympus  the  centre,  the  Egyptians  Thebes, 
the  Assyrians  Babylon,  the  Hebrews  Jerusalem ;  while  the 
Chinese  have  regarded  their  land  as  the  central  empire 
since  the  time  they  sent  astronomers  to  the  four  points  of 
the  compass  to  locate  the  equinoxes  and  the  solstitial  points. 
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One  of  the  most  primitive  ideas  regarding  the  earth 
represented  it  as  an  immense  plain,  or  flat  island,  surrounded 
on  all  sides  by  an  interminable  ocean.  This  ocean  in  the 
minds  of  the  Greeks  was  only  a  river,  called  Okeanos,  and 
into  this  the  sun  made  each  night  a  plunge,  to  arise  in  the 
morning  on  the  opposite  side  of  the  earth.  At  the  extremi- 
ties and  borders  were  placed  the  "  fortunate  isles,"  or 
imagfinary  regions  inhabited  by  giants,  pigmies,  and  such 
mythical  creatures  as  a  vivid  imagination  could  call  into 
being.  But  when  men  began  to  have  experience  of  the  sea 
by  navigation,  the  horizon  always  observed  as  circular  led 
to  the  notion  that  the  ocean  was  bounded,  and  the  whole 
earth  came  to  be  represented  as  a  circle,  beneath  which 
were  roots  reaching  downward  without  end. 

The  cooling  of  the  sun  from  his  daily  bath  demanded 
some  change  in  the  material  into  which  he  plunged.  And 
as  he  could  not  go  down  on  one  side  and  come  up  on  the 
other  without  making  the  subterranean  journey,  some  pro- 
vision had  to  be  made  for  his  passage.  It  was  easy  to 
imagine  a  tunnel  through  which  he  could  pass,  but  as  soon 
as  the  progressive  and  retrograde  movements  in  his  places 
of  setting  and  rising  were  recognized,  it  was  necessary  that 
the  support  of  the  earth  be  honeycombed  with  passages* 
The  Buddhist  priests  declared  that  the  sun  passed  between 
the  pillars  which  supported  the  earth.  And  no  sooner  did 
they  find  this  theory  acceptable  than  they  applied  it  to  their 
ends.  For,  said  they,  these  columns  are  sustained  by  virtue 
of  the  sacrifices  which  were  made  to  the  gods,  and  any 
indifference  on  the  part  of  the  worshippers  might  cause  a 
collapse  of  the  earth. 

The  ancient  Greenlanders  affirmed  that  the  earth  is 
upheld  by  pillars  which  are  so  consumed  by  time  that  they 
crack,  thus  quaking  the  earth  ;  and  were  it  not  for  the  incan- 
tations of  the  magicians,  the  earth  would  long  since  have 
broken  down.     Thus  we  see  a  myth  reaching 

"  From  Greenland's  icy  mountains 
To  India's  coral  strand." 

The  Hindoos  held  the  earth  to  be  hemispherical,  and  to- 
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be  like  a  boat  turned  upside  down  upon  the  heads  of  four 
elephants,  which  stood  On  the  back  of  an  immense  tortoise. 
This  support,  like  a  superficial  answer,  was  sufficient  until 
some  curious  questioner  insisted  upon  knowing  upon  what 
the  tortoise  rested.  The  answer,  upon  the  universal  ocean, 
was  soon  proffered  and  gladly  accepted,  until  the  applica- 
tion of  the  further  test,  on  what  does  the  ocean  stand  ?  The 
ultimatum  was  then  reached ;  the  theory  so  boldly  advanced 
and  so  ingeniously  sustained  needed  a  foundation  principle  ; 
this  it  received  in  a  shape  that  stilled  further  doubts  and 
strengthened  the  whole  superstructure :  What  supports  the 
ocean  ?  Why,  it  goes  all  the  way  to  the  bottom.  This 
form  of  reply  did  not  disappear  with  those  who  first  made 
it,  nor  has  it  found  a  place  in  earth  theories  alone.  Almost 
every  science  has  advanced  its  line  of  interrogation  points 
until  a  final  all-sufficient  answer  is  given,  or  an  accepted 
axiom  quoted. 

Anaximander,  a  philosopher  of  the  sixth  century  before 
Christ,  represented  the  earth  as  a  cylinder,  the  upper  face 
only  being  inhabited.  By  some  process  now  not  known  he 
computed  its  proportions,  and  gave  as  the  result  that  its 
height  was  one-third  of  its  diameter,  and  that  it  floated 
freely  in  the  centre  of  the  celestial  vault.  The  doctrine  of 
"  sufficient  reason "  prevailed  then,  or  was  invented  to  fit 
this  particular  case,  because  when  asked  why  this  cylinder 
did  not  tip  over,  he  replied  that  in  the  absence  of  a  reason 
why  it  should  tip  in  any  one  direction  rather  than  in 
another,  it  did  not  tip  at  all,  hence  remaining  in  this  state 
of  helpless  indecision.  A  fellow-philosopher,  recognizing 
the  importance  of  air  in  the  economy  of  nature,  supported 
the  cylindrical  earth  of  Anaximander  on  compressed  air, 
which,  owing  to  the  vague  and  apparently  imponderable 
character  of  air,  did  not  suggest  the  need  of  a  resting  place 
for  this  air  cushion. 

Aristotle  relied  more  upon  fancy  than  upon  fact,  and 
deduced  conclusions  from  logfic  and  the  nature  of  things 
rather  than  from  observation.  He  reasoned  from  what  he 
deemed  natural  to  what  must  be  or  is.  In  answer  to  the 
question.  Is  the  earth  at  rest?  he  replied,  "The  earth  is 
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in  repose,  because  we  see  it  to  be  so,  and  because  it  is 
necessary  that  it  should  be,  since  repose  is  natural  to  the 
earth/'  He  also  affirmed  that  a  circle  is  a  perfect  line, 
being  uninterrupted  and  without  ends;  and,  therefore,  the 
stars,  created  by  God  to  endure  forever,  must  have  an 
eternal  motion,  and  being  perfect  creations  they  must  move 
in  the  perfect  line — the  circle.  The  heavens,  also,  possess- 
ing this  divine  attribute  of  perpetuity,  must  move  in  a 
circle.  Then,  as  a  grand  climax,  he  asserted  that  since  in 
every  revolving  circle  there  is  a  point  of  absolute  repose, 
the  centre,  the  earth,  being  at  rest,  must  occupy  this  central 
point. 

Strabo,  the  geographer,  who  made  the  first  century  of 
the  present  era  illustrious  by  his  maps,  declared  the  earth 
to  be  spherical,  for  in  all  his  investigations  and  study 
regarding  the  travels  of  sailors  and  explorers  he  found  no 
mention  of  the  end  of  the  earth.  To  him  it  appeared  cen- 
tral and  motionless,  and  in  his  consistent  ignorance  he 
unyieldingly  affirmed  that  the  entire  habitable  globe  was 
represented  on  his  maps,  and  was  in  shape  like  a  cloak 
8,000  miles  long  and  3,600  miles  in  width,  the  greater 
dimension  being  from  east  to  west ;  hence  our  term  longi- 
tude for  degrees  counted  in  that  direction. 

Bede,  known  as  the  Venerable,  who  lived  in  the  eighth 
century,  regarded  the  earth  as  formed  upon  the  model  of 
an  Q%;g.  Being  an  element,  it  is  placed  in  the  middle  of  the 
universe  as  the  yolk  is  in  the  middle  of  the  ^z%\  around  it 
is  the  water,  like  the  white  surrounding  the  yolk ;  outside 
that  is  the  air,  like  the  membrane  of  the  ^zz\  and  around 
all  is  the  fire,  which  closes  it  in  as  does  the  shell.  The 
earth,  being  thus  in  the  centre,  receives  every  weight  upon 
itself;  and  though  by  its  nature  it  is  cold  and  dry  in  its 
different  parts,  it  acquires,  accidentally,  different  qualities; 
for  the  portion  which  is  exposed  to  the  torrid  action  of  the 
air  is  burned  by  the  sun,  and  is  uninhabitable;  its  two 
extremities  are  too  cold  to  be  occupied,  but  the  portion  that 
lies  in  the  temperate  region  is  habitable.  The  ocean,  which 
surrounds  it  by  its  waves  as  far  as  the  horizon,  divides  it 
into  two  parts,  the  upper  of  which  is  inhabited  by  us,  while 
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the  lower  is  inhabited  by  our  antipodes ;  although  not  one 
of  them  can  come  to  us,  nor  one  of  us  go  to  them. 

As  in  other  theories,  a  support  was  needed.  To  meet 
this  requirement  Edrisi,  an  Arabian  geographer,  broached 
the  idea  that  the  egg-like  earth  floats  in  the  great  ocean  as 
in  a  basin. 

Although  we  are  told  that  Pythagoras  and  Thales 
taught  that  the  earth  was  spherical,  we  see  that  their  teach- 
ing was  without  avail  on  this  point  for  nine  centuries,  while 
the  shape  of  the  earth  was  the  play  of  many  foolish  fancies. 
Bede  again  rounded  it  off  and  gave  to  it  the  ^%;g  shape 
which  it  retained  in  the  minds  of  men  for  1,000  years. 
Many  of  these  theories  were  so  erroneous  that  they  were 
in  nowise  links  in  a  great  chain  which  could  bind  all  peo- 
ples into  unanimity  of  belief.  But  while  many  were  beat- 
ing time  without  marching,  others  were  making  progress 
along  hopeful  lines. 

Now  that  the  development  of  ideas  had  carried  men  far 
enough  to  accept  a  spherical  globe,  it  was  only  natural  that 
speculations  were  rife  as  to  its  size,  and  it  was  equally 
natural  that  some  one  should  come  forward  with  a  method 
for  determining  this  magnitude ;  and  while  this  method 
might  in  itself  be  inaccurate  or  unsatisfactory,  yet  it  would 
serve  as  a  quickening  force  in  the  elaboration  of  better  and 
still  better  plans. 

Before  attempting  to  measure  the  entire  earth  it  was 
necessary  that  considerable  success  should  have  been  met 
with  in  measuring  limited  portions  of  its  surface.  Just 
when  this  art  was  first  practised  is  hard  to  ascertain  ;  prob- 
ably when  Joshua  was  sent  to  spy  out  the  land,  he  had  in 
view  quantity  as  well  as  quality. 

We  are  told  by  Herodotus  that  the  credit  of  discovering 
geometry  belongs  to  the  Egyptians,  who  found  need  of  its 
principles  in  the  restoration  of  those  boundaries  of  fields 
which  were  obliterated  by  the  overflow  of  the  Nile.  He 
also  gives  us  the  method  of  procedure  when  the  river  god 
consumed  portions  of  a  man's  landed  possessions.  "  If  the 
river  carried  away  any  portion  of  a  man's  lot,  he  appeared 
before  the  king  and  related  what  had  happened,  upon  which 
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the  king  sent  persons  to  examine  and  determine  by  meas- 
urement the  exact  extent  of  the  loss;  and  thenceforth  only 
such  rent  was  demanded  of  him  as  was  proportionate  to  the 
reduced  size  of  his  land.  From  this  practice,  I  think, 
geometry  first  became  known  in  Egypt,  whence  it  passed 
into  Greece." 

With  the  acceptance  of  the  belief  that  the  earth  was 
spherical  came  the  notion  that  by  finding  the  length  of  /° 
on  the  earth's  surface  a  simple  multiplication  by  360 
would  give  the  entire  circumference,  and  this  circum- 
ference being  the  same  for  the  same  sphere  the  measure- 
ment of  1°  would  suffice  for  the  determination  of  the  size  of 
the  earth. 

Following  out  this  idea,  Eratosthenes  communicated  in 
276  B.C.  a  value  for  the  earth's  circumference,  followed  in 
135  B.C.  by  Posidonius,  as  results  of  approximate  measures 
and  erroneous  observations. 

Just  here  we  must  take  a  long  step  chronologically  but 
not  geographically.  The  exact  sciences  ceased  to  be  culti- 
vated in  Greece  and  Egypt.  They  slumbered  for  centuries 
and  awakened  in  Arabia.  When  the  Arabians  adopted  the 
Mohammedan  religion  they  became  ambitious  for  mastery 
not  alone  in  the  field  of  battle,  but  in  the  arts  and  sciences. 
They  embraced,  extended  and  utilized  the  knowledge  they 
found  during  their  occupation  of  Egypt.  They  preserved 
trigonometry  from  oblivion  and  handed  it  down  to  us  in  its 
present  shape,  while  to  them  we  are  indebted  for  the  begin- 
ning and  early  development  of  practical  astronomy.  The 
Arabians  reached  their  zenith  under  Caliph  Almamon.  He 
was  not  only  a  scholar,  but  a  patron  of  the  sciences,  and 
assembled  about  him  the  most  learned  men  of  that  period, 
among  whom  were  Acaresimi,  Alfraganus  and  Albategni. 

This  wise  caliph  was  the  next  to  make  a  contribution  to 
the  world's  knowledge  of  the  size  of  the  earth.  In  819  he 
imposed  upon  his  astronomers  the  task  of  measuring  a 
meridional  arc  on  the  plain  of  Singar  by  the  Arabian  Sea. 
They  divided  themselves  into  two  parties,  and  starting 
from  a  given  point,  one  party  went  north,  measuring  with 
wooden  rods  as  they  went,  the  other  due  south,  likewise 
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measuring  as  they  went.  Each  party  continued,  the  former 
until  they  reached  a  point  where  the  altitude  of  the  pole 
was  just  7°  higher  than  it  was  at  the  starting  point,  while 
the  other  did  not  stop  until  they  found  a  place  where  the 
altitude  had  decreased  by  /°.  Thus  we  see  both  groups  had 
gone  just  a  degree.  The  northward  party  had  measured 
fifty-six  miles,  the  southward,  fifty-six  and  two-thirds  miles. 

It  is  said  that  they  repeated  their  measurements  and 
obtained  identically  the  same  results.  However,  others 
afl&rm  that,  appreciating  the  impracticability  of  the  success- 
ful discharge  of  their  duties,  they  adopted  the  value  given 
by  Ptolemy,  which  is  perhaps  about  the  mean  of  the  two 
just  given. 

The  method  here  described  possessed  geodetic  features 
far  in  advance  of  those  employed  by  the  Greek  mathema- 
ticians, but  we  have  no  information  regarding  the  way  in 
which  the  altitude  of  the  pole  was  determined.  From  a 
lack  of  exact  data  as  to  the  length  of  their  unit,  we  are 
unable  to  form  any  opinion  as  to  the  accuracy  of  their 
result. 

For  700  years  speculation  slumbered,  and  investigation 
was  ignored.  A  cloud  of  ignorance  hung  over  the  world 
like  a  pall,  and  the  attainments  of  the  earlier  inhabitants 
did  not  even  remain  as  a  shadowy  dream.  The  discovery  of 
mathematical  writings  left  in  Spanish  cloisters  by  their 
Moorish  invaders  awakened  some  interest  in  the  study  of 
the  exact  sciences,  and  from  the  oblivion  of  the  dark  ages 
arose.  Phoenix-like,  the  genius  of  that  grander  culture  then 
begun,  now  unfinished. 

In  the  opinions  of  men  the  earth  was  a  plane,  and 
again  there  was  that  painful,  tedious  uplifting  of  the 
benighted  people  to  the  realms  of  truth.  Fortunately,  the 
demonstrations  were  not  left  to  the  theorist  alone;  the 
science  of  navigation  had  by  this  time  enabled  men  to  ven- 
ture beyond  their  littoral  thoroughfares,  and  Magellan,  cir- 
cumnavigating  the  world  in  his  three-years'  voyage,  placed 
beyond  the  confines  of  hypothesis  the  globular  form  of  the 
earth. 

In  the  igfnorance  of  methods  of  determining  diflferences 
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of  longitude,  it  was  impossible  to  ascertain  the  amplitude 
of  an  arc  extending  east  and  west.  The  determination  of 
latitudes  was  an  early  art,  but  the  measuring  of  an  arc  of 
meridian  whose  amplitude  was,  centuries  ago,  approximately 
ascertainable  was  limited  to  direct  measurement. 

Inasmuch  as  the  task  of  finding  a  suitable  stretch  of 
country  fulfilling  the  required  conditions  was  difl&cult,  the 
number  of  direct  determinations  were  few,  being  restricted 
to  Femel,  1525,  and  Norwood,  1633. 

\^To  be  continued,'] 


MAXIMUM     STRESSES     from     MOVING     SINGLE 

LOADS  IN  THE  MEMBERS  of  THREE-HINGED 

ARCHES. 


By  Emrick  a.  Werner. 


\_Continued  from  p,  J//.] 

EXAMPLES. 

Before  beginning  with  the  calculation  of  the  stresses^ 
it  must  be  shown  how  are  caculated  the  reactions  and 
moments  of  the  external  forces  and  how  the  loadings  can 
be  reduced  to  concentrated  panel  loads. 

Moment  Table. — 

Calculation  of  Moment  Table. — 

R^   =a  IV+  b{lV+  IV')  +  c{lV+  W'+  W)  + 

Rf^  =  a  W  +  {a  +  b)  W  +  {a  +  b  +  c)  W'  -j-  .  .  . 

a,  by  c  .  .  .  distances  between  the  loads  W\  W,  W"' .  .  . 

Check.     R^  +  i?'^,  =  J^(m  +  mo  =  total  load  on  {m  +  ;«') 
multiplied  by  that  distance. 

k ' — '''■',■■► ^ i 

> ^^-       ^  :..rr.v..;  J 

N B-ii ;  : 


Fig.  2. 


Digitized  by 


Google 


Jour.  Frank,  Inst,  Vol.  CXX 


/-s 

Vo"      4'3"4'3''J4'3"l4'3"l     7^' 
•    •     •     •     • 

n               m        m        m      m       u 

<*                      M            N            C«         N            0 

^ 

8-0 

I 

1 

13*8 

5 



i6- 

5 

ao 

75 

as 

° 

3 

a*5 

37 

o 

4 

«-5 

1 

47 

•o 

54* 

o 

69' 

6 

■" 

j 

i 

i 

8 

1 

i 

1 

* 

^ 

jp 

g. 

M 

I 

1 

0? 

§ 

1; 

? 

« 

1! 

Digitized  by 


Google 


Digitized  by 


Google 


Nov.,  1892.]  Maximum  Stresses,  etc. 

Application  for  Different  Positions  of  the  Loads.- 


1^7 


R« 


S  X  140  +  i?M  =  700  +  1.437  =  2,137 


R^„  =  Ji/=i2  X  220  +Ii„  =  7,260  +  5,097  =     12,357 
R\^  =  Ji'i=  20X220  +  R'„  =  4,400  +  5,243  =      9,643 


R  I  +  R'  1=  W I  —  220  X  100  =  22,000 

The  same  check  can  be  applied  to  /?„,  in  making  /  =  50. 


\^:t^-^ 


x^ 


:dj}     4^9J      ^     ^^2}^^     44J4 


'    ■    ■   I 
-fi:?^ i« 


I  ^  ;     .      .     . 


*.  /4  i      >J* 


^^-   ^»^"" 


^M  =  4-5Xi55  + 


Fig.  3. 
^47  —  C-^ieis  +  65  X  (47  —  l6-5)i  =  3,247 


Note. — 15s  =  load  on  the  span  before  x  including  load  on  jr  6$  X  (47  — 
—  16-5)  s  W-,     m  counted  from  ^47. 

~| 
^«-6  =  8  X  375  +  Rm  —  iRwi  +  65  X  (loi  —  i6-5)]|  =  19,017 


R^  =  Rl=:  15-5X375  + 


'J 


^101  —   [^16-6   +    (lOI  — 

-  i6-S)  X  65] 


=  21,829 


R'  100  =  /?7  =  R'm  ~  ^'i2-26  —  16-5  X  (440  —  65)    =  15,671 


Check  R/  +  Kl  =  Wl  =  375  X  100  =  37,500 

The  same  check  can  be  applied  to  R^  and  -^92.5  in  making 
/  =  35  resp.  92-5. 

^  \ 7f'-  J' 

I  H *^^-  *  -  -  ^^^ J 

I  L  _-«:£'«.  -* ^la:* *•* 

k ' — V  '  ^  t     '   '    '  {  'M — '■'■>, 


V  - 

J'-S. 

w 

*■«-- 

«*-  _ 

--■d 

r — ^ 

1 

'  '  '  i 

f- 

iL 

li-^ 

1      * 

•r«.r- 
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^'45  =  R'l^  —  R'^^  —  25  X  (360  —  I  IS)  =    7,303 
Note, — R^vi-n  never  includes  the  load  on  x, 

^'70-6  =  R'n  —  ^'47  —  50-5  X  (360  —  220)  =    2,552 

R\^  =  RH  =  20  X  360  +  i?'ro  =  22,065 

^100  =  ^7=-:  I  X  360  +  R79  =  13,935 


Check  R/  +  R^l  =  »7  =  360  X  100  =  36,000 

The  same  check  can  be  applied  to  R^^^  and  iJVs  ^^  making 
/  =  45  resp.  70-5. 

CALCULATION    OF    REACTIONS    AND    MOMENTS. 

Vertical  reactions  R 

R  =  Rl  -r-  I 
Horizontal  reaction 


=  R^l.l—     W, 


2 

Moments. — 


•.(i_,.)=^_., 


/  =  rise  of  arch  =  height  of  top  hinge  above  abutment 
hinges. 

Concentrated  Panel  Loads. — 

^  Ax'  Ax 

A  X,  A  x'  =  length  of  panels. 
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Maximum  Stresses,  etc. 


369 


LOADS   AT   REST. 
I. 

Upright  Arch  with  Circular  Line  of  Thrust. 

\ 


Fig.  5. 

One  hundred  and  fifty  feet  span,  10  panels  15  feet  each, 
50  feet  rise  of  arch. 

The  thrust  is  taken  up  fully  by  the  upper  chord  which 
has  thus  the  form  of  the  circular  line  of  thrust. 

The  arch  shall  have  only  diagonals  in  tension. 

The  dead  load  is  taken  as  load  at  rest. 

It  is  assumed  to  26,000  pounds  per  panel  point. 

Of  the  dead  load  92,000  pounds  are  acting  on  the  roadway, 
8,000  pounds  on  the  top  chord,  and  6,000  pounds  on  the 
bottom  chord.  The  roadway  is  twenty-five  feet  above  the 
abutment  hinges. 

//  =  depth  of  truss. 
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Fig.  6. 
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^/  =  je'/=  17,550 
^,5  =  0 
''?so=390 

^«=    3  X  390=  J. 170 
■'?eo=    6  X  390  =  2,340 
-^76  =  10  X  390  =  3,900 
I//  =  r{-  /?:,  =4,875  H-  50  =  /^=  97-5 

^/•^  =  ^^15=  2,295-15 

ffj'!ii>  =  3,549 

^J'«  =  43i5"35 

H  y^  =  4738-5 
Horizontal  Chord  Stresses. — 
Bottom  Chord  : 


^■  =  (f). 


//■  being  taken  up  fully  by  the  top  chord. 
M 


C"„=  — ^(''755  — 0  —  2,295)=  — 39,900 

Cjo  =  —  26,200 
C«  =  —  15,300 
C^  —  —   6,800 
7tf/  Chord: 

( -— -  j    being  negative  produces  tension  in  the  top  chord, 

hence : 

Q  =  —  97,500  +  39,900  =  —  57,600 

Q  =  —  71,300 
Q  =  —  82,000 

Q.  =  —  90,700 
Q  =  —  97,500 
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Horizontal  Stress  in  the  Diagonals, — 

^.= c- c_  =(-)_- (4 )_ 

From  Bottom  Chord: 

A  =  —  26,200  +  39»900  =  +  13,700 

i?3  =  +  10,700 

D,=  +    8,700 
Check  from  Top  Chord: 

A  =  71,300  —  S7,6oo  =  +  13,700 

and  in  the  same  way  D^  and  D^, 

D  being  positive  the  diagonals  run  from  the  left  to  the 
right.  From  this  direction  of  the  diagonals  follows  the 
direction  of  the  chord  stresses,  as  shown  in  Fig,  5. 

Vertical  Stresses  in  the  posts. 

From  Top  Chord: 
Pxf,  =  C^  tan  fx^  —  CjQ  tan  /jl^^  —  D^  tan  a^  =  26,000  pounds. 
/30  =  C^  tan  fJL^  —  C^  tan  fi^  —  D^  tan  a^  =  13,500  pounds. 
P^  =  C45  tan  fjL^  —  CjQ  tan  ji^  —  D^  tan  a^  =  14,200  pounds. 
^90  =  Ceo  (^^»  fh  —  ^^»  f^i)  =  17,800 

From  Bottom  Chord  (check)  : 

P,5  =  (Ci5  —  C15)  tan  fit  —  /  =  ^  —  26,000  pounds  =  26,000 
pounds. 

P^  =  (CjQ  —  C15)  tan  /Jtf  -\   D2  ^^«  «a  —  /  =  12,400  —  26,000  = 
=  13,600 

P^  =  (C45  —  C^q)  tan  fif  +  Z>8  tan  a,  —  /  =  1 1,700  —  26,000  = 
=  14,300 

P^  =  {C^  —  CJ  tan  fit  +  D^tana^  —  p  =  8,300  —  26,000  = 
=  17,700 

As  the  direction  of  the  stresses  in  the  chords  cannot  be 
foretold,  but  is  found  from  the  direction  of  the  diagonals, 
which  depends  upon  the  sign  of  Z?,  it  is  not  possible  to 
give  the  stresses  in  the  chord  members  before  D  is  calcu- 
lated. 
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With    these    data,  we    find    now  the    stresses  in   the 
members. 

Bottom  chcrd : 


cos  fif      0*832 
the  members  are  under  compression,  C  being  negative. 
First  panel      =  second  panel  =  39,900  -h  0*832  =  48,000 
Third  panel    =  31,900  pounds.     Fourth  panel  =  18,700 
Fifth  panel     =  8,200  pounds. 

Top  chord: 

— ^^  —  compression, 

cos  fJL^ 

.  First  panel      =  57,6oo  -^  0*537  =  107,300 
Second  panel  =  94,000 
Third  panel    =  92,700 
Fourth  panel  =  94,500 
Fifth  panel     —  91,200  pounds. 

Diagonals : 

— Tension  — 

cos  Oi 

Second  panel  =  13,700  -^  0*236  =  58,100 

Third  panel     =  25,200 

Fourth  panel  =  30,700 

Posts : 

Pj5  =  26,000  —  20,000  =  6,000  tension. 

P^  =  upper  part  =  13,500  —    8,000  =  5,500  tension. 

lower  part  =    6,000  —  12,400  =  6,400  compression. 

P^  =  14,200  —  8,000  =  6,200  pounds. 

p^  =  17,800  —  8,000  =  9,800  pounds. 
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Computing  these  stresses  we  have  the  following  strain 
sheet  for  dead  load. 


direst  es  /rem.  JDejuf  Z^€i^ 


Fig.  7. 


II. 
Upright  Arch  with  Parabolic  Line  of  Thrust. 


\    i    i    I    J   V  V 


Fig.  8. 

One  hundred  and  fifty  feet  span,  10  panels  15  feet  each, 
30  feet  rise  of  arch. 

The  thrust  is  taken  up  fully  by  the  bottom  chord.  The 
arch  shall  have  only  diagonals  in  tension. 

The  dead  is  the  load  at  rest.  It  is  assumed  to  26,000 
pounds  per  panel  point.  Of  this  load  12,000  pounds  are 
acting  at  the  top  chord,  14,000  pounds  at  the  bottom 
chord. 
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h  =  depth  of  truss. 


Jf 

y 

/ 

y 
f 

A 

1 

1 

P- 

a 

1 

1 

tan, 

1 

1           COS. 

tan. 

COS, 

15 

ie-8 

0-36 

3a*a 

o-ja 

I     0.8IX 

1-48 

0*559 

30 

J9a 

0-64 

X3-8 

0-56 

o'87a 

o-9a 

0736 

4$ 

«5« 

1 

084 

7« 

0*40 

o*9a8 

o'sa 

0887 

to 

a8-8 

0*96 

4a 

o'«4 

o-97« 

oa8 

0963 

75 

300 

I'O 

O'O 

1        008 

1        0997 

o'ao 

0*981 

(See  Fig.  6.) 
Rl=  R>1=  17,550 

Rn=  i,i;o 

.^  ao  =  2,340 
Rn=  3,900 


Rl 


H  f  =■ /?„  =  4,875  -*-  30  =  //^  =  162^500  pounds. 

Hf^j  =/^j„=  1,755 

H  y,a=  3.120 

H  y^  =  4.095 

H  y^  =  4,680 
Horizontal  Stresses  in  the  Chords. — 
Top  Chord : 


Cu=  1,755  — <» 
Bottom  Chord: 


1.755  =o  =  C»  =  C^  =  Cn  =  Cn 


Q  =  C30  =  C45  =  C«  =  Q5  =  ^  =  162,500  pounds. 
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Horizontal  Stresses  in  t/ie  Diagonals. — 

Dy,  =  C^  —   Cx_Ax  =  o 
Stresses  in  the  Posts. — 

D^o 
C  =  o 
P  =  26,000 
Check  from  bottom  chord 

D^o 
C=H 
P  =  H  {tan  /ix  +  Ax  —  l^n  y"x)  =  26,000 
With  these  data  we  find  the  stresses  in  the  members : 
Top  Chord.— Stress  in  all  members  equal  to  zero. 

Bottom  Chord 

C  H 


375 


cos  [I  COS  [JL 

First  panel      =  162,500  -^  0,81 1  =  200,000 

Second  panel  =  186,000 

Third  panel    =  175,000 

Fourth  panel  =  167,000 

Fifth  panel     =  163,000 

Stress  in  Diagonals  =  O 

Stress  in  all  Posts 

=  P  =  26,000  —  14,000  =  12,000  compression. 
Computing  the  stresses  we   find  the  following  strain 


sheet  for  the  dead  load : 


Fig.  9. 
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MOVING   SINGLE  LOADS. 

I. 

Upright  Arch  with  Parabolic  Line  of  Thrust. 


Fig.  io. 


1^ 

a' 

a" 

X 

y 

/ 

■f 

h 

tan. 

COS. 

tan. 

COS. 

tan. 

COS. 

n 

xo-8 

0-36 

aa'a 

0*72 

08IZ 

1-48 

0-559 

a'ao 

0*4x4 

I 

30 

19-. 

0-64 

X3-8 

©•56 

o'BTa 

o'9a 

0736 

1-48 

o'559 

U 

45 

as-a 

0 
9> 

0-84 

7-8 

o'40 

0*938 

o'sa 

0-887 

o'9a 

0-736 

III 

60 

a8-8 

©•96 

4a 

oa4 

0-973 

0*28 

0-963 

o-sa 

0-887 

IV 

75 

30-0 

I'OO 

o-o8 

0-997 

0-20 

o-98x 

— 

- 

V 

The  arch  has  150  feet  span,  10  panels  15  feet  each,  30  feet 
rise.    The  arch  shall  have  only  diagonals  in  tension. 

The  thrust  is  taken  up  fully  by  the  lower  chord,  which 
has  the  form  of  the  line  of  thrust. 

The  dead  load  is  assumed  at  26,000  pounds  per  panel 
point.  The  stresses  resulting  from  it  are  calculated  under 
loads  at  rest. 

The  moving  loads  are  the  two  engines  of  the  moment 
table  followed  by  3,000  pounds  per  lineal  foot  of  bridge. 
(See  Fig.  I.) 

The  above  diagram  gives  all  the  necessary  data  for  the 
calculation. 


-  5L^J  • 


41    1    ill       i    l| 
m  tt  it 


J_,i — 1  1,1  I  III  1   \,\m^y^^mm^^^^m^^^ 


Fig.  II. 
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Vertical  Reactions.— T\ie  first  driver  over  the  left  abutment 
makes  W  and  Rl  a  maxinaum,  and 

R  1  =  49»3o6 

R'  1=  30,194 
Hence 

R  =  R  I  ^  I  =  328,700  pounds 

R  minim,  =  o 

Horizontal  Stress  H  of  the  Thrust. — 

Maximum  : 

^=  W—2  W^ 
dg 

Iff?, £r  ".* ^ h*iM- i^ 

\     V     iSriV*     4444    ^j     V  *  *  i  I    ki^if f^-'i 

;^l     .1   I  I  I,  I     1/11,1      li  I  I  I,   I   I   1  1^ 

\ • r^'^-  -  ^H'S.^ 

Fig.  12. 
To  the  right  of  the  dividing  line  (top  hinge) 

W=  554  ff,  294 
To  the  left  of  the  dividing  line 

W=  554  Pr,269 


Whence 
and 

Check 


dH _  r554— 588  <o 
dg        L554  — 538><' 

^'=41,951 
R  1=  41.149 

RlJ^Rl=  83,100=  Wl=  554  X  150 
^»  =  9.622 
Rn  =  9,222 
Hf=RL-R„  =  RL-R„=.  11,354 

2  2 

/f=  11,354  -5-  30  =378,500  pounds 
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Minim,  H  =  o 

Horizontal  Stress  C  in  the  Chords. — 


rj.F.L. 


Top  Chord: 


-- = (4) 


As  no  thrust  is  taken  up  by  the  top  chord  H  is  equal  to 
zero,  and  we  find 


Fig.  13. 


X 

C'-y 
2/ 

C+7 
2/ 

C— JK 
2/ 

«s 

+  072 

+  0*28 

—  o-o8 

30 

+  0-48 

+  0-52 

—  o*oa 

45 

+  o-a8 

+  0-75* 

©•X2 

60 

+  0*I2 

+  0-88 

—  008 

75 

0 

0 

0 

i9 


and  have  the  general  equation  of  the  stresses  in  the  top 
chord 

-0-08  ^n^s]-^ 

22  2 


Digitized  by 


Google 


Nov.,  1892.]  Maximum  Stresses^  etc.  379 

(t)»  =  ^»  =  f°'4^  ^'  ^»  +  ^'  (30  -  0-52  s,)  - 


0-I2   w,  ^J-L- 
138 


(f  )«  =  ^«  =  t°'^^  ""'  -S-i  +  ^a  (45  -  072  g,)  - 


-0-08  lV,g,-\l- 
4  2 

Making  C  =  o^  we  find  ^^^  =  Maximum  Line. 

Maxima, — 

6*15  maximum. 

Maximum  line  ^  m  =  -^  =  53'6 

28 

Maximum  span  =  a  +  (^^  —  ^)  =  5  3 '6 
(^^^max.  =  a  W^  — ^  W^  =  {a  +  ^)  W,  — ^  W 

=  2^  W^  —  7  W 
W  =  total  load  on  truss. 


_J2>L 


jfPiZ,. 


iiiilii  iuH 


./JTi 


'  >r  JL  >^ 


Fig.  14. 
To  the  right  of  the  dividing  line  W  =  222*4  W^^  =  75 
To  the  left  of  the  dividing  line  W  =  222*4  ^\  =  50 
Whence 

(^\  =  r^557—  1*875  <o* 
\dg)        L  1,557—  1,250  >o 

*  In  the  same  way  the  corresponding  positions  of  the  loads  for  Cao,  C^t  Coi. 
max.  are  formed  from  —-  . 
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and  Cu  maximum  with 

Jil=  2;,S42  R'  I  =  5,817  check  R  I  +  R'  i  =  222.4  X  150  = 

=  33,359 

^1.  =  319  -/^Ts  =  10,862  H/=——R,t=  2,909 

2 

//  ^  =  jy/.  ^  =  2,909  X  0-36  =  1,047 

R'u  =  2,800  Rn  =  oIT /=?-!:  /e„  =  2,909 

2 

(^)     =|i?  /.  -^_^,,_/f^'=  (5^,<5oo  pounds 

/:!^y  =  fie'  /  -JL-  -  R^.—Hy\  I  =  62,600  pounds 
\A/wL       » —  ■*■  J« 

^■=(T)„-(f).=  (f)„  =  «^'*»P°°'"'= 

^  000 
Maximum  line  ^^  =  - —  =  577 

52 

Maximum  span  =  a  +  (^m  —  a)  =  577 

4^=25  W^i— 13  ff" 

First  wheel  of  engine  5075  from  abutment  A,  last  wheel 
of  tender  375  from  abutment  A. 
Fourth  driver  in  point  (30). 

Cjo  max.  =  (-7- )    =  +  1894  -h  13*8  =  137,300  pounds. 
I>n  =  (^)^-  {^),  =  ^37.300  —  56,600  =  +  80,700 


C45  max.- 


Max.  line  ^m  =  62*5. 

Max  span  =  a  +  (^^ —  a)  =  6*25 

^  =  2S  W^—iS  W 
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Third  driver  of  first  engine  in  point  45,  last  wheel  of 
tender  14-5  feet  from  abutment  A,  followed  by  3,000  pounds 
per  foot  for  1 2*2  feet. 

C45  max,  =  1,818  -4-  7*8  =  233,100  pounds  =(_-.) 

^-  =  (4)«  -  (4).,  =  +  ^"7,ooo  pounds. 

C^  max,"-' 

Max.  line  ^^  =  68*2 

Max  span  =  a  +  (^n^  —  ^)  =  68*2 

^  =2^  W^  —  22  W 
dg 

First  driver  of  first  engine  in  point  60,  second  driver  of 
second  engine  175  from  abutment  A, 

C^  max, 

=  1,095  -i-  42  =  260,600  pounds  =  (— J- ) 

^-=    (T)«-(f)«=  + 52.400  pounds. 

Minima  {Top  Chord), 
•^15  minim, — 

Max.  line^m  =  53*6 

Minimum  span  =  T— —  gjA  +  c  =  96*4 

dg 

^«-f 


juLi  iiUi  iiiii  i 


;»g. 


? 


Fig.  15. 
To  the  right  of  the  dividing  line  (top  hinge) 

W  =  400  W^  =  310. 
To  the  left  of  the  dividing  line  ^top  hinge) 

W=^ooW^  =  335 
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Whence 

dC 
dg 

'2,800—  3,015  <<?* 
_2,8oo  —  2,790  >  0 

and  with 

Rl  ^  18,185 

^'/  =  41,815 

check  Rl  -\-  R'  I  =  IV I  =60,000  =  400  X  150 

^..= 

=  0  R,,=  s(^Hf=Ri    -  Rn  =  8,526 

2 

Hy=Hf.y-^   =3,069 

R\,  =  35,815 

R 

'n  =  12,382 

[J.  F.  U 


H'f  =  R'L-R!,,=.  8,526 


—  ^'i5  —  Hy\  —  =  —  1,251  -^  22*2  =  5tf>-^oo pounds. 


C30  w?;/. — 

Minimum  span  =  92*3 

^  =  13  W-x6  W, 
dg 

(See  Fig.  15.) 
C30  ;«//i.  =  —  1,820  -J-  13-8  =  —  131.900  pounds. 

^■■=(f).  -(?)„   =-".5co  pounds. 

♦  In  the  same  way  the  positions  of  the  loads  are  found  front  - —  for  Cm^ 
^4&i  Goi  min. 
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C^  min,: 

Minimum  span  =  87-5  (see  C^^) 

^.=6  JV—7  U\ 

Second  driver  of  first  engine  on  top  hinge,  first  wheel  of 
second  tender  075  from  Abutment  B, 

C^min.  =  —  1,744 --7-8  =  —223,500  =  {-^^ 

C^  min,: 

Minimum  span  =  8r8 

i£=  II  w—  12  n\ 
^g 
First  driver  of  first  engine  on  top  hinge,  fifth  driver  of 
second  engine  four  feet  from  Abutment  B, 

C^  min  =  —  1,086  -f-  42  =  —  25,8600  =  (--. ) 
Z>jy  =  (-_)      —  l-T-J      =  —  40,600  pounds. 

V  //    /6O  >    h    /46 

Bottom  Chord : 

The  full  thrust  being  taken  up  in  the  bottom  chord,  we  have 

fM 
c.=    \ 

and 


Fig.  16. 


Vol.  CXXXIV. 


26 
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X 

2/ 

2/ 

2/ 

«5 
30 
4S 

60 

+  0-3S 
-fo-as 
+  0x5 
+  0-05 

+  0-65 
+  075 
+  0-85 
+  o'9S 

—  0-45 

—  025 

—  o'ls 

/5 


check  ^,  ^,  r  of  top  and  bottom  chord  diflfer  by 

h_ 

2/ 

The  general  equations  of  the  stresses  in  the  bottom  chord 
are: 


22*2 


^15  =  [0-35  W,g,  +  »^2  (15  -0-65^2)  -0-45  f^s^J-f 

22* 

^30  =  [0-25  W^g^  +  W^  (30  —  075  ^,)  —  0-35  W^g;[-±- 

C«  =[o-iS  W^i^i  +  W^2(45  -  0-85^,)  -  0-25  W^g^^ 

7  ^ 

C«  =  [o-o5  W,g,+  W,{6o-O'9sg,)-O'is  "^s^J-V 

4-2 

Making  ^  =  o,  we  find  the  maximum  line  gj^  and  with  it 
the  maximum  and  minimum  span  of  the  stress  as  in  the 
top  chord  stresses.  As  also  in  the  bottom  chord  the  third 
members  of  the  equations  are  negative,  the  same  expres- 
sion for 

dC 


and 


dC 


maximum 


mmimum, 


as  for  the  top  chord,  are  found. 

\To  be  continued^ 
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PROCKKDINQS 


Chemical  Section 

OF   THB 

Rrj^mki^ik  Insxixuxbd. 


[Stated  meeting,  held  Tuesday,  September  20,  i8qj,'] 

Hall  of  the  Franklin  Institute, 
Philadelphia,  September  20,  1892. 

Dr.  Wm.  H.  Wahl.  President,  in  the  chair. 

Dr.  Bruno  Terne  read  an  interesting  and  valuable  paper,  giving  an 
account  of  the  meeting  of  the  Association  of  Agricultural  Chemists,  held 
recently  in  Washington.  The  paper  included  an  historical  account  of  the 
association  and  a  critical  consideration  of  the  merits  of  the  analytical  methods 
approved  by  the  association  for  the  quantitative  analysis  of  fertilizers.  The 
paper  was  discussed  by  the  author  and  Mr.  Williams,  of  Wilmington. 

The  Section  then  adjourned.  Wm,  C.  Day,  Secretary. 


PROCEEDINGS. 


[Stated  meeting,  held  Tuesday,  October  18, 18Q2J] 

Hall  of  the  Franklin  Institute, 
Philadelphia,  October  18,  1892. 

Dr.  Wm.  H.  Wahl,  President,  in  the  chair. 

The  resignation  of  Mr.  G.  L.  Norris  was  presented,  and  on  motion  was 
accepted  by  vote  of  the  Section. 

The  Treasurer  called  attention  to  the  name  of  a  member  whose  dues 
have  not  been  paid  for  two  years ;  according  to  the  by-laws  the  name  was 
dropped  from  the  list  of  members. 

The  President  proposed  for  membership  Mr.  J.  Benjamin  Glavin,  1312 
Passyunk  Avenue,  Philadelphia ;  the  name  was  referred  to  the  Committee  on 
Admissions  and  Mr.  Glavin  was  elected  a  member  of  the  Section. 

The  Actuary  of  the  Institute  presented  two  bills  from  the  Institute  for 
subscriptions  to  various  journals.  The  contraction  of  these  bills  having 
already  been  authorized  by  the  Section,  the  bills  were  ordered  paid  and 
they  were  accordingly  submitted  to  the  Treasurer  of  the  Section  for  payment. 
The  Actuary  also  requested  authority  to  pay  for  subscriptions  to  journals 
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X 

C'-( 

«5 
30 
45 
60 

=*:r. 


check  a,  ^,  c  of 


The  genera 
are: 

^16  =  [0-35    f 

C^  =  [0-25 

^•o  =  [0-05 

Making  c  : 
the  maximur 
top  chord  str 
members  of 
sion  for 


'-'  *:is=-c:  ^- 


-K  wtt  acetic  a 

-  ^  «iinuL;  and  Oi 
-  ^  fiat  no:  as  v« 


and 


as  for  the  toj 


Digitized  by 


Google 


Electrical  Section.  387 

r^ROCEEDINGS 

OP  THB 

.EcxRicAL  Section 

OP  THB 

F^RANKLiN  Instituted. 


stated  meeting,  held  Tuesday,  September  27,  j8g2?^ 

Hall  of  the  Franklin  Institute, 
Philadelphia,  September  27,  1892. 
Prof.  Edwin  J.  Houston,  President,  in  the  chair, 
wenty-eight  members  and  visitors, 
ites  of  the  previous  meeting  were  read  and  approved, 
surer  reported  the  cash  balance  in  the  treasury,  and  presented 
ng,  which  were  approved  and  ordered  paid, 
iinations  to  membership  were  referred  to  the  Committee  on 

'.      ^.  Pike  proposed  to  amend  the  first  sentence  of  Article  IV  of 
By-Laws  by  striking  out  the  words  one  dollar  and  substituting 
__  words  two  dollars,  to  make  the  sentence   read,  "  The  annual 
_      e,  corresponding  and  associate  members  shall  be  two  dollars, 
Jally  in  advance,  on  the  first  of  January  of  each  year."    [To  be 
ext  meeting.] 
__       .  H.  Wahl  read  a  paper  describing  the  plant  and  process  used 
"»y  Metal  and  Iron  Company  in  electro-plating  the  large  orna- 
-work  for  the  City  Hall,  with  an  aluminum  alloy.     In  discussion 
fessor  Houston  stated  that  if  the  plating  alloy  were  electro-nega- 
the  practical  success  of  the  operation  would  be  very  doubtful, 
iwin  J.  Houston  read  a  paper  on  "  Some  Curiosities  in  Early 
apeutics."     Referred  for  publication. 

-  N  Jennings  exhibited,  by  projecting  lantern,  and  described,  some 

-  s  of  Iightnmg  taken  by  him  from  a  rapidly-moving  train  on  the 

forth  Dakota  at  midnight.  August  8,  1892.     The  first  and  second, 

dside  from  a  car  window,  showed  single  and  double  discharges, 

ph  poles  m  triple  outline.    The  third,  taken  from  the  rear  platform 

».  showed  a  smgle  discharge  with  buildings  in  quadruple  outline. 

showed  a  wonderful  discharge  in  the  form  of  a  broad  band  which 

"sash  lightning."    All  of  the  photographs  seemed  clearly  to  prove 

mg  IS  an  oscillatory  motion  ;    Mr.  Jennings  also  showed  several 

IS  of  "coronal"  electric  discharges  taken  in  April,  1889;  and  out- 

3ltz  machine  sparks,  made  directly  on  photographic  plates,  without 

a  camera.     All  of  these  excited  much  interest  and  were  discussed 

rable  length. 

leeting  then  adjourned.  L.   F.  Rondinella,  Secretary. 
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from  February  of  the  present  year  to  date.    These  bills  amounted  to  a  total 
of  59*40  marks.    On  vote  the  necessary  authority  was  panted. 

In  view  of  the  fact  that  Dr.  Harvey  Wiley,  of  the  Agricultural  Depart- 
ment, at  Washington,  is  to  lecture  at  the  Franklin  Institute  on  the  evening 
of  the  5th  of  December,  of  the  present  year,  Dr.  Terne  suggested  that  it 
would  be  fitting  for  the  Chemical  Section  to  tender  him  a  reception  after  the 
close  of  his  lecture.  The  suggestion  was  favorably  considered  and  on 
motion  the  President  was  requested  to  name  a  committee  to  consider  the 
question  of  the  arrangement  and  form  of  the  reception  ;  the  committee  was 
requested  to  report  at  the  next  meeting  of  the  Section.  The  President  named 
Dr.  Terne,  Dr.  Jayne  and  Mr.  Pemberton  as  members  of  this  committee. 

Mr.  Geo.  W.  Whyte,  of  the  Camden  Iron  Works,  then  read  a  paper 
entitled  "  The  Washing  of  a  Southern  Coal ;  Comparison  of  Laboratory  Results 
with  those  of  Actual  Washing  Test."  The  paper  gave  some  valuable  results 
of  quite  a  large  amount  of  experimental  work  and  was  listened  to  with  much 
interest  by  the  members  present. 

The  discussion  which  followed  was  conducted  by  the  author,  the  Presi- 
dent and  Mr.  Pemberton.  An  abstract  of  the  paper  will  be  published  in  the 
Journal  of  the  Institute. 

Mr.  Palmer  followed  with  a  note  on  "  A  Lilac  Color  from  Extract  of 
Chestnut.*'     Mr.  Palmer's  remarks  were  as  follows  : 

**  In  experimenting  with  a  commercial  extract  of  chestnut  wood,  with  the 
idea  of  making  gallofiavine  therefrom,  an  unlooked-for  result  was  obtained. 
The  extract  was  somewhat  fermented ;  that  is,  a  part  of  the  tannin  had  been 
changed  into  gallic  acid ;  and  the  design  was  to  convert  this  gallic  acid  into 
galloflavine  by  the  usual  method. 

"A  solution  of  the  51**  extract  was  made  strongly  alkaline  with  potash,  and 
subjected  to  the  action  of  a  stream  of  air  for  about  ten  hours.  The  tempera- 
ture, meantime,  was  kept  below  50®  F.  At  the  end  of  the  period  of  oxida- 
tion, the  potash  was  neutralized  with  acetic  acid.  The  solution  so  obtained 
was  tested  for  galloflavine  by  working  therein  cotton  and  wool  yarns  with  the 
addition  of  potash  alum.  While  no  yellow  color  was  obtained,  a  clear,  bright 
lilac  was  developed  on  both  the  animal  and  the  vegetable  fibre. 

*•  The  body  giving  this  color  has  not  as  yet  been  separated  from  the  oxi- 
dized extract.** 

The  Section  then  adjourned. 

Wm.  C.  Day,  Secretary. 
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PROCKKDINGS 

OP  THB 

Electrical  Section 

OP  THB 

Kranklin  Instituted. 


[Stated  meeting,  held  Tuesday ^  September  27,  i8g2,'] 

Hall  of  the  Franklin  Institute, 
Philadelphia,  September  27,  1892. 
Prof.  Edwin  J.  Houston,  President,  in  the  chair. 

Present,  twenty-eight  members  and  visitors. 

The  minutes  of  the  previous  meeting  were  read  and  approved. 

The  Treasurer  reported  the  cash  balance  in  the  treasury,  and  presented 
bills  for  printing,  which  were  approved  and  ordered  paid. 

Ten  nominations  to  membership  were  referred  to  the  Committee  on 
Admissions. 

Mr.  C.  W.  Pike  proposed  to  amend  the  first  sentence  of  Article  IV  of 
the  Section's  By-Laws  by  striking  out  the  words  one  dollar  and  substituting 
therefor  the  words  two  dollars,  to  make  the  sentence  read,  "  The  annual 
dues  of  active,  corresponding  and  associate  members  shall  be  two  dollars, 
payable  annually  in  advance,  on  the  first  of  January  of  each  year.'*  [To  be 
acted  on  at  next  meeting.] 

Dr.  Wm.  H.  Wahl  read  a  paper  describing  the  plant  and  process  used 
by  the  Tacony  Metal  and  Iron  Company  in  electro-plating  the  large  orna- 
mental iron-work  for  the  City  Hall,  with  an  aluminum  alloy.  In  discussion 
thereon.  Professor  Houston  stated  that  if  the  plating  alloy  were  electro- nega- 
tive to  iron,  the  practical  success  of  the  operation  would  be  very  doubtful. 

Prof.  Edwin  J.  Houston  read  a  paper  on  "  Some  Curiosities  in  Early 
Electro-therapeutics."     Referred  for  publication. 

Mr.  W.  N.  Jennings  exhibited,  by  projecting  lantern,  and  described,  some 
photographs  of  lightning  taken  by  him  from  a  rapidly-moving  train  on  the 
prairie  of  North  Dakota  at  midnight,  August  8,  1892.  The  first  and  second, 
taken  broadside  from  a  car  window,  showed  single  and  double  discharges, 
and  telegraph  poles  in  triple  outline.  The  third,  taken  from  the  rear  platform 
of  the  train,  showed  a  single  discharge  with  buildings  in  quadruple  outline. 
The  fourth  showed  a  wonderful  discharge  in  the  form  of  a  broad  band  which 
was  called  "sash  lightning."  All  of  the  photographs  seemed  clearly  to  prove 
that  lightning  is  an  oscillatory  motion ;  Mr.  Jennings  also  showed  several 
photographs  of  "coronal"  electric  discharges  taken  in  April,  1889;  and  out- 
lines of  Holtz  machine  sparks,  made  directly  on  photographic  plates,  without 
the  use  of  a  camera.  All  of  these  excited  much  interest  and  were  discussed 
at  considerable  length. 

The  meeting  then  adjourned.  L.  F.  Rondinella,  Secretary, 
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On  POLYPHASED  CURRENTS. 


By  Paul  A.  N.  Winand. 


\A  paper  before  the  Electrical  Section^  at  the  stated  meetings  of  April  and 

May,  i8g2j] 


[Concluded  from  p,  jjoJ] 
A  MECHANICAL  ILLUSTRATION  OF  POLYPHASED  CURRENTS 

Before  going  over  to  the  comparison  of  the  amounts 
of  copper  required  in  line  for  the  transmission  of  power  by 
means  of  continuous,  alternating  and  polyphased  currents, 
and  to  the  question  of  measurement  of  energy,  it  may  be 
interesting  to  describe  a  simple  mechanical  model  by  means 
of  which  most  of  the  preceding  considerations  can  be  shown 
in  a  tangible  manner.  It  consists  {Fig.  ii)  in  two  discs 
(shown  as  rings  of  wire  with  spokes)  mounted  in  such 
fashion  that  they  can  rock,  without  being  allowed  to  turn, 
on  their  centres.  Each  disc  is  provided  with  a  small  central 
shaft  perpendicular  to  its  plane.  A  small  crank  is  so  con- 
nected to  one  of  the  shafts  as  to  impart  to  it  a  circular 
conical  motion  around  the  main  axis  of  the  apparatus,  which 
is  the  line  joining  the  centres  of  the  discs.  The  discs,  in 
order  to  be  prevented  from  rotating,  may  be  connected  to 
the  frame  by  flat  springs,  or  by  strings  (as  shown),  secured 
to  their  periphery  and  to  a  point  of  the  frame  situated  at 
same  level  as  the  centre  of  the  disc.  When  the  crank  is 
turned  the  first  disc  rocks  evenly  in  all  directions,  and  each 
of  its  points  has  an  almost  straight  up  and  down  motion, 
which  follows  the  sine  law  very  closely ;  but  the  diflferent 
points  of  the  periphery  reach  their  extreme  positions  suc- 
cessively.    Their  motions  are  of  diflferent  phases. 

If  strings  of  equal  lengths  are  stretched  from  correspond- 
ing points  of  the  peripheries  from  one  disc  to  the  other, 
they  will  have  longitudinal  motions  following  the  si?ie  law, 
and  will  represent  the  diflferent  currents  (or  electro-motive 
forces)  of  a  polyphased  system. 
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The  second  disc,  with  its  shaft,  will  follow  exactly  the 
motions  of  the  first. 

Fig.  II  corresponds  to  a  symmetrical  five-phase  system. 

Any  system,  however,  can  be  represented  by  securing  the 

strings  to  corresponding  points  (not  only  at  the  periphery) 

of  the  discs.     The  second  general  condition  of  polyphased 

currents  is  expressed,  in   the  model,  by  the  mechanical 

analogon :  that  the  centre  of  gravity  of  the  strings 

must  be  on  the  main  axis. 

With  a  slight  modification  the  same  model  can  exhibit 
the  relations  between  star  and  mesh  currents. 


Fig.  II.  Fig.  12. 

Fig,  12  shows  this  for  a  symmetrical  three-phase.  Each 
string  from  the  first  disc  carries  at  its  end  a  small  pulley.  A 
continuous  string  (mesh  string)  is  led  over  these  pulleys  and 
over  others  fastened  to  the  second  disc.  If  now  the  axis  of 
the  latter  be  held  stationary  in  the  main  axis  while  the  crank 
is  being  operated,  the  first  named  pulleys  will  move  up  and 
down  with  the  star  strings,  and  the  mesh  string  will  have  a 
motion  of  its  own,  which  is  different  in  phase  in  the  different 
sections  of  this  string,  and  also  different  from  the  motions  of 
the  star  strings. 

In  each  section  the  motion  corresponds  in  phase  with  the 
current  in  the  corresponding  branch  of  the  mesh  combina- 
tion, but  its  amplitude  is  double  as  compared  with  the 
motions  of  the  star  strings. 
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EFFICIENCY   OF  TRANSMISSION   AND   AMOUNTS   OF   COPPER. 

The  comparison  in  respect  to  the  efficiency  of  transmission 
for  a  given  line  or  to  the  amounts  of  copper  required  for 
obtaining  the  same  efficiency,  has  often  been  made  between 
the  alternating  and  the  continuous  systems. 

We  might,  therefore,  confine  ourselves  to  comparing  the 
plain  alternating  with  the  polyphased  systems.  I  will,  how- 
ever, recall  concerning  the  continuous  system,  that  the  same 
current  (measured  in  both  cases  with  a  dynamometer)  gives 
the  same  loss  by  heating  in  the  same  wire  whether  it  be 
continuous  or  alternating,  as  long  as  the  frequency  is  not  so 
high  as  to  produce  an  appreciable  skin  effect. 

If  the  alternations  follow  the  same  law  for  current  and 
potential,  and  if  there  is  no  difference  of  phase  between  the 
two,  the  rate  of  flow  of  energy  is  the  same  for  continuous  and 
alternating  transmission  when  curfent  and  voltage  are  the 
same  and  are  both  measured  with  instruments  giving  read- 
ings proportional  to  the  mean  square. 

The  same  line  will  then  produce  equal  losses  and  efficien- 
cies in  both  cases. 

But  it  should  be  remembered  that,  if  the  sine  law  is  fol- 
lowed, when  the  measured  voltages  are  the  same,  the  max- 
imum difference  of  potential  is  V  2  times  as  large  in  the  alterna- 
ting than  in  the  continuous  transmission.  Accordingly  it 
requires  twice  as  much  copper  to  transmit,  with  the  same 
efficiency,  a  given  energy  by  alternating  than  by  continuous 
currents,  if  the  same  maximum  difference  of  potential  is-  to 
be  allowed  in  both  cases. 

It  has  been  claimed  by  competent  men  that  as  far  as 
insulation  and  danger  are  concerned,  a  higher  maximum 
difference  of  potential  is  allowable  on  alternating  circuits, 
the  more  so  the  higher  the  frequency.  To  what  extent  this 
is  the  case  appears  to  be  undecided  yet,  but  it  seems  fair  to 
assume  that,  for  usual  frequencies,  the  measured  alternating 
voltage  which  corresponds  to  lOO  volt  continuous  is  com- 
prised between 

lOO  and  707  (or  —  ) 
and  that  consequently  the  amount  of  copper  required  is  larger 
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for  alternating  than  for  continuous  transmission,  though 
less  than  twice  as  large. 

Whatever  this  proportion  may  really  be,  as  everything  is 
alternating  in  the  polyphased  systems,  these  doubts  do  not 
apply  to  the  comparison  between  plain  alternating  and 
polyphased  transmission.  A  difference  of  phase  between 
current  and  electro-motive  force,  which  would  necessitate  an 
increased  amount  of  copper  in  the  alternating  transmission, 
would  be  just  as  disadvantageous  in  polyphased  currents 
and  would  not  change  the  relative  values  obtained  for  these 
two  systems. 

Everything  being  alternating,  it  might  seem,  at  first,  that 
there  is  no  difference  in  the  amounts  of  copper  required  for 
alternating  or  polyphased  transmission  with  a  given  effici- 
ency. 

In  reality,  however,    the  polyphased  systems  are,   gen- 


L 


B  B 

Fig.  13. 

erally,  more  advantageous  (the  three-phase  especially  so), 
and  this  is  due,  broadly  speaking,  to  the  fact  that  the  vol- 
tage on  which  the  energy  depends  is  not  always  the  same 
as  the  voltage  which  has  to  be  considered  for  insulation. 

Fig'  13  represents  a  symmetrical  three-phase,  one  end 
being  a  star,  the  other  a  mesh  combination.  A-A^  B-B,  C-C 
are  the  line  conductors  If  we  call  V^  the  voltage  between 
O  and  A,  and  C,  the  current  (square  root  of  mean  square) 
in  AA,  we  have  seen  previously  that  the  voltage  Fj  between 
A  and  C  for  instance  is 

Fi  =  173  V,  (I) 

and  the  current  in  ^C  is 

Cm  =  0-577  Ci 
It  is  obvious  that  the  voltage  which  should  be  considered 
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for  insulation  is  F,,  because  it  is  the  highest  that  occurs 
between  any  two  points  of  the  system. 

But  the  voltage  on  which  the  energy  depends,  together 
with  the  current  C^  in  the  line,  is  V^. 

The  total  energy  is 

^3  =  3  f^e  C,  (2) 

and  if  -^3  is  the  resistance  of  each  line  conductor,  the  total 
loss  in  transmission  is 

^s  =  3  Q  ^s  (3) 

For  a  plain  alternating  or  two-phase  system  {Fig.  14),  the 


B  B 

Fig.  14. 

voltage  A  O  B  may  be  designated  by  2  F,  and  there  is  no 
distinction  to  be  made  for  insulation  and  energy. 

E,  =  2CV  (4) 

H,  =  2  0R,  (5) 

The  alternating  and  three-phase  are  of  same  practical 
voltage  when 

V  =  2V  (6) 

Substituting  (i)  in  (6)  gives 

2V=  173  V.  (7) 

or 

For  comparing  the  cases  where  the  same  energfy  is  to  be 
transmitted  with  the  same  eflHciency,  we  have  to  equalize 
(2)  and  (4);  and  this,  with  (7),  gives 

C=V7ZC,  (8> 

In  the  line,  the  currents  are  173  times  as  large  in  alternat- 
ing than  in  three-phase. 
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Equalizing  (3)  and  (5)  gives,  with  (8), 

This  means  that  the  cross  section  of  alternating 
line  conductor  is  twice  that  of  three-phase  con- 
ductor, and  that  the  total  amounts  of  copper  are  as 
4  for  alternating  to  3  for  three-phase. 
This  result,  in  combination  with  the  erroneous  assump- 
tion that  the  alternating  system  is  as  advantageous  as  the 
continuous,  has  led  to  the  wrong  conclusion  that  the  three- 
phase  is  more  advantageous  (for  equal  voltage)  than  the 
continuous  transmission.* 

If  we  compare  the  cases  in  which  the  current  density  is 
the  same  for  both,  then 

^3  Ci  =  -^2  ^ 
and  substituting  (8)  in  this 

R3=i73R,  (9) 

which,  with  (3)  and  (5),  gives 

^  =  0-866 

The  percentages  of  loss  are  as  0*866  in  the  three- 
phase  to  I  in  alternating  when  the  drop  of  potential 
along  the  line  is  the  same. 

(9)  shows  that  then  the  amounts  of  copper  are 

also  as 

0-866  to  I 

The  three-phase  is,  respecting  economy  of  copper,  more 
advantageous  than  any  other  polyphased  system. 

Whenever  the  number  of  phases  is  ^v«,  say  2«,  the  sys- 
tem can  be  considered,  as  far  as  voltage  and  energy  are 
concerned,  as  composed  of  n  distinct  ordinary  alternating 
currents,  by  taking  any  two  diametrically  opposite  currents 
together. 


*  This  comparison  relates  only  to  the  expenditure  of  copper  for  a  given 
voltage,  leaving  altogether  untouched  the  question  of  obtaining  or  dealing 
more  or  less  easily  with  high  voltages. 
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The  amount  of  copper  needed  is,  in  this  case,  the  same 
as  for  plain  alternating  transmission. 

When  the  number  of  phases  is  uneven  there  is  a  saving 
in  copper,  but  it  is  the  smaller  the  higher  this  number  is. 

So  while  it  is  twenty-five  per  cent,  for  the  three-phase,  it 
is  but  9*5  per  cent,  for  the  five-phase,  and  so  on. 

The  four-phase  (often  called  two-phase)  gives  no  saving 
over  the  alternating,  as  the  number  of  phases  is  even,  when 
it  is  used  in  the  symmetrical  manner,  with  four  conductors. 

When  it  is  worked  by  means  of  three  conductors  (one 
being  a  common  return,  in  the  well-known  manner),  the  sys- 
tem  is  unsymmetrical  and  the  amount  of  copper  required  is 
even  greater,  as  will  appear  from  the  following : 

In  Fig.  IS,  00  represents  the  common  return  wire  of  such 
a  system. 

A A 


B  B 

Fig.  15. 
Let  V^  be  the  voltage  between  O  and  A,  and  F41  the  vol- 
tage between  A  and  B,  then,  as  the  currents  in  OA  and  OB 
are  at 

oo^or-^ 
2 

difference  of  phase  and  the  differences  of  potential  also. 
This  latter,  taken  between  A  and  B,  will  differ  in  phase  by 

''L  and  ^ 
4  4 

from  those  in  OA  and  OB  and 

F41  =  2  sin  —  V^ 

or 

V,,  =  V^V^  (10) 

Correspondingly  the  currents  stand  as 

C;-^  I/2C;  (11) 
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if  C^is  the  current  in  A  A  or  BB  and  Q  the   current   in  00. 
The  energy  is 

£i  =  2V^^C^  (12) 

and  the  loss 

H,  =  2QR,-\-QR,  (13) 

If  we  assume  the  same  current  density  in  wires  A,  B 
and  O,  then 

R,  =  V2R, 
which,  with  (11)  and  (13),  gives 

H,  =  2Q  R,  +  ^  Q  R, 

1/2 

or 

H,  =  {2^  V~2)QR,  {no) 

In  order  to  compare  this  result  with  alternating  transmis- 
sion we  have  to  assume 

V,,  =  2V 

and  equalize  (4)  and  (12),  (5)  and  (13^),  this,  together  with  (10)^ 
gives  ultimately 

4 
The  distance  of  transmission  being  supposed  to  be  the 
same,  the  weight  of  each  conductor  is  in  inverse  proportion 
to  its  resistance,  and  the  total  weights  are 
as 

8  to  (2  +  V2Y 
or 

I  to  1-457 

for  alternating  and  four-phase. 

As  a  conclusion  of  the  preceding  calculations,  if  the 
amount  of  copper  required  in  the  line  when  the  same 
practical  voltage  is  used  and  under  otherwise  identical 
conditions  is  100  for  alternating  current,  it  would  be  75  for 
three-phase,  90*5  for  five-phase,  707  to  100  for  continuous, 
100  for  four-phase  when  symmetrical,  and  1457  for  four^ 
phase  with  common  return  wire. 
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The  last  named  system  requires,  consequently,  almost 
twice  as  much  copper  as  the  three-phase. 

If  there  is  a  difference  of  phase  between  the  currents  and 
potentials,  the  carrying  capacity  of  the  conductors  in 
respect  to  energy  is  reduced  as  the  square  of  the  cosine  of 
the  difference  of  phase.  But  this  applies  to  the  alternating 
as  well  as  to  the  polyphased  systems. 

It  appears  from  all  the  preceding  considerations,  I  think, 
that  the  three-phase  has  decided  advantages  over  the  other 
polyphased  and  the  alternating  systems,  and  I  will,  there- 
fore, confine  my  further  remarks  to  the  three-phase. 

Calculations  similar  to  the  above  might  be  carried  out 
for  determining  the  relative  losses  and  the  weights  of  cop- 
per in  case  of  a  non-symmetrical  system.  This  would,  how- 
ever, be  of  little  practical  interest. 

MEASUREMENT  OF   ENERGY. 

I  shall  now  touch  the  question  of  measurement  of  energy 
in  the  three-phase,  but  in  this  respect  it  is  of  actual  value 
to  consider  also  the  general  case  of  a  non-symmetrical 
system  having  any  differences  of  phase  between  the  cur- 
rents and  potentials. 

When  the  system  is  symmetrical  the  energy  is 

E  =  "i  V^CiCos  <p 
or 

£  =  I  ^iCra  cos  <f 

In  this  case,  one  reading  of  a  dynamometer  gives  directly 
the  energy,  but  the  instrument  cannot  generally  be  con- 
nected so  as  to  give  one  of  these  results 
as 

the  energy  is  also 

E  =  1^3  Vi  Ci  cos  <p 

This  formula  enables  to  work  with  the  instrument 
using  the  current  in  the  line  and  the  voltage  between  two 
line  conductors. 
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As  a  rule,  however,  the  system  cannot  be  relied  upon  to 
be  symmetrical. 

Messrs.  Siemens  &  Halske  have  devised  a  method  and 
constructed  an  instrument  for  measuring  the  energy  in  this 
case.* 

If  the  currents  in  the  three  line  wires  are  of  same  mag- 
nitude, then  by  connecting  an  ordinary  dynamometer  so 
that  one  line  current,  say  in  AA^  is  used,  while  the  volt  coil 
is  connected  first  to  A  and  B^  then  to  A  and  C,  two  readings 
are  obtained,  whose  sum  is  the  total  energy. 

Their  special  dynamometer  gives  this  same  result  in  one 
reading.  Its  volt  coil  consists  of  two  separate  windings 
which  are  connected  to  Ay  B  and  B^  C. 

If  the  three  voltages,  AB,  BC  and  CA,  were  the  same, 
instead  of  the  three  currents,  and  this  is  more  likely  to  be 
the  case  in  practice,  the  same  result  would  be  obtained  by  a 
dynamometer  provided  with  a  double  current  coil  and  a  sim- 
ple volt  coil. 

Mr.  Goerges  points  out  that  if  the  two  above-named 
readings  of  an  ordinary  dynamometer  are  equal,  this  shows 
in  the  present  case  that  there  is  no  diflference  of  phase 
between  current  and  potential. 

He  shows  further  that  the  energy  of  any  unsymmetrical 
three-phase  can  be  obtained  by  six  readings  on  an  ordinary 
dynamometer  or  by  three  on  the  special  Siemens  instru- 
ment. 

The  above  results,  as  well  as  a  less  complicated  method, 
can  be  established  by  means  of  a  very  simple  consideration, 
which  proves  useful  also  in  other  cases,  namely : 

That  any  three-phase  system  can  always  be  con- 
sidered as  consisting  of  two  partly  superposed  in- 
dependent alternating  currents. 

One  is  the  current  which  passes  through  one  line  con- 
ductor, say  A  Ay  and  flows  back  through  the  two  others  as 
a  common  return. 


*  See  the  paper  of  Mr.  H.  Goerges,  chief  engineer  of  this  firm,  in  Elek* 
irotechnische  Zeitschrifty  1891,  p.  212. 
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The  second  is  superposed  to  the  former  in  the  two  other 
conductors  and  does  not  affect  the  current  in  the  first  con- 
ductor. 

Its  value  is,  at  any  time,  half  the  difference  of  the  cur- 
rents in  B  and  C,  while  the  value  of  the  first  is  equal  to 
minus  half  their  sum. 

The  energy  of  the  first  is,  at  any  moment,  equal  to  the 
product  of  current  A  and  the  mean  difference  of  potential 
between  A  on  one  side  and  B  and  C  on  the  other ;  that  is, 
half  the  diflference  of  the  differences  of  potential  ^  and  y 
between  A  C  and  A  B  when  taken  with  their  proper  signs. 

It  is  twice  this  part  of  the  total  energy  which  is  measured 


C 

Fig.  I 6. 
by  the  special  Siemens  dynamometer  when  connected  as 
above. 

The  energy  of  the  second  is  equal  to  the  product  of  half 
the  diflference  of  the  currents  B  and  C  and  the  diflference  of 
potential  a  between  B  and  C 

The  first  part  of  the  energy  can  also  be  measured  by 
means  of  an  ordinary  dynamometer,  whose  current  coil  car- 
ries  the  current  A  while  its  volt  coil  is  connected  to  A  and 
to  the  middle  of  a  resistance  stretching  from  B  to  C,  This 
resistance  need  not  even  be  non-inductive,  provided  its  two 
halves  be  equivalent. 

The  second  part  can  be  measured  by  a  dynamometer 
which  has  a  double  current  coil. 

Such  an  instrument  could  easily  be  so  arranged  as  to 
enable  to  measure  also  the  first  part  with  a  proper  change 
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of  connections.    The  total  energy  would  then  be  given  by 
two  readings. 

This  result  expressed  by  formulas  is 


C—B^ 


=^(^n+r-^)« 


(u) 


which  is  true  as  well  for  the  instantaneous  values  as  for 
their  integral  or  the  energy  for  one  unit  of  time. 

It  is  possible,  however,  to  make  an  instrument  which 
will  combine  the  actions  of  these  two  parts  of  the  energy  so 
as  to  give  directly  their  sum  or  the  total  energy. 

Fig.  16  is  a  diagfram  showing  the  working  of  such  an  in- 
strument. The  part  on  the  left,  which  may  be  the  mov- 
able one,  contains  one  simple  volt  coil  V  and  a  double  one. 


B 


6 


^ 


0 


^; 


V 

C      C 

Fig.  17. 
Fi  Fji,  the  two  halves  of  which  are  wound  in  opposite  direc- 
tions, and  are  connected  to  the  equal  resistances,  r  r. 

The  part  on  the  right  contains  two  double  current  coils. 
The  halves,  Ci  Cu,  of  the  upper  one  are  wound  both  in  the 
same  way  and  act  on  coil  V  only. 

The  action  is  proportional  at  any  moment  to  the  sum  of 
the  currents  B  and  C,  or  to  current  A. 

The  two  halves,  Cm  Cjv,  of  the  lower  coil,  are  wound  or 
connected  in  opposite  directions,  and  act  only  on  coil 
Fx  F„. 

Vi  and  Vjx  being  of  opposite  directions  give  no  resultant 
action  for  the  current  which  flows  in  F,  but  their  actions 
are  added  for  the  current  flowing  from  B  to  C  through  the 
Vol.  CXXXIV.  27 
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resistances  r  r  in  consequence  of  the  difference  of  poten- 
tial, a. 

Dr.  H.  Aron^has  devised  another  method  which  is  simpler 
yet,  as  it  requires  an  instrument  with  four  simple  coils,  act- 
ing in  pairs,  according  to  the  diagram,  Fi^.  17. 

He  has  modified  his  well-known  pendulum  watt  counter, 
according  to  this  principle,  for  use  on  three-phase  circuits. 

He  has  established  this  principle*  by  a  very  simple  cal- 
culation, which  I  reproduce  below. 

If  a,  d,  c  represent  the  instantaneous  values  of  the  mesh 


B  B 

Fig.  18. 


currents.  Fig,  18,  and  A,  B,C\  a,  ^,  r  the  same  as   before, 
then  at  any  moment  the  total  rate  of  flow  of  energy  is 

E  =  aa-Y  b  ^  ^-  cr  (14) 

The  second  condition  of  polyphased  currents  (in  this  case 
simply  Kirchhoff's  law)  gives  for  three-phase 

a  —  c  =^  B  (15) 

b  —  a  =  C  (16) 

and  the  third  condition 

«  +  ^  +  r  =  ^  (17) 

If  we  subtract  the  identical  expression 
^  (a  +  ^  +  r)  =  O 
from  (14)  we  obtain 

E  =  nb-<i)-r{a-c) 
which,  by  substituting  (15)  and  (16),  becomes: 

E  =  ^C—rB 
The  two  products  in  this  equation  represent  the  instan- 
taneous  actions  of  the  two  pairs  of  coils  in  Fig.  ly. 

^^Elektrotechnische  Zeitschrift,  1892,  p.  193. 
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It  does  not  seem  very  natural  to  substract 

from  (14),  but  the  result  can  be  reached  equally  well  by 
writing  instead  of  (15)  and  (16) 

b  =  C  ^  a 
and 

c  =a  —  B 

and  substituting  these  values  in  (14),  this  gives : 
£  =  aa  +  C^  +  a^+ar  —  Br 
£  =  a{a  +  ^  +  r)  +  Cfi  —  Br 

E  =  Cfi  —  Br 

The  same  result  can  also  be  obtained  by  substituting  in 
the  previous  equation  (13) 

A=-{C+B) 

which  are  but  other  expressions  of  the  second  and  third 
conditions,  this  gives 

2  E  =  {c  +  B){^-r)  +  {c-B)(^  +  r) 

=  C^  +  B^  +  C^  +  Cy  —  Br  —  Cy  —  B^  —  Br 
2  £  =  2  C/9  —  2  By 

We  see  thus  that  the  measurement  of  energy  in  the 
three-phase  system,  which  is  likely  to  be  the  only  one  to 
come  into  extensive  use,  can  be  effected  by  one  single  read- 
ing of  an  instrument  almost  as  simple  as  those  used  for 
the  same  purpose  on  ordinary  alternating  circuits. 

The  result  is  perfectly  accurate  and  independent  of 
whatever  the  currents  and  their  phases  may  be  and  of  how- 
ever much  these  may  differ  from  the  phases  of  the  electro- 
motive forces. 

For  that  reason  the  same  instruments  can  be  applied  to 
the  measurement  of  energy  in  the  unsymmetrical  four- 
phase,  with  three  conductors  {Fig.i^\  which  may  be  con- 
sidered as  a  special  case  of  the  general  three-phase  system. 
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Some    CURIOSITIES    in    early    ELECTRO- 
THERAPEUTICS. 


By  Prof.  Edwin  J.  Houston. 


\_Read  before  the  Electrical  Section  of  the  Franklin   Institute,   September 

27,  i8g2:\ 

The  astonishing  physical  effects  produced  by  the  dis- 
charge of  the  Leyden  jar  through  the  human  body,  led  not 
only  the  general  public,  but  also  the  medical  fraternity, 
shortly  after  its  discovery  in  1745,  to  form  the  most  absurd 
ideas  concerning  the  curative  powers  of  electricity. 

The  wildest  claims  were  made  concerning  the  eflScacy 
of  the  electric  discharge  for  the  curing  of  disease.  Claims 
that  were  at  first  unhesitatingly  accepted  as  true  were  soon 
found  in  actual  practice  to  fail  of  realization. 

That  bona  fide  results  in  the  way  of  actual  cures  were 
obtained  in  some  of  the  early  applications  of  electricity  to 
the  curing  of  disease  appears  to  be  beyond  doubt,  for  the 
method  of  treatment  in  some  cases  remains  practically  the 
same  today  as  it  was  at  the  time  of  the  discovery  of  the 
Leyden  jar.  Then,  again,  in  those  days,  as  at  present,  the 
public's  natural  credulity  led  it  to  perhaps  lay  more  stress 
on  the  few  cases  that  were  cured  than  on  the  more  numer- 
ous cases  that  either  failed  to  receive  any  benefit  from  the 
treatment  or  were  actually  killed  by  it;  or,  putting  the 
same  thing  in  another  way,  the  people  who  were  cured  gave 
glowing  certificates  of  their  cures,  while  the  people  who 
were  killed  gave  none. 

I  have  thought  that  it  might  interest  you  if  I  brought 
before  you  a  few  curiosities  in  the  way  of  the  astonishingly 
absurd  statements  that  were  put  forth  about  the  time  of  the 
discovery  of  the  Leyden  jar,  as  to  the  ability  of  the  electric 
force  to  cure. 

Unfortunately,  I  have  been  called  upon  to  read  this  paper 
at  an  extremely  short  notice,  and  must,  therefore,  ask  you 
to  take,  in  many  cases,  my  recollections  of  matters  that  I 
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have  read  a  number  of  years  ago,  in  place  of  actual  quota- 
tions  from  the  original  records. 

Far  be  it  from  my  purpose  to  throw  any  discredit  on  the 
medical  fraternity  as  it  existed  in  the  latter  part  of  the 
eighteenth  and  the  beginning  of  the  nineteenth  century,  or 
to  throw  any  doubts  on  the  value  of  electro-therapeutics 
as  practised  at  the  present  day ;  for  the  great  value  to  be 
derived  from  the  intelligent  application  of  electricity  for 
curative  purposes  is  no  longer  a  matter  of  doubt. 

In  criticising  some  of  the  ideas  presented  in  electro- 
therapeutics, at  the  time  of  the  discovery  of  the  Leyden 
jar,  it  should  be  remembered  that  it  is,  of  course,  much 
easier  to  find  fault  with  methods  than  to  propose  better 
methods ;  and  when  we  remember  the  comparatively 
limited  knowledge  the  world  had  acquired  concerning 
the  nature  of  the  electric  force  at  these  early  times, 
and  the  belief  that  was  quite  common  in  the  scientific 
world  concerning  the  presence  of  various  effluvia,  which 
were  supposed  to  be  capable  of  passing  through  the  densest 
matter,  we  should  criticize  less  harshly  some  of  the  beliefs 
put  forward  at  these  early  times  as  to  the  proper  method 
of  applying  electricity  to  the  curing  of  disease.  Indeed, 
an  examination  of  the  advertisements  of  some  so-called 
medical  electricians  made  even  in  these  latter  days,  would 
unearth  absurdities  far  more  marked  than  those  of  the  time 
we  are  discussing. 

I  once  read  in  a  circular  letter  issued,  if  my  memory 
serves  me  correctly,  some  fifteen  years  ago,  by  a  certain 
so-called  medical  doctor,  in  which  he  claimed  among  other 
advantages  for  the  peculiar  kind  of  electricity  which  he 
claimed  his  apparatus  was  capable  of  producing,  that  it 
was  electricity  of  the  corkscrew  or  gimlet  type,  and  that  it, 
therefore,  had  but  little  difficulty  in  insinuating  itself  into 
all  parts  of  the  body,  so  searching  out  the  disease.  Or, 
taking  a  time  not  so  modern,  when  a  certain  inventor,  I 
think,  by  the  name  of  Edward  Craddock  Monckton,  an 
exceedingly  ingenious  man  by  the  way,  who  has  taken  out 
scores  of  electrical  patents,  and  among  others  a  method  of 
electrically  joining  articles  of  jewelry,  gravely  proposes  in 
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a  British  patent,  to  so  connect  the  body  of  a  healthy  animal, 
like  a  cow  for  example,  with  that  of  the  patient  to  be 
treated,  as  to  electrically  convey  the  health  and  strength  of 
the  animal  to  the  patient.  To  do  this  he  places  the  body 
of  the  cow,  or  other  animal,  upon  an  insulating  stool,  and 
connecting  it  to  that  of  the  patient  to  be  treated  by  electric 
conductors,  passes  the  current  of  a  battery  through  the 
animal  and  subsequently  through  the  body  of  the  patient 
and  thereby,  as  he  claims,  conveys  to  the  patient  the  vitality 
of  the  animal. 

Passing  these  aside,  however,  I  would  call  your  attention 
to  a  few  curiosities  in  early  electro-therapeutics. 

It  was  believed  by  many  of  the  early  practitioners  that 
the  virtues  of  a  drug  could  be  readily  caused  to  pass  through 
glass  vessels  by  means  of  electric  discharges.  This  belief 
was  probably  founded  on  the  rather  prevalent  belief  at  this 
time  as  to  the  existence  of  effluvia.  Th©  attraction  of  a 
magnetic  needle  by  a  magnet,  notwithstanding  the  inter- 
position  of  a  plate  of  glass,  was  at  one  time  explained  on 
the  supposition  of  effluvia  passing  out  of  the  magnet  and 
through  the  glass  into  the  iron.  It  is  not,  therefore,  sur- 
prising to  find  such  statements  as  that  of  a  Dr.  Bruni 
writing  to  Dr.  Watson  of  a  remarkable  case  in  which,  as  he 
claims,  medicine  shut  up  in  a  tightly  sealed  glass  globe 
produced  its  peculiar  effect  on  a  person  who  was  electrified 
by  the  use  of  said  globe.  I  mention  this  as  a  particular 
case,  although  the  early  records  of  electricity  are  filled  with 
similar  cases.  What  Dr.  Watson  has  to  say  about  these 
experiments  will,  I  think,  interest  you,  and  I  will,  therefore, 
give  you  the  following  quotation  : 

"  Dr.  Bruni  gives  me  next  in  his  information  from  Rome, 
which  is,  that  a  gentleman  there  covered  the  internal  sur- 
face of  a  glass  cylinder  (which  some  use  instead  of  a  globe) 
with  a  purgative  medicine ;  and  that  man,  electrified  there- 
with, found  on  the  spot  the  same  effect  as  if  he  had  swal- 
lowed the  medicine.  He  then  recommended  to  us,  in  Eng- 
land, to  try  how  far  the  electric  power  may  be  of  service  in 
distempers. 

** These  cases,  and  particularly  the  last,  as  it  may  to  some 
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appear  extravagant  and  whimsical,  I  should  have  been  cau- 
tious of  bringing  before  the  Royal  Society,  had  you  not 
judged  it  proper  they  should  be  added  to  those  similar 
accounts  from  other  places,  which  were  read  to  us  last  meet- 
ing. I  think  neither  myself  nor  Dr.  Bruni  answerable  for 
the  truth  of  these  facts,  as  we  relate  no  more  than  we  have 
received.  In  truth,  all  the  phenomena  in  electricity  are  so 
wonderful  that  it  is  scarcely  prudent  to  deny  the  possibil- 
ities of  any  accounts  concerning  it  till  we  have  made  experi- 
ments carefully  ourselves.  We  are  very  sure  it  is  possible  to 
render  a  living  body  replete  with  electrical  effluvia,  or  to 
traasmit  and  send  such  effluvia  through  a  living  body,  in  a 
stream,  as  long  as  we  think  proper :  we  are  not  sure  that  it 
is  impossible  for  these  effluvia  to  convey  with  them  into  that 
living  body  the  most  subtile  and  active  effluvia  of  other 
substances ;  and  if  they  can  do  so,  the  effects  suggested  are 
not  wholly  improbable,  for  several  experiments  have  proved 
that  a  very  minute  quantity  of  medicine,  transfused  directly 
into  the  blood  and  circulating  fluids,  will  have  the  same 
effect  as  a  large  dose  thereof  taken  into  the  stomach." 

Somewhat  similar  to  the  effect  just  referred  to  was  the 
belief  that  the  odors  of  certain  substances,  placed  in  tightly 
sealed  glass  globes,  could  be  detected  by  sending  electric 
discharges  across  them;  or  the  similar  belief  that  highly 
poisonous  substances,  placed  in  such  glass  globes,  could  pro- 
duce deleterious  effects  on  people  when  electric  discharges 
were  sent  through  the  glass  globes. 

In  the  Encyclopedia  of  the  Arts  and  Sciences,  published 
in  1798,  the  following  account  is  given  of  the  so-called 
medicated  tubes : 

"  It  was  asserted  by  Signor  Pivati  at  Venice,  and  after 
him  by  Verati  at  Bologna,  Mr.  Blanchi  at  Turin,  and  Mr. 
Winkler,  at  Leipsic,  that  if  odoriferous  substances  were 
confined  in  glass  vessels,  and  the  vessels  excited,  the  odors 
and  other  medicinal  virtues  would  transpire  through  the 
glass,  infect  the  atmosphere  of  the  conductor,  and  commu- 
nicate  the  virtue  to  all  persons  in  contact  with  it ;  also,  that 
those  substances,  held  in  the  hands  of  persons  electrified, 
would  communicate   their  virtues   to  them ;   so  that  the 
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medicine  might  be  made  to  operate  without  being  taken 
into  the  stomach.  They  even  pretended  to  have  wrought 
many  cures  by  the  help  of  electricity  applied  in  this  way. 
To  see  the  wonderful  effects  of  these  medicated  tubes,  as 
they  were  called,  Mr.  Nollet  travelled  into  Italy,  where  he 
visited  all  the  gentlemen  who  had  published  any  account 
of  these  experiments.  But  tho*  he  engaged  them  to  repeat 
their  experiments  in  his  presence,  and  upon  himself;  and 
though  he  made  it  his  business  to  get  all  the  information 
he  could  concerning  them,  he  returned  fully  convinced, 
that  in  no  instance  had  the  odors  been  found  to  transpire 
through  the  pores  of  excited  glass,  and  that  no  drugs  had 
ever  communicated  their  virtue  to  people  who  had  only 
held  them  in  their  hands  while  they  were  electrified." 

Franklin  made  a  study  of  the  effects  of  the  so-called 
medicated  tubes.  In  his  Experiments  and  Discoveries  in  Elec- 
tricity ^  published  in  London  in  1769,  he  says  on  page  82 : 

"  Hence  we  see  the  impossibility  of  success  in  the 
experiments  proposed,  to  draw  out  the  effluvial  virtues  of 
a  non-electric,  as  cinnamon  for  instance,  and  mixing  them 
with  the  electric  fluid,  to  convey  them  with  that  into  the 
body,  by  including  it  in  the  globe,  and  then  applying  friction* 
etc.  For  though  the  effluvia  of  cinnamon  and  the  electric 
fluid  should  mix  within  the  globe,  they  would  never  come 
out  together  through  the  pores  of  the  glass,  and  so  go  to  the 
prime  conductor,  for  the  electric  fluid  itself  cannot  come 
through  ;  and  the  prime  conductor  is  always  supplied  from 
the  cushion,  and  that  from  the  floor.  And  besides,  when  the 
globe  is  filled  with  cinnamon,  or  other  non-electric,  no 
electric  fluid  can  be  obtained  from  its  outer  surface,  for  the 
reason  before  mentioned." 

In  an  article  entitled  **  A  New  Discovery  of  the  Useful- 
ness of  Electricity  in  Medicine,"  by  John  Henry  Winkler, 
read  before  the  Royal  Society  by  Mr.  Watson,  March  31, 
1748,  and  published  in  abstract  on  page  399  of  Vol.  X  of  the 
Philosophical  Transactions^  we  find  the  following  statement: 

"  Electricity  has  a  power  of  dividing  subtilely.  It  carries 
off  with  it  the  parts  of  those  bodies  which  it  dissolves,  and 
transfers  them  to  those  parts  where  the  electrical  sparks 
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appear.  If  odorous  substances  are  ever  so  closely  confined 
in  glass  vessels,  it  so  divides  them  that  their  exhalations 
penetrate  the  glass  as  easily  as  magnetical  powers,  and  flow 
like  a  river  thro*  the  atmosphere  of  cylinders  and  chains,  to 
which  the  electricity  is  communicated.  The  electrica  1  matter 
which  comes  out  of  the  extremity  of  the  cylinder,  gives  an 
aromatic  odor  to  the  hand  that  touches  it.  But  the  odor 
communicated  does  not  stop  in  that  part  of  the  body  on 
which  the  electrical  river  has  flowed,  but  with  a  continued 
aspiration  pei-vades  the  whole  human  body.  Not  only  the 
skin  and  garments  are  scented,  but  even  the  air  breathed  by 
the  lungs,  the  spittle,  and  the  sweat  of  the  person  affected 
smell  of  aromatics,  which  are  agitated  by  electricity  in  the 
closed  vessel." 

So  also  the  following  account  of  a  similar  use  on  page 
400  of  the  same  Transactions  : 

"  About  the  beginning  of  the  present  year,  1748,  I  re- 
ceived a  letter  from  Venice,  which  greatly  confirms  this  con- 
jecture. The  author,  Joannes  Daniel  Gaifel,  related  an 
affair  which  surprised  all  the  learned  of  Venice,  Bologna 
and  other  cities  of  Italy.  It  was  accompanied  with  a 
printed  epistle  in  Italian,  written  by  an  eminent  person  at 
Venice,  Sig.  Jo.  Franc.  Pivati.  In  this  epistle,  the  subject 
of  which  is  medical  electricity,  he  relates  a  story  of  won- 
derful effects  to  Sig.  Fr.  Maria  Zanotti,  Secretar}'-  of  the 
Academy  at  Bologna ;  and  the  art,  by  which  these  were  per- 
formed, was  the  invention  of  Pivati.  A  manifest  example 
of  the  virtue  of  electricity  was  shown  in  the  Balsam  of  Peru, 
which  was  so  concealed  in  a  glass  cylinder,  that  before  the 
application  of  electricity  there  could  not  be  the  least  smell 
of  it  by  any  means  discovered.  A  man,  who  having  a  pain 
in  his  side,  has  applied  hyssop  to  it  by  the  advice  of  a  phy- 
sician, approached  to  the  cylinder.  The  man  was  electrified 
by  it,  went  home,  fell  asleep,  sweated,  and  dispersed  the 
power  of  the  balsam.  His  clothes,  bed,  chamber,  all  smelt 
of  it.  When  he  had  refreshed  himself  by  this  sleep,  he 
combed  his  head,  and  found  the  balsam  to  have  penetrated 
his  hair,  so  that  the  very  comb  was  perfumed.  The  next 
day  S.  Pivati  electrified  a  man  in  health  after  the  same  man- 
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ner,  who  knew  nothing  of  what  had  been  done  before.  On  his 
going  into  company  about  a  quarter  of  an  hour  afterwards, 
he  found  a  gradual  warmth  diffusing  itself  through  his 
whole  body.  He  grew  lively  and  more  cheerful  than  usual. 
His  companions  were  surprised  at  an  odor,  and  could  not 
imagine  whence  it  proceeded,  but  he  himself  perceived 
that  the  perfume  arose  from  his  own  body,  at  which  he  was 
much  surprised,  not  having  the  least  suspicion  that  it  was 
owing  to  the  operation  that  had  been  performed  upon  him 
by  S.  Pivati." 

Another  equally  curious  early  practice  consisted  in  the 
use  of  what  might  be  termed  medicated  Leyden  jars,  in 
which  the  inner  coating  of  a  Leyden  jar,  through  which  dis- 
charges were  given,  was  formed  of  or  contained  liquids, 
consisting  of  aqueous  solutions  of  various  medical  sub- 
stances. On  the  discharges  from  such  jars  being  passed 
through  a  patient's  body,  it  was  believed  that  the  peculiar 
effects  of  the  medicine  dissolved  in  the  liquid  placed  inside 
the  jar  could  be  experienced. 

Of  a  similar  nature  is  a  rather  extended  belief  which  ex- 
isted at  one  time  as  to  the  effects  produced  by  sending  elec- 
tric discharges  through  solutions  of  medicine  prior  to  their 
being  taken  into  the  system. 

In  a  British  patent,  991  for  1862,  Frederick  William 
Breary  describes  improvements  in  medicated  .cups,  which 
consist  practically  in  sending  electric  currents  through  the 
medicines  contained  in  such  cups  prior  to  their  being  taken 
into  the  body.  I  will  quote  from  the  specification  of  this 
patent : 

'*  The  third  improvement  of  my  said  invention  consists  in 
the  formation  of  similar  cups  or  vessels  in  and  by  which  the 
principle  of  galvanic  action  is  obtained  either  in  combina- 
tion  with  the  medicinal  qualities  above  mentioned  or 
otherwise.  The  drinking  vessel  formed  upon  this  principle 
I  denominate  the  improved  medicated  *  galvanic  cup/ 

**In  applying  the  above-mentioned  improvement  to  my 
said  invention,  I  make  a  cup  or  other  suitable  vessel  (for 
drinking  or  other  purposes),  also  in  two  or  more  parts,  and 
either  form  the  same  on  either  of  the  medicated  principles 
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above  described,  or  otherwise,  as  may  be  required,  and  to 
fix  or  insert  therein  a  voltaic  or  galvanic  pile,  and  galvanize 
or  medicate  the  water  or  other  liquid  placed  therein  by 
slightly  acidulating  the  same.  By  preference,  however,  I 
form  the  foot,  stem,  and  outer  bowl  of  these  cups  or  vessels 
of  glass,  china,  or  other  non-conducting  material ;  having 
three  or  more  water  tight  cells  or  compartm  ents  therein, 
separated  one  from  the  other.  I  make  the  centre  compart- 
ment occupy  nearly  the  whole  of  the  internal  space,  and 
make  the  two  side  compartments  small,  but  sufficiently  large 
to  contain  the  galvanic  media.  The  latter  compartments 
are  closed  at  the  top  by  means  of  movable  stoppers ;  the 
central  compartment  is  made  open  for  containing  the 
medicated  water  or  other  liquid  to  be  galvanized.  The 
internal  surfaces  of  the  central  compartment  I  line  with 
metal  or  mineral  on  one  part,  and  with  wood  or  vegetable, 
as  before  described.  Extending  across  this  compartment,  and 
forming  a  metallic  connection  between  the  two  side  cells,  I 
fix  a  bar  or  perforated  plate  of  metal.  When  using  this 
galvanic  cup,  the  water  or  other  liquid  is  first  placed  in  the 
centre  compartment,  where  it  is  medicated ;  then  by  filling 
the  side  compartments,  one  with  granulated  copper  and  fine 
sand,  and  the  other  with  granulated  zinc  and  fine  sand,  and 
adding  to  each  a  little  acidulated  liquid,  the  galvanic 
essence  will  pass  or  flow  along  and  over  the  metal  bar  or 
perforated  conductor  through  the  medicated  water  or  liquid, 
and  will  impart  its  medicinal  virtues  to  the  same,  and  thus 
a  combined  medicated  and  galvanized  action  will  be 
obtained.** 
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The  Chronicle  Fire  Tables  for  i8g2.  A  record  of  the  fire  losses  of  the  United 
States  and  Territories  during  1891,  etc.  Royal,  8vo,  341  pages.  New 
York :  The  Chronicle  Company,  Limited.     Price,  $5. 

These  data,  now  a  standard  publication,  have  become  exceedingly  valu- 
able to  underwriters,  manufacturers,  merchants  and  others  from  attention  to 
the  details  of  fire  losses,  averages,  etc.,  and  conscientious  exactness  in  com- 
pilation. An  idea  of  the  labor  expended  on  this  work  is  obtained  from  two 
sentences  of  the  preface  :  "To  procure  nearly  40,000  r'^oorts  of  properties 
burned,  to  estimate  the  loss  in  each  case  as  closely  as  obtainable  data  will 
permit,  to  place  the  record  of  these  losses  on  separate  cards,  to  arrange  and 
rearrange  these  cards,  in  order  to  prepare  the  various  tables  which  appear  on 
the  following  pages,  is  a  work  of  no  small  proportions."  *•  ♦  *  "A  search 
for  the  exact  truth,  touching  the  loss  by  every  fire,  is  industriously  carried  on 
by  the  publishers  of  the  Fire  Tables,  upon  a  system  which  appears  to  be  the 
best  that  can  be  employed." 

A  list  given  of  the  largest  fires  during  1891,  in  the  United  States,  shows 
fifty-one  such,  ranging  in  losses  from  $200,000  to  $1,556,948  ;  and  there  is  a 
comparison  of  fires  of  1890  and  1891  by  classes  of  property,  such  as  dwell- 
ings, wholesale  and  retail  stores,  manufactories,  hotels,  theatres,  etc., 
together  with  percentages  of  such  classes  to  the  whole  number  of  fires.  The 
great  tabulation  (pages  12  to  32  inclusive)  gives  with  detail  every  kind  of  prop- 
erty attacked  by  fire  in  1891,  in  the  United  Stales,  with  property  loss  and 
insurance  loss  and  the  causes  of  fires.  If  this  were  the  only  tabulation  in  the 
book  it  would  be  well  worth  the  price ;  but  there  is  much  more  that  is  almost 
equally  valuable. 

A  tabulation  extending  from  pages  34  to  1 56  inclusive  gives  the  fire  losses 
in  each  State  and  Territory  by  classes  of  risks,  and  one  (pages  1 57  to  228 
inclusive)  shows  the  fire  losses  in  1891  by  causes.  The  latter  will  be  most 
useful  to  those  studying  fire  insurance  data,  and  to  actuaries  and  statisticians. 
There  is  appended  a  summary  of  fires  from  sixty  principal  causes — including 
the  one  great  cause  '*  unknown  "  and  the  causes  **  not  reported."  A  part  of 
the  mission  of  this  standard  publication  is  to  diminish  the  number  of  fires 
in  the  last  two  items ;  in  other  words,  to  increase  the  accuracy  of  a  know- 
ledge of  the  causes  of  fires.  There  are  other  tabulations  in  this  volume 
extending  over  104  pages,  especially  one  of  sixty-six  pages,  giving  monthly 
losses  by  States  and  Territories— and  summaries  of  fires,  causes  and  losses 
by  (in)  certain  classes  of  risks.  Two  illustrative  diagrams  accompany  this 
portion. 

The  feelings  with  which  we  close  this  volume  are  mingled  admiration  and 
satisfaction,  that  such  permanent  and  reliable  fire  data  are  collected  and  pub- 
lished in  the  United  States.  We  know  of  nothing  equal  thereto  in  Europe. 
The  advantage  of  the  study  of  such  data  is  to  discover,  more  and  more,  the 
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true  causes  of  ignitions,  and  to  apply  remedies  more  intelligently.  There 
has  been  much  progress  in  this  effort  during  the  past  decade,  in  which  laud- 
able design  for  the  public  benefit  the  Chronicle  Fire  Tables  have  materially 
aided.  N. 


A  Text' Book  on  Retaining  Walls  and  Masonry  Dams.  By  Mansfield  Merri- 
man,  Professor  of  Civu  Engineering  in  Lehigh  University.  New  York  : 
John  Wiley  &  Sons.      1892. 

Professor  Merriman  here  presents,  in  his  now  well-known  concise  and 
scholarly  manner,  the  principles  underlying  the  construction  and  behavior 
of  walls  and  dams,  or,  rather,  certain  views,  more  or  less  widely  accepted, 
respecting  those  principles  ;  and  thus  adds  still  another  to  the  now  consider- 
able number  of  excellent  standard  works  on  engineering  subjects  for  which 
we  are  indebted  to  his  pen. 

With  the  exception  of  the  theory  of  the  equilibrium  of  cohesive  earth 
presented  in  the  first  chapter,  and  deduced  from  the  works  of  continental 
writers,  the  present  volume  makes  no  pretension  to  novelty  of  matter  or  of 
treatment.  Like  the  other  works  of  the  author,  it  confines  itself  chiefly  to 
placing  before  us,  in  convenient  form,  the  recognized  or  accepted  laws 
governing  the  subjects  treated  of. 

In  view  of  the  uncertainty  in  which  the  present  subject  is  shrouded  (an 
uncertainty  affecting  not  only  the  conditions  which  may  obtain  in  any  par- 
ticular case,  but  the  very  foundations  of  the  theories  themselves)  the  average 
reader  may  be  inclined  to  wonder  at  even  the  moderate  display  of  mathe- 
matical pyrotechnics  in  which  our  author  here  indulges;  and  to  ask 
whether  such  labors  are  remunerative,  in  view  of  the  well-known  fact  thus 
stated  by  the  author  on  pages  52  and  53,  respecting  that  most  important 
factor,  the  resultant  P  of  the  pressures  upon  the  wall : 

"  Unfortunate,  indeed,  it  is,  that  the  theory  of  earth  pressure  is  not  suffi- 
ciently explicit  to  determine  the  exact  value  and  direction  of  P,  He  who 
believes  the  theory  of  Article  8  must  conclude  that  this  wall  is  in  a  very  dan- 
gerous condition,  and  almost  about  to  slide  ;  he  who  defends  the  theory  of 
Article  9  might  conclude  that  it  is  not  in  great  danger,  and  that  the  degree  of 
security  is  fair.  It  is  well,  however,  not  to  forget  that  the  given  data  are 
liable  to  variations  fully  as  serious  as  the  defects  in  the  theory.  Imagine  a 
heavy  rainfall  to  increase  W  and  decrease  d) ;  this  causes  P  to  become 
larger,  and  as  /^usually  would  be  smaller  in  wet  weather  it  is  seen  that  the 
degree  of  stability  of  the  wall  will  be  greatly  diminished.  If  the  factor  of 
security  be  computed  for  both  theories,  as  is  done  above,  and  the  variation 
in  the  data  be  regarded,  a  fair  conclusion  can  generally  be  made  regarding 
the  security  of  the  wall.  The  effect  of  the  variable  data  is  often  so  great 
that  a  ripe  judgment  based  upon  experience  may  be  more  reliable  than 
computations." 

The  work  appears  to  be  confined  exclusively  to  the  statement  and  demon- 
stration of  the  precepts  pertaining  to  the  subject ;  and  that  this  has  been 
admirably  done  the  author's  name  is  sufficient  guarantee.    We  fail  to  notice,. 
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however,  a  single  citation  of  an  example  from  actual  practice,  a  fact  which 
leads  us  to  wonder  at  the  selection  of  the  motto  upon  the  title-page :  In 
scientiis  ediscendis  prosunt  exempla  magis  quant  prcecepta,  T. 


Dynamometers  and  the  Measurement  of  Power,  A  Treatise  on  the  Con- 
struction and  Application  of  Dynamometers ;  with  a  Description  of  the 
Methods  and  Apparatus  employed  in  Measuring  Water-Power.  By  John 
J.  Flather.  Ph.B.,  M.  M.  E.    New  York :    John  Wiley  &  Sons.     1892. 

In  spite  of  a  somewhat  conspicuous  absence  of  that  attention  to  logical 
sequence  in  the  arrangement  of  matter,  which  goes  so  far  to  the  making  of  a 
thoroughly  satisfactory  introduction  to  a  subject  hitherto  unknown  to  the 
reader,  the  present  little  volume  will,  we  think,  be  found  of  great  use  to  those 
desiring  to  form  some  acquaintance  with  the  matters  here  discussed. 

After  commenting  upon  the  losses  entailed  by  ignorance  of  the  extent  to 
which  power  is  consumed  by  the  various  functions  of  any  given  set  of 
machinery,  and  after  presenting  the  fundamental  formulas  underlying  the 
subject,  t;he  author  proceeds  to  a  description  of  known  forms  of  dynamom- 
eters, ancient  and  modern,  covering  a  large  number  of  machines  of  the 
various  well-known  types.  In  the  main  these  are  well  and  sufficiently  illus- 
strated,  and  (with  the  reservation  already  made)  satisfactorily  explained. 
Among  the  forms  described,  those  of  our  late  member,  Mr.  Robert  Briggs, 
and  of  our  ex-President,  Mr.  Wm.  P.  Tatham,  are  of  course  not  overlooked, 
while  a  hydraulic  dynamometer  designed  by  the  author  is  modestly  placed 
at  the  end  of  the  list. 

A  short  chapter  is  devoted  to  the  power  required  for  driving  lathes,  show- 
ing that  this  power  varies  considerably  more  than  is  popularly  supposed,  and 
the  volume  concludes  with  a  r6sum6  of  the  methods  in  use  for  the  measure- 
ment of  flowing  water  and  of  contrivances  specially  adapted  to  the  testing  of 
hydraulic  motors. 

The  index  is  perhaps  ample  for  a  work  which,  like  this,  treats  of  a  single 
subject.  T. 


Johnson^ s  Tables,  Stadia  and  Earth-work  Tables.  Four-plate  Logarithms. 
Logarithmic  Traverse  Table,  Natural  Functions,  Map  Projections,  etc. 
Re-printed  from  Theory  and  Practice  of  Surveying.  By  J.  B.  Johnson, 
Professor  of  Civil  Engineering,  Washington  University,  St.  Louis.  New 
York :    John  Wiley  &  Sons.     1892. 

As  indicated  by  the  title,  this  is  a  reprint  from  the  author's  standard  work 
on  surveying  which  has  already  been  noticed  at  length  in  these  pages,  and 
the  tables  are  chiefly  counterparts  of  those  in  common  use.  Hence  no 
extended  review  is  called  for  at  this  time.  We  are  glad  to  note  a  decided 
improvement,  as  compared  with  the  larger  work,  in  the  important  particulars 
of  paper  and  press-work,  in  spite  of  which,  however,  much  of  the  work,  and 
notably  the  two-page  table  of  four-place  logarithms,  from  Lee*s  Tables  and 
Formula,  fails  of  distinction  for  typographical  excellence.  T. 
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Franklin    Institute. 


{Proceedings  of  the  stated  meetings  held  H^ednesday^  October  ig,  i8g2,'\ 

Hall  of  the  Franklin  Institutb, 
Philadelphia,  October  19,  1892. 

Mr.  Henry  R.  Heyl,  in  the  chair. 

Present,  190  members  and  twenty-two  visitors. 

Additions  to  membership  since  last  report,  five. 

The  Secretary  reported  the  resignation,  from  the  Committee  on  Science 
and  the  Arts,  of  Dr.  George  A.  Koenig.  An  election  was  ordered  to  fill  the 
vacancy. 

Mr.  Shaw  nominated  Mr.  F.  M.  Jacquith ;  Prof.  Rondinella  nominated 
Mr.  F.  Lynwood  Garrison.  Mr.  Garrison  received  forty-two  votes,  and  Mr. 
Jacquith  twelve.    Mr.  Garrison  was  accordingly  declared  elected. 

Mr.  F.  E.  Ives  read  a  paper  descriptive  of  the  principles  of  construction 
and  operation  of  the  heliochromoscope,  a  new  optical  instrument  of  his 
invention  for  the  reproduction  of  natural  colors  in  photography.  The 
speaker  at  the  close  of  the  meeting  exhibited  a  photograph  of  a  bouquet  of 
natural  flowers  in  the  apparatus,  by  means  of  which  the  natural  colors  of 
the  objects  were  very  faithfully  reproduced.  Mr.  Ives*  paper  was  discussed 
by  Messrs.  Goldschmidt,  FuUerton,  Cooper  and  the  Secretary.  The  paper 
was  referred  for  publication. 

Mr.  S.  Y.  Buckman  described  an  automatic  tin-plate  machine  of  his 
invention,  and  in  connection  therewith  gave  a  sketch  of  the  present  state  of 
the  art  of  making  tin  plates.  The  machine  of  Mr.  Buckman  takes  the 
pickled  sheets  (which  are  longer  than  those  used  in  the  usual  method  of 
hand-dipping),  and  successively  and  continuously  performs  the  operations  of 
scouring,  drying,  joining,  fluxing  and  coating,  and  turns  out  the  product  in  a 
continuous  strip  of  terne  plate  of  any  desired  length.  (Referred  for  publica- 
tion.) 

Mr.  W.  E.  Lockwood  described  the  Boyer  Railway  Speed  Recorder, 
and  an  Improved  Smoke  and  Spark-consuming  Device  in  Locomotive 
Practice. 

The  Secretary  in  his  monthly  report  referred  to  the  present  condition  of 
the  Nicaragua  Canal  enterprise,  and  presented  an  abstract  of  the  proceed- 
ings of  the  recent  National  Nicaragua  Canal  Convention,  held  at  St.  Louis, 
in  which  the  project  was  cordially  endorsed. 

Mr.  Shaw  moved  that  the  President  be  empowered  to  appoint  a  com- 
mittee of  three  to  confer  with  a  similar  committee  to  be  named  by  the 
Manufacturers*  Club,  with  the  object  of  preparing  a  statement  embodying 
the  view?  of  the  two  bodies  for  transmission  to  the  Department  of  State. 
Carried. 

Adjourned.  Wm.  H.  Wahl,  Secretary, 
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HOW  THE  EARTH  is  MEASURED.* 


By  Prof.  J.  Howard  Gore. 


{A  lecture  delivered  before  the  Franklin  Institute,  November  30,  i8g/,'] 


[^Concluded  from  p,  3^6. "] 

The  name  which  will  always  be  associated  with  the  early 
history  of  Geodesy  is  that  of  Willebrord  Snell  (or  Snellius), 
a  Netherland  geometer.  He  has  rendered  the  first  years  of 
the  seventeenth  century  luminous  by  the  brilliancy  of  his 
mathematical  conceptions  and  the  boldness  with  which  he 
followed  up  his  hypotheses.  To  him  belongs  the  credit  of 
having  first  promulgated  the  theory  of  the  refraction  of 
light  and  the  discovery  of  the  three-point  problem,  usually 
ascribed  to  Pothenot,  while  he  enriched  the  literature  of  as- 
tronomy by  the  publication  of  an  important  paper  on  comets. 

*  Certain  portions  of  this  paper  are  taken  from  the  author's  work  on 
Geodesy,  published  by  Houghton,  Mifflin  &  Co. 
Vol.  CXXXIV.  28 
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The  year  1615  carries  with  itself  the  glory  of  having 
witnessed  the  inception  of  that  method  which  will  always 
be  used  in  geodetic  determinations — that  is,  the  system  of 
triangulating  from  a  known  base,  in  this  way  reducing 
the  probability  of  error  in  its  greatest  source — the  measure- 
ment of  a  long  line. 

As  this  general  plan  has  been  followed  by  all  who  have 
subsequently  made  attempts  to  determine  the  length  of  a 
terrestrial  arc,  the  method  of  Snell  deserves  a  complete 
description. 

It  is  said  that  Ptolemy  pointed  out  the  fact  that  in  order 
to  determine  the  length  of  an  arc  it  was  not  necessary  to 
measure  along  a  meridian. '  Still  no  one  was  willing  to 
accept  this  belief  until  Snell  demonstrated  it  to  be  true. 
He  went  still  further,  saying  that  since  it  is  not  essential  to 
measure  on  a  meridian,  it  is  not  absolutely  necessary  that 
the  terminal  points  should  be  connected  by  a  straight  line, 
but  the  line  may  be  broken.  This,  perhaps,  suggested  at 
once  that  at  least  some  of  the  lines  might  have  their  lengths 
computed,  thereby  saving  the  trouble  of  measuring  them. 
It  was,  of  course,  known  at  that  time  that  in  a  triangle,  if 
one  side  and  the  angles  be  given  the  remaining  sides  can 
be  found.  The  known  side  might  be  short,  while  the  com- 
puted sides  could  be  relatively  much  longer.  From  this  it 
was  but  a  step  to  realize  that  a  side  which  has  been  com- 
puted in  one  triangle  may  become  the  known  side  in  an  ad- 
joining triangle  and  aid  in  determining  the  remaining  sides 
of  the  latter.  Thus,  triangle  could  be  joined  to  triangle 
link  by  link — forming  what  is  now  called  a  chain  or  net — 
with  only  one  side,  called  the  base,  determined  by  direct 
measurement. 

His  operations  stretched  over  the  arc  between  Alcmaar 
and  Bergen  op  Zoom,  and  was  computed  in  the  following 
manner:  He  measured  with  a  chain  a  base  that  was 
perpendicular  to  the  line  joining  Leyden  and  Soerterwoude, 
^  ^  in  the  appended  figure;  this  was  326-4  Rhenish  rods. 
With  this  line  known  and  all  the  angles  of  the  triangles 
L  A  B,A  B  S,  and  Z  >4  5,  he  computed  Z  ^  as  a  side  of  the 
first-named  triangle  and  A  S 2i  side  of   the  second;  then 
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with  L  Ay  A  5,  and  the  angle  LAS  known,  the  side  L  S 
was  computed,  giving  this  as  a  new  base.  Upon  this  he 
formed  a  new  triangle,  and  continued  so  doing  until  he  had 


a  chain  of  thirty-three  triangles  reaching  a  church  spire 
which  he  had  previously  selected  for  the  terminal  point. 

The  angles  were  measured  with  a  graduated  semi- 
circle of  three  and  one-half  feet  diameter.  This  size  was 
necessary  as  it  was  not  until  sixteen  years  later  that  the 
vernier  was  introduced  to  aid  in  reading  angles.  This  semi- 
circle  was  likewise  unprovided  with  telescopes,'^  so  that  the 
observer  had  to  rely  on  the  unaided  eye  in  sighting  to 
distant  objects.  Snell  realized  that  this  crude  method  was 
liable  to  introduce  uncertainties,  so  he  sought  to  reduce 
them  to  a  minimum  by  measuring  all  the  angles  of  each 
triangle  and  computing  each  side  through  different  routes. 
As  these  variously  obtained  values  were  in  all  cases  quite 
harmonious,  he  naturally  congpratulated  himself  upon  the 
attainment  of  correct  results. 

Now,  knowing  the  length  of  each  side,  the  summation 
of  a  set  of  contiguous  lines  gave  the  length  of  the  broken 
line  joining  his  terminal  points.  However,  these  lines  not 
having  the  same  direction  it  was  necessary  to  calculate 
what  the  length  of  each  line  would  be  if  it  had  the  direction 
of  the  line  joining  the  ends  of  his  arc;  that  is,  he  found  the 
projection  of  each  line  upon  this  direction ;  then  the  sum  of 
these  projections  gave  the  distance  required,  which  he 
found  to  be  34710*06  rods.  With  this  value  for  A  B  it  was 
necessary  to  find  A  C,  the  meridian  distance  between  A, 
Alcmaar,  and  C  the  parallel  of  By  Bergen  op  Zoom.  Here 
again  the  question  was  simply  to  find  the  projection  of 
A  B  on  a.  north  and  south  line.  For  this  he  needed  to 
know  in  addition  to  A  B^  the  angle  B  A  C,  or  the  azimuth  of 
the  oblique  arc  A  B.  For  the  purpose  of  determining  this 
azimuth,  Snell  carefully  fixed  from  astronomic  observations 
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the  meridian  of  Leyden,  and  then  measured  at  Leyden,  the 
angle  which  one  of  the  sides  in  his  chain  made  with  this 
meridian.     By  combining  this  azimuth,  or  angle  of  position 


as  he  called  it,  with  certain  angles  in  the  chain,  he  obtained 
the  azimuth  of  A  B  or  the  angle  B  A  C\  The  result  of  this 
computation  gave  33,930  rods  for  A  C 

With  the  length  of  the  arc  known,  nothing  remained  but 
to  know  its  amplitude,  or  the  difference  in  the  latitude  of 
Alcmaar  and  Bergen  op  Zoom.  The  latitudes  were  deter- 
mined from  observations  made  with  a  quadrant  of  five  and 
one-half  feet  diameter,  likewise  without  a  telescope.  The 
results  of  his  observations  gave  : 

Latitude  Alcmaar, 52®  4</  30'' 

Bergen, 51**  29''  00'^ 


/^ 


Amplitude  of  the  arc, 1°  11^  30' 

So  we  have  for  a  degree  t^j^.3^.33930  or  28,473  rods.  By 
taking  the  arc  from  Leyden  to  Alcmaar  he  found  for  a 
degree  28,510  rods;  from  these  two  discordant  results  he 
arbitrarily  assumes  28,500  rods  for  a  degree. 

As  most  of  the  measures  of  this  period  are  given  in 
toises  (a  toise  being  approximately  6*4  feet),  the  length  of  a 
degree  as  given  by  Snell  is  55,072  toises,  counting  the  rod 
at  I  9324  toises. 

Since  the  error  in  this  length  of  a  degree  is  practically 
2,000  toises,  while  the  method  is,  in  general  terms,  correct, 
it  is  well  to  look  into  the  sources  of  this  discrepancy.  The 
first  which  attracts  our  attention  is  the  fact  that  he  regarded 
the  surface  of  the  earth  as  a  plane,  and  computed  all  of  his 
triangles  by  plane  instead  of  spherical  trigonometry,  with- 
out  making  any  correction  for  spherical  excess — the  amount 
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by  which  the  three  angles  of  a  spherical  triangle  exceed 
1 80*^.  This  negligence,  however,  would  in  troduce  no  serious 
error,  as  none  of  the  triangles  were  large,  and  the  spherical 
excess  is  only  about  one  second  for  seventy-five  square  miles. 
But  in  the  last  triangle  B  A  C  when  computing  the  length 
of  the  arc  A  C,  Snell  regarded  it  as  a  chords  thereby  making 
an  error  of  one  toise. 

Had  his  vertices  or  stations  been  at  different  elevations 
It  would  be  necessary  to  reduce  the  angle  which  he  observed 
between  two  stations  of  different  elevations  to  its  equiva- 
lent in  the  plane  of  either,  because  his  instrument  was  not 
level,  but  so  canted  as  to  be  in  the  oblique  plane  of  the  two 
stations — so  that  the  angle  read  was  oblique  and  not  hori- 
zontal. The  modem  method  of  observing  with  the  circle 
level  provided  with  a  telescope  having  a  vertical  motion 
enables  one  to,  ascertain  at  once  the  horizontal  angle 
between  points  of  different  elevations.  Then  we  project 
all  vertices  upon  the  surface  of  an  ellipsoid  which  differs 
the  least  possible  from  the  mathematical  shape  of  the  earth 
and  bind  these  points  with  lines  upon  this  surface.  After 
deducting  equally  from  each  angle  the  computed  spherical 
excess,  the  computations  are  carried  forward  in  accordance 
with  the  established  principles  of  plane  trigonometry. 

Thus  far  the  sources  of  error  pointed  out  in  this  pioneer 
work  are  insignificant.  Those  that  remain  are  :  base-meas- 
uring, angle-reading  and  astronomic  determinations. 

Snell  himself  suspected  the  existence  of  the  two  first 
named  and  went  so  far  as  to  re-measure  his  base,  which  he 
did  with  wooden  rods  on  the  ice  which  was  formed  on  the 
overflowing  waters  around  Leyden  in  1622.  A  triple  meas- 
urement of  this  base  satisfied  him  that  his  linear  deter- 
mination  was  good.  He  then  repeated  the  measurement 
of  the  angles  and  found  some  discrepancies  which  caused 
him  to  say  in  his  note-book  that  his  last  readings  were  the 
only  reliable  ones.  By  this  time  his  advanced  age  pre- 
vented him  from  recomputing  all  the  triangles— a  labor  at 
that  time  very  onerous,  owing  to  the  non-existence  of 
logarithmic  tables. 

About  100  years  later  Musschenbroek,  a  descendant  of 
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Snell,  revised  the  entire  work,  using  a  quadrant  with  a  tele- 
scope  attached.  With  this  instrument  he  detected  a  num- 
ber of  errors  in  the  angles  of  his  predecessor,  which,  with 
a  new  determination  of  the  latitudes  of  the  terminal  points, 
gave  a  value  very  nearly  correct,  according  to  our  present 
judgment. 

Modem  practice  differs  from  Snell's  operations  in  char- 
acter rather  than  kind.  We  measure  now  a  short  line  three 
or  four  miles  in  length,  erect  upon  it  sides  of  a  triangle,  add 
triangle  to  triangle,  forming  a  chain,  project  the  continuous 
broken  line  upon  a  meridian,  determine  the  amplitude  of 
the  arc  by  obtaining  the  latitudes  of  its  termini  and  thus 
find  the  length  of  a  degree. 

But  in  measuring  the  base  we  exercise  the  greatest  cau- 
tion, in  obtaining  the  exact  length  of  the  measuring  unit  in 
terms  of  a  standard,  and  in  securing  conditions  such  as 
insure  exact  repetitions  of  this  unit.  So  that  when  we  say 
the  base  contains  the  unit  a  certain  number  of  times,  we 
know  that  the  length  will  be  expressed  by  that  number  of 
times  a  known  quantity.  Those  who  have  had  experience 
with  instruments  of  precision  know  how  difl&cult  it  is  to 
obtain  the  length  of  one  unit  in  terms  of  another ;  and  all 
who  have  employed  standards  of  measure,  or  sought  con- 
stant temperature  will  realize  how  hard  it  is  to  repeat 
operations  under  similar  conditions.  Notwithstanding 
these  difficulties  great  accuracy  is  possible.  Last  summer 
it  was  my  good  fortune  to  participate  in  the  measuring  of 
a  base.  We  obtained  two  results  for  its  length,  differing 
from  one  another  by  a  quantity  less  than  one-fifth  of  an 
inch — a  discrepancy  reniarkably  small  when  we  consider 
that  the  length  of  this  base  was  more  than  three  miles. 

In  the  matter  of  triangulation  improved  angle-reading 
instruments  are  now  employed,  and  extra  precautions  are 
taken  to  observe  under  such  conditions  as  to  eliminate 
errors  of  refraction,  or  errors  resulting  from  faulty  con- 
struction of  the  instrument.  That  this  has  been  success- 
fully accomplished  can  be  seen  from  the  statement  that  the 
measured  length  of  the  Olney  base  differed  from  the  value 
obtained  through  triangulation  from  the  Chicago  base — 200 
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miles  distant — by  two  inches — and  this  achievement  does 
not  stand  alone. 

The  astronomic  determinations^one  of  the  most  im- 
portant features— have  likewise  improved  in  accuracy,  and 
calling  electricity  to  their  aid,  astronomers  are  now  enabled 
to  ascertain  with  requisite  precision  the  amplitude  of  an 
arc  of  parallel  by  determining  the  difference  of  longitude 
of  the  terminal  points. 

In  this  advance  there  was  demonstrated  beyond  doubt 
the  fact  that  a  degree  of  the  equator  had  not  the  same 
length  that  a  degree  of  meridian  had.  This  had  been  sus- 
pected long  before  astronomy  gave  the  casting  vote,  and  as 
if  to  complicate  the  problem  degrees  of  the  same  meri- 
dian seemed  to  have  lengths  varying  with  the  latitude. 
Theory  and  pure  mathematics  in  the  wizard  hands  of 
Newton  made  ellipses  of  the  earth's  meridians — ellipses 
whose  shorter  axis  was  the  axis  of  rotation.  At  the  poles, 
therefore,  the  curvature,  the  amount  of  change  or  deflection 
from  a  straight  line  was  less  than  at  the  equator,  and  as  a 
greater  circumference  and  hence  longer  degree  go  with  the 
less  curvature,  a  degree  near  the  pole  would  be  longer  than 
towards  the  equator. 

Inseparably  connected  with  the  name  of  Newton  is  that 
of  Huygens.  His  attention  was  first  drawn  to  the  subject  of 
the  figure  of  the  earth  by  the  variation  in  the  length  of  the 
seconds  pendulum  in  different  latitudes,  which  was  first 
announced  as  an  observed  fact  when  Richer  returned  in 
1672  from  Cayenne.  It  was  quite  natural  that  Huygens 
should  take  notice  of  everything  related  to  pendulum  beha- 
vior,  as  he  was  at  this  time  busy  with  the  application  of  the 
pendulum  to  the  regulating  of  clocks.  He  immediately 
perceived  that  this  phenomenon — the  shortening  of  the 
seconds  pendulum  on  approaching  the  equator — was  caused 
by  the  centrifugal  force  at  the  earth's  surface,  which, 
increasing  as  the  equator  is  approached,  lessens  the  power 
of  gravity  and  retards  the  time  of  the  pendulum's  vibration. 
It  also  occurred  to  him  that  if  the  earth  were  a  perfect 
sphere,  a  plumb-line  would  not  be  at  right  angles  to  the 
sea,   or   to   the   surface   of  standiiig  water,  but  would  be 
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deflected  somewhat  by  the  action  of  centrifugal  force. 
Hence  a  light  body  in  still  water  would  not  press  perpendic- 
ularly upon  the  surface,  and  consequently  could  not  be  at 
rest,  which  is  contrary  to  experience.  Huygens,  therefore, 
argued  that  the  earth  was  not  spherical,  but  protuberant  at 
the  equator,  so  that  the  terrestrial  meridians  might  every- 
where be  perpendicular  to  the  plumb-line.  Here  he  ceased 
speculating,  perhaps  waiting  for  observations  to  in  some 
way  substantiate  his  views,  nor  did  he  proceed  until  New- 
ton furnished   the  stimulus   in  the  nature  of  a  suggestion. 

Newton  determined  the  ratio  of  the  two  axes  by  conceiv- 
ing two  columns  of  fluid  to  extend  from  the  centre  of  the 
earth  outward  towards  the  surface ;  one  to  the  equator,  the 
other  to  one  of  the  poles.  Since  these  two  columns  were 
in  equilibrium  they  would  press  upon  one  another  with 
equal  intensity,  so  that  the  ratio  pf  their  lengths  would  be 
found  by  comparing  their  weights.  The  weight  of  the 
equatorial  column  is  equal  to  gravitation  diminished  by 
centrifugal  force,  while  the  polar  column,  unaffected  by  the 
earth's  diurnal  motion,  had  a  weight  dependent  solely  on 
the  gravitation  of  its  particles. 

This  centrifugal  force  of  each  equatorial  particle  de- 
pended upon  its  angular  velocity  and  its  distance  from  the 
centre,  but  its  gravitation,  resulting  from  the  combined 
attraction  of  the  surrounding  particles,  was  one  of  the 
problems  first  solved  by  Newton.  The  result  of  this  discus- 
sion gave  as  the  ratio  of  the  polar  to  the  equatorial  axis, 
229  to  230.  This  is  usually  stated  b  \  aw  229  :  230,  and  the 
ellipticity,  which  is  the  ratio  of  a  —  ^  to  ^  is  y^. 

This  was  the  needful  suggestion  for  Huygens.  He  at 
once  took  up  the  problem,  but  rejecting  the  Newtonian 
principle  of  an  attraction  between  the  particles,  he  placed 
in  the  centre  of  the  mass  a  force  attracting  the  particles 
according  to  the  inverse  square  of  the  distances.  Upon 
this  hypothesis  he  proved  that  a  homogeneous  body  of  fluid 
revolving  upon  an  axis  will  be  in  equilibrium  when  it  has 
the  figure  of  an  oblate  spheroid  very  little  different  from  a 
sphere,  the  ellipticity  being  one-half  of  the  ratio  of  centri- 
fugal force  to  the  gravity  at  the  equator,  or  ^  X  7^  =  ^. 
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He  tried  to  verify  his  theorj-  from  actual  experiment,  so  he 
took  a  soft  globe  of  clay  and  attached  it  to  an  axis.  This 
he  caused  to  revolve  very  rapidly,  when  he  observed  that 
the  ball  became  flattened  at  each  end  of  the  axis  and 
enlarged  at  the  middle. 

He  very  cleverly  concluded  from  this  theory  that  the 
water  adjusts  itself  over  the  surface  of  the  earth  and  that 
the  fixed  land  must  do  the  same — for  if  the  land  at  the 
poles  were  exactly  at  the  same  distance  from  the  centre  of 
the  earth  that  the  equator  is,  the  water  of  the  sea  in  this 
latter  region  would  be  raised  above  the  land.  But  since  we 
find  at  the  equator  large  areas  of  land,  these  too  must  have 
been  thrown  out  under  the  action  of  centrifugal  force,  and 
for  this  to  be  possible,  the  earth  was  at  one  time  in  a  fluid 
condition,  becoming  solid  later  in  its  life.  Quite  recently 
Professor  Stokes  has  enunciated  almost  the  same  idea  when 
he  said  that  the  fact  that  the  waters  of  the  earth  are  in  equi- 
librium shows  that  at  some  time  there  must  have  been  a 
bulging  out  of  the  land  in  the  equatorial  regions.  Newton 
saw  in  the  flattening  of  Jupiter  as  reported  by  Cassini 
(1691)  a  proof  by  analogy  of  the  oblate  hypothesis. 

The  acceptance  of  a  flattened  earth  was  by  no  means 
instantaneous.  Terrestrial  measures  were  not  harmonious, 
but  their  weight  of  evidence  was  on  the  other  side  or 
towards  an  elongated  earth.  This  caused  a  conflict — 
notable  in  the  history  of  Geodesy  sending  champions  of 
the  latter  hypothesis  to  Peru  and  within  the  polar  circle  to 
bring  back  as  the  fruits  of  years  of  toil  the  lengths  of  an  equa- 
torial degree  and  of  a  polar  degree.  The  evidence  was  on 
the  unexpected  side— the  earth  was  flattened.  However, 
the  adherents  did  not  at  once  relinquish  the  elongated 
theory,  but  computed  and  re-computed  the  tell-tale  figures, 
discussed  and  re-discussed  the  methods  which  yielded  such 
unwelcome  results. 

Knowing  that  the  earth  is  round  like  an  orange  and  flat- 
tened at  each  pole  is  not  sufficient,  the  amount  of  this  flat- 
tening is  of  great  importance — it  enters  as  a  potent  factor 
into  all  computations  of  directions  and  distances  which 
extend  over  any  considerable  portion  of  the  earth's  surface. 
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With  an  erroneous  value  ..or  this  flattening — this  ellipticity 
— maps  would  be  a  contorted  representation  of  countries, 
boundary  lines  would  cause  endless  confusion  and  ships 
often  follow  a  plotted  course  to  their  destruction. 

The  earth's  diameter  is  often  the  astronomer's  unit,  and 
furnishes  him  with  a  base  on  which  to  construct  triangles 
to  bring  the  starry  bodies  under  our  grasping  measures.  A 
faulty  value  for  this  unit  retarded  for  twenty  years  the  dis- 
covery of  the  theory  of  universal  gravitation,  and  with  its 
correction  that  principle — finite  in  demonstration  was 
applied  to  the  infinite  and  worlds  were  harnessed  with 
invisible  traces. 

To  know  the  length  of  degree,  to  ascertain  the  shape  of 
the  earth,  men  have  braved  the  cold  within  the  Arctic  circle^ 
endured  the  heat  of  the  equatorial  regions,  and  penetrated 
India's  malarial  jungles.  Peaks  have  been  climbed,  deserts 
traversed,  and  hostile  tribes  subjugated.  To  the  theoretical 
side  scores  of  the  world's  most  profound  mathematicians 
have  devoted  tteir  time,  contributing  6,000  treatises  to  the 
literature  of  the  subject,  while  the  practical  side  has  been 
pushed  ahead  by  the  energies  of  countless  troops  of 
observers,  artisans  and  laborers,  supported  by  the  expendi- 
ture of  millions  upon  millions  of  dollars,  and  is  advanced 
at  this  time  by  the  united  efforts  of  sixteen  nations,  each 
working  within  its  own  territory,  but  with  a  common  plan 
and  harmonious  methods. 

Does  our  utilitarian  friend  listen  patiently  and  say 
despondingly  cui  bono  ?  One  item  of  ignorance  dispelled  is 
like  a  grain  of  sand  removed  from  the  most  delicate  mecha- 
nism. One  particle  of  knowledge  diflfused  is  a  lubricant 
that  may  facilitate  the  movements  in  the  vast  cycle  of 
sciences  from  centre  to  periphery. 

The  line  joining  two  points  of  observation  on  the  earth's 
surface  is  our  base  line  for  estimating  the  distance  to  the 
heavenly  bodies.  With  an  approximately  correct  value  for 
this  Newton  demonstrated  a  principle  as  unlimited  as  the 
infinite.  What  a  more  accurate  value  may  suggest  is 
beyond  conjecture. 

He  who  makes  a  contribution  to  science  benefits  the 


Digitized  by 


Google 


Dec..  1 892. 1  How  the  Earth  is  Measured.  425 

human  race.  He  furnishes  a  stimulus  whose  action  is  above 
conception,  and  plants  a  seed  whose  fruit  may  nourish* 
coming  ages. 

Morse  invented  the  telegraph  but  had  to  wait  for 
Henry's  induction  coil.  The  telephone  was  a  useless  toy  in 
Germany  until  Bell  made  electricity  the  vibrating  agent. 
Adams  saw  Neptune  in  the  perturbations  of  Uranus  before 
it  was  visible  to  Galle's  cyclopian  eye.  Mendalaef  pointed 
out  by  a  Keplerian  law  three  chemical  elements  when  the 
catalogue  was  supposed  complete. 

Instances  without  number  might  be  given  showing  how 
the  world  stood  still  awaiting  a  scientific  discovery,  how 
practice  paused  for  theory,  how  the  artisan's  hand  was  freed 
by  a  savant's  brain. 

We  do  not  glorify  the  Arctic  explorer  simply  because  he 
waved  our  flag  over  a  parallel  never  before  visited,  but 
because  of  the  direct  visible  result  of  the  spirit  of  investi- 
gation, and  the  indirect  encouragement  for  others  to  search 
more  prolific  fields. 

The  African  traveller  returning  with  the  map  extended 
over  much  that  was  hitherto  unknown  ground  makes  as  his 
greatest  contribution,  the  inspiration  to  observe  what  sur- 
rounds us,  to  widen  our  limits,  and  "  to  see  books  in  running 
brooks." 

The  link  binding  animal  to  vegetable  life  may  be  verified 
by  a  fisherman  finding  a  more  simple  example  of  sporadic 
existence.  The  earliest  stage  of  life  on  this  globe  may  be 
pushed  down  below  the  geologist's  calendar  by  a  child 
picking  up  a  single  fossil. 

Let  us  then  honor  science  for  science  sake  as  well  as  for 
its  utilitarian  results.  Let  us  revere  that  motive  which 
prompts  men  to  measure  the  earth  with  a  span  or  estimate 
the  approach  of  a  star  by  a  spectroscopic  line. 
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MAXIMUM     STRESSES     from     MOVING     SINGLE 

LOADS  IN  THE  MEMBERS  of  THREE-HINGED 

ARCHES. 


By  Emrick  a.  Werner. 


\^Continued  from  p.  J84J] 
MAXIMA. 

Ci^maximnm,     Maximum  line ^^  =  -?|—    =  23'! 

65 

Maximum  span  =  (^^  —  a)  +  a=  2yi 

-_   max  =  20  IVi  —  13  IV 
^S 
Second  driver  of  first  engine  in  (i  5) ;  fifth  driver  2*25  from 
Abutment-^. 

To  the  right  of  the  dividing  line  (15) 
fF=  140  W^  =  100 
To  the  left  of  the  dividing  line  (15) 

IV=  140  W^  =  75 
whence 

dC  __  ["1,820  —  2,000  <  o 
dg-  ~~  [1,820  —  1,500  >  o 

and 

R  I  =  19,248 

y?'/=  1,752 

Check  R  I  +  R'  /=  21,000  =  140  X  150  =  IV  / 

^.5  =  638 

R,,  =  8.748 

H/=R~  —Rj,  =  S76 
2 

Hy  =  Hf.y  =  iiS 

Check  R\^  —  290 
R\,  =  20 

/^'/=  — --^'75  =  9.624 

2 
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H  f  -^  f  =1  H  =  2g,200 
C^max.  =  {—-\    — H =^72 -^22-2 — //'  =  43,800  —  29,200  = 

=  +  i^^fioo 
Check  (^  y  —  7/  =  +  14,600 


C30  max. — 

Maximum  span  =  40*0 

Second  driver  in  point  (30),  second  tender  wheel  575  from 
Abutment  A. 


H  —  69,200  \-r\    =  1.702  -^  22-2  =  1 
^  h  /16 


23,400 


C„  max.  =  (._)„  —  /T  =  +  54,200 

Maximum  span  =  53-0 

^^20  fTi—  17  fT 
^^ 

First  driver  on  point  (45),  last  wheel  of  first  tender  6*0 
from  Abutment  A,  followed  by  3*8  feet  of  3,000  pounds  per 
lineal  foot. 

C45  max.  =  (^\  —  H  =  1,682  -4-  78  —  //  =  108,300 
\  //  /« 

^— (f).-(T.l=+^^3- 
CjQ  max,^"^ 

Maximum  span  =  63*2 

dC 
—  =2olV,-i9lV 
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First  wheel  of  first  engine  in  (60),  last  wheel  of  tender 
13-0  from  Abutment  A^  followed  by  iO'8  feet  of  3,000  pounds 
per  lineal  foot. 

Cjo  max.  =  976  -f-  42  —  H  =  232,200  —  135^600  =  g6^6oo 

Minima, — 
C,5  min, — 

Minimum  span  =  1 26*9 

^S  =  13  H^— 22  W^ 


/t.7.-« 


'\ 


Y^^ ^ ^'^' 


% — \ 


jt. 


■1 

I  vemimtosryyxA  i     i     i    i        i    i  ^   i    i        i       i     i      i     i        i    i    i    i     i        I  ^ 

I z?£ IL 91- J 


I'll       '    'A»    i       '      I    '     '    t      MM 


Fig.    17. 
C,5  min,  =—H-r  (-^)jj  =  —  (364.400  +  37, 100)  = 
=  —  401,500  pounds. 

Cjo  min. — 

Minimum  span  =  1 10' 'O 

"^.^  =  IS  ri^_22  W^ 
dg 

Third  driver  of  second  engine  on  top  hinge. 

C30  min,  =  —  443700 

Z^ii  =  —  58,200 
C45  min. — 

Minimum  span  ==  97*0 

iS=  17  jr_22  W^ 
dg 

Fourth  driver  of  first  engine  on  'top  hinge. 
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C45  mm.  =  —  503,600 

An  =  —  74,900 

C^  mtn, — 

Minimum  span  =  86*8 

^=19  lV—22  Wi 

Second  driver  of  first  engine  on  top  hinge. 
C^min,  =  —  515,500 

Av  =  —  25,500.— 

Horizontal  Component  D  of  the  Stresses  in  the  Diagonals — 


A  =  c;  -  c_ 


^^.  =  (f)-(f).- 


X  —  Ax  ...  ... 

/x  \  n  /x-:^x 

Using  the  bottom  chord,  we  have : 

A  =  c\,  -  c, 

but 

hence : 

<^i.  =  [0-35  ^Vyg.  +  '^  (15  -  0-65  g,)  -  0-45  IV, g,}  -L. 

22  2 

subtracting  22*2  H  =  [0-37  IV^g^  +  ^2(0  -\    0*37  g^)  + 

H-o-37  ^V,g,]     \- 
22  2 

A  =  [072  W^g^  +  ;F,(i5— o-28^2)-o-o8  W^g;\  -L. 

Ai  =  Cat,  —  Cu  =  J  C„ 
22-2  C^  =  [5-55  H^i^i  +  JKj  (666-0  —  16-65  ^2)  — 

—  777  "^»^J:r;rr^— „r8 

22'2   X    130 

subtracting  13-8  C,g  =  [4-83  IVig^  +  W^  {207-0  —  S-gj  g.)  — 


Digitized  by 


Google 


430  Werner :  [J.  F.  I. 

Ai  =  [072  W,  g^  +  W^  (149-0  —  7-68  g^  — 

—  1-56  W^g^ \ 

^        *^'-'22-2  X  13-8 

■^III   =  ^45  ^10=     ^  C^ 

13-8  C«  =  [2-07  W^g^  +  W',  (62 1 -o  —  1 173  ^2)  — 

—  3-45  W^»^»] ^ 

J'fs      '^'J  13-8  X  7-8 

subtracting  7-8  C«,  =  [1-95  W',^,  +  W^  (234-0  —  5-85  ^,)  — 

—  2-73  W.g{\ ? 

'^      '*'-'i3-8  X  7-8 

All  =  [0-12  fF.^i  +  JTj,  (387-0  —  5-88  ^j)  — 
-0-72  JF,^,]  ' 


I3'«   X  7-8 
Av  ^  ^ao  —  C!ig  =  J  CJm 
7-8  Cao  =  [0-39  W^  g^  +   fT,  (468-0  —  7-41  g^)    - 

-  1-17  f^^,]  ' 


7'8   X  4'2 
subtracting  4*2  C«  =  [0-63  W,  g^  +  W^  (189-0  —  3-57  ^j) 

-  I -05  W,g,^         ' 


7'8   X  4'2 


Div  =  [—  0-24  W^  g^  +  «^,  (279-0  —  3-84  g^  — 

—  0-12  W^g^ \ 

'*'-■     7-8   X  4-2 

\\  h  /ih  \ 

=  -[^+C„] 

C„  =  [0-05  W,  gi  +  W^  (6o-o  —  0-95  g^)  —  o-i  s  w^g;\l- 

4-2 

adding 4-2 H=\p-07  W^g^ -\- iV^(p  +  0-07 ^j)  +  0-07  W^ ^,]  -L 
4'2 

A  =  —  [0-I2  fF,  g^  +  W',  (60  —  0-88  ^,)  —  o-o8  fr,^j  -L 

4*2 
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Check: 
Using  the  top  chord  we  find : 

A  =  [072  W,gx-\-  W^(is—  0-28  g,)  -  0-88  H, ^J  -^ 

"i  =  Qi  —  ^i» 
22-2  Cjo  =  [10-656  W^  g^  +  W^  (666-0  —  11-544^,)  — 

-2-064  W,g^  1 

22-2  X  138 

subtracting  13-8  Q  =  [9-936  W',^,  +  W^  (207-0—  3-864^,)  — 
—  1-104  W^g;^  J 

22-2   X    13  o 


Z?„  =  [0-72  ff',  ^,  +  W^  (459-0  —  7-68  g^  — 

—  I  -56  w^  g^ ! 

^  **'-'22-2   X    13-8 

A.I  =  C^-C^=  [18-3  C«  -  7-8  C^ 


13-8  X  7-8 

=  [0-12  W^  g,  +  W',  (387-0  —  5-88  ^,)  — 

—  0-72  W.  gJ\ ? 

^       '**-■  13-8  X  7-8 

Av  =  Q.  —  C«  =  [78  C,  —  4-2  6«] 


7*8  X  4"2 
=  [  —  0-24  W^  g^  +  W^,  (279-0  —  3-84  gt)  — 

—  0-12  w^g;[  —-L 


7-8  X  4*2 

Z?v  =  C„-C«  =  — C;,=  — [0-I2  JT,^,  +  /i^,(6o  — o-88^,)— 
-o-o8^n^,]— 
4-2 

Vol.  CXXXIV.  29 
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Werner . 


[J.F.L. 


Z>i  =  6',5  max,  =  ( ~  \    max,  =  62,600  pounds. 

Dii  max,  —  Max.  line  —  ^m  =  ^^'^  =  59*^4  ^oi^a  *  =  o 

768 

Max.  span  =  a  +  (^^  —  ^)  =  59'64 

"^^  =  -  a  {W,  +  w)  +  ^  W,+  -'^-  \ax-  {k  -  M^  = 

11} 
=  _  072  ( ^T,  +  zt/)  +  7*68  ^^2  —  207  — 


k «^^ 

'  '    i.    '  I  I  I  I     I  I    ill  


»r 


Fig.  18. 
To  the  right  of  the  dividing  line  (15) 

[fFi  =  55  «/  =  7S]  f^2=  130 
To  the  left  of  the  dividing  line  (15) 

\}v^  =  ssw  =  50]  f*'2=  155 

whence 

dP  _  j  —  75*6  +  1 190*0  —    690-0  =  —    765-6  +  1 190-0  >  o 
'dg  ■■  I  —  93*6  +    998-0  —  1035-0  =  —  1 128-6  +    998-0  <  o 


and 


Check : 


y?  /  =  30-617 
K  I  =  8,383 

R  1  +  Rf  /=  39,000  =  260  X  150  =  W I 
R,,  =  452 
^30  =  1,596 


R. 


11,117 


Hf  =  R±  —y?75  =  4,192 
2 
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Check : 

R\^  =  8,383 
>?'*)  =  4.935 
^'75  =  0 

Hf=R>^^-  /?'„  =  4.192 

H yv,  =  {h  f.  Z-)^_^  =  4,192  X  0-36  =  1,509 
H  y^  =  H  f  X  0-64  =  2,682 

—  ^  Jis]  ~  =  50,000 
^"  =  ("!)«  -  (f ).,  =  +  ^3.700  pounds. 


Drrj  max. 


dD 


Maximum  line  =  65*82 
Maximum  span  =  65*82 


^  =  —  0-I2  {W,  +  w)  +  5*88  W^  -  117  ^ 


6r^StL 


-  ^^- 


1  - 


I  I   I  h    [Mil 


-® 


ixy^. 


^Ji 


Fig.  19. 


? 


^'"  =  (f )«  -  (f )«  =  '33.000  -  ,25,900  = 
=  107,100  pounds. 
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Z>iv  max, — 

Maximum  line  =  72*66 

Maximum  span  =  (^^  —  a)  =  from  (60)  to  72-66 
a  and  c  being  negative. 

-^  =  +  0-24  w  +  3-84  W,-6i^ 

Third  driver  of  first  engine  on  (60),  last  wheel  of  tender 
of  first  engine  59*5  from  Abutment  B. 


dg         ^ 


0-24  X  65  +  3-84  X  75  —  0-I2  X  80  —  ^  X  63  = 

=  3,036—  219-6  >  o 
0-24  X  90  +  3-84  X  50  —  o*i2  X  80  —  75  X  63  = 

=  213-6  —  324-6  <  o 

Av  =  (^)^— (^),,=^  +  5S.200  —  (— 30,000)=  ^85,200 

Dy  max, — 
D,  =  (^-\    -(^)    ==-(f)    =-260,600 pounds. 

V   //   /75  \   H  /GO  V   //   /W 

Minima, — 

^-=(f),. -(f).  =©,.«•■»• =-'^'^>'--^- 

Dii  Min. — 

Min.  span  =  90*36 

^J?  =  7.68  lV,-vs6  IV,  ^ 

top  hinge  —  dividing  line 

^  =  64  W—77  W^     • 

Third  driver  of  first  engine  on  top  hinge,  second  wheel 
of  second  tender  1-5  from  Abutment  B, 

Dumin.  =   (^)^    -    [^^^^    =  —   132,000  +  56,400   = 

=  —  75,600 
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Min.  span  =  84-18 


dP 
dg 


=  49  ^^-55  W, 


Second  driver  of  first  engine  on  top  hinge,  first  wheel 
of  second  tender  175  from  Abutment  B. 

Dmmin.=  (^^^   —(J!^^^==—   223,600    +    130,600  = 

=  —  93,000  pounds. 
Diy  Min. — 

Max.  line  ^m  =  7^'^ 

Min.  span  =a+  (-^  —  .^m)  +  ^ 

or  from  o  to  (45)  and  from  (72-6)  to  (150) 

dg 

=  0-24  (  W^i  +  w)  3-84  +  W^  —  0-I2  W^  —  4*2  zt; 


dD 
dg 


^r 


I 


LU. 


J  ^    ^ 


I       I     I    I    J 


-^7^'i- 


77' i^ 


M. 


L.ti-4! U!   I  !    I  I  I  I  I     Mill, 


Fig.  20. 
Top  hinge  =:  dividing  line.     To  be  a  maximum  W^g^^ 
must  have  a  load  in  (45). 

[Note, — Another  position  of  the  loads  answering 

djD 

dg 
can  be  found  in  reversing  the  trains.    The  values  of  the  stresses  correspond- 
ing to  these  positions  must  be  calculated  and  the  absolute  maximum  found. 
I  have  in  all  instances  only  given  the  latter.] 

^-=(f  )„  -  (f)«  =  -54.900 -(+  .2.400)  = 

=  —  67,300. 
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Dy  min. — 

Vertical  Stresses  P  in  the  Posts. 

For  determining  P  maximum  and  P  minimum  always 
that  end  of  the  post  must  be  selected  taking  up  no  moving 
loads. 

(I)  One  diagonal  acting  at  the  end  of  the  post. 

{a)  Diagonals  running  from  left  to  right  corresponding  to  -\-  D 


or  as; 


Fig.  21. 
/>5  =  Co  tan  /ii  —  6j5  tan  ji^  -\-  D^  tan  a^ 

Di  =  C,5  —  Co  =  J  c,5 
=  Ci5  (Jan  «!  +  tan  /Jij  =)  —  Q  {tan  a^    \-  tan  [x^ 


and  as 


/>,5  =  2-04  Ci5  +  2-20  H 

2-04  Q  =  [0714  W^  g^  +  IV^  (30-6  —  1-326  ^2)  — 

_  0-918  lV,g,]-l- 
22  2 

2-20  H  =  [0-814  JT,  ^,  +    lVt{0  +  0-814  ^2)  + 

+  0-814  w^.^J-^, 

22  2 


/>,,  =  [1-528   I*;^i  +    ^1^2(30-6  -0-512^2)  — 0104  ^^,^J~i- 

22'2 
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Ao  =  Cn  *^^  /^  —  ^30  ^^«  ft  +  Ai  ^««  «1 

or  as : 

2)ji  =  630  —  c,5  =  J  C30 

=  C,o  (^^«  «2  H-  ^^«  ft)  —  ^15  (^^«  «a  +  ^^^^ft) 
=  1-32  Cao—  1-48  C,5 

=  [0-1776  H^i^i  +  «^a  (57276  -  87024^,)  — 
-  1.0656  fn  ^3]  _-J- 


22-2  X  I3"8 
P^  =  076  C46  —  0-92  Cao. 

=  [  —  0-2208  W,  g,  +  W^  (256-68  —  3-5328  g^  — 

—  0-II04  w^g;\ 


13-8  X  7'8 
^60  =036  Ceo  — 0-52  C« 

=  [—  0-1872  W,  g^  +  H^a  (70-20  —  0-81 12  ^j)  + 

+  0-1248  ^^3^3]  ,.^    \  ^,, 
7*8  X  42 

From  these  general  equations  we  deduct  the  maximum 
stresses  of  P  corresponding  to  positive  values  of  D. 

Maxima, — 

Pi5  max.  ( -I-  D) 

Max.  line  g^  =  ^^^  =  59*8 
512 

Max.  span  =  a  -\'  {jg^  — a)  =  59*8 

As  shown  by  • 

I 
22-2 
/'la  is  a  function  of 

fM\ 


(f) 


15 


only. 


=  255  W^  —  64  PF 
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"WT"" y^ — 5?^ ^' "^^ 

Fig.  22. 

Dividing  line  point  (15)  r 

rf_P^r  15,424—  19,125  <  o 
dg         15,424—  12,750  >  0 


and 


7?  /  =  29,278 
y?'/  =  6,871 
Check  R  I  -^  K  I  =  36,149  =  241  X  150 

^16  =  319 

^30  =  1,875 

7?;5  =  1 1,203  Hf=RL  —  Rn  =  3,436 

Check  y?'i5  =  3,576 
^'30=  1,517 

R'^  =  oHf  =  R'  ^—R,s  =  3,436 
2 

///  -^  f  =  H  =  1 14,500 


(?)„=  "'■- 


800 


C\  =  H  =  114,500 

C,,  =  H-  (^)^^=  52,700 

=  072  X  114,500 —  0-56  X  52,700  +  61,800  X  i"48 
=  114,500 
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Check  from  top  chord. 
/m  =  Dii  tan  a^'\-  p  =  (12,910  —  61,800)  X  0*92  +  /  = 

=  57»300  X  0-92  +  82,600  =  114,500 
P^fnax.[^D)'. 

As  seen  from 

I 
22-2  X  13*8' 
/»  is  a  function  of 

Maximum  span  =  65*8 

a  g  d  X 

=  0-1776  i1Vi  +  w)  +  87024  IV2  —  —X  306-33 


±t=T± 


4 


Fig.  23. 

—  i6-o  +  1131-3  —  1531-6  =  1,131  —  1,547  <  o 

—  "'S  +  1348-9—  I02I-I  =±=  1,349—  1.043  >  0 

H=  139,700 

(f)«  =  ^'^'400 

^"=(f).-(f  ).  =  «-- 
An  =  82,700 
C45  tan  /JL^  =  50,400 
C^  tan  /I2  =  24,000 
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/»  =  C45  tan  //,  —  C^  tan  fju^  +  Dm  tan  <7,  =  125,300 
Check  from  top  chord. 
/»=  All  ^^«  «8  +  /  =  82,700  X  0-52  +  82,500=  125,500 

Maximum  span  =  (^^  —  <?)  =  277 
or  from  (45)  to  (727). 

=  +  0-22  {Wi  +  w)  +  3*53  IV2  —  o-ii  Jfi—  107-6  -^ 

Third  driver  of  first  engfine  in  (45),  last  wheel  of  first 
tender  74-5  from  Abutment  B. 

To  the  right  of  the  dividing  line 

W^=  no 
W^,  =  20 
To  the  left  of  the  divining  line 

{W,^  w)=6s 

W^  =  20 

£_f  -^  !  I4'3  +  476*5  —  2-2  —  359-0  =  490-8  —  361-2  >  o 
dg       y  19*8  +  383*3  —  2-2  —  538-0  =  403-1  —  540-2  <  o 

P^  =  C45  tan  m  —  C30  tan  fi^  +  Dm  tan  a,  =  Diy  tan  a^  +  fi  z=. 

=  93,500. 
/ao  fnax, — 

Maximum  line  ^m  =  86*6 

Maximum  line  from  (60)  to  end  of  truss  (150). 

^=-a{w)+  fiW,+  cW,  +  ^Jax-{k-fix)] 

=  +  0-187  (tt/)  +  0-8II  IV^  +  0-125  JT,—  327  Ji 
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First  wheel  4775  from  Abutment  A,  second  wheel  of 
second  tender,  1*25  from  Abutment  B. 

/ao  =  Ci5  tan  /i^  —  C^  tan  fi^  +  Diy  tan  a^  =  D^  tan  a^  -\  p  = 

=  98,100  pounds. 

(b)  Diagonals  running  from  the  right  to  the  left  corresponding 
to  minus  D. 


I 

/ft  ^     *            V^»«   n» 

f'- 

cZ 

V 

:     y 

^ 

■Jh 

Xv^^ 

rr-' 

Fig.  24. 
P^  =  Cjo  {tan  a!\  —  tan  /tj)  —  C,5  {tan  oJ\  —  tan  /ij) 

=  092   Cjo  —  076   Cjs 

=  [1-435  W^i  gx  +  ^1  (455-40  ~  8-5008  ^2)  — 

—  2-4288  ^^\g^^^ 


22-2    X    13*8 

^»  =  ^"45  (/^i«  a*\  —  tan  ft^  —  Q  {l<^n  ^"s  —  ^^»  (h 
=  0-52  Cj5  —  0-36  Co 
=  [0-3774  H^i  ^1  +  iV,  (238-68  —  3-9936  gt)  — 

—  0-8II2  H^aF-a] — -J 

'*'-'  13-8  X  7-8 

/a  =  ^»  (^^»  «"<  —  ^^«  A^)  —  Q  (^^«  ^"4  —  ^^«  /^) 

=  0-24  C'co  —  0-I2  C^ 

=  [0-3360  lV,g,  +   W^  (108-36  —  1-6464^2)  — 

—  0-2016  w^g;\ 


7-8  X  4'2 

From  these  general  eiquations  we  deduct  the  maximum 
stresses  corresponding  to  negative  values  of  D, 
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Pa  max.  (—  D).  - 

Max.  line  =  5^^°  =  SVS 

Max.  span  =  minimum  span  of  —  Z^ 

=  (^-^.)+>  =  96-5 

("^^  =  85,008  H^2  —  24,288  W^ 

=  IV—  1-286  H^s 

Dividing  line  =  top  hinge,  the  poixit  (15)  not  being  in  the 
maximum  span.) 

(Sec  Ft£^.  //.) 

Pu  =  Cis  tan  /ii  —  Cjo  tan  /ij  +  D^  tan  a^  =  Di  tan  a^  = 
=  124,100 

The  above  position  of  the  loads  for  Py^  maximum  corre- 
sponds  to  the  position  of  loads  making  D^  a  minimum. 

From  the  general  equation  follows,  that  stress  P^^  is  a 
function  of  Z^n,  but  in  the  case  of  ^  =  ^,  or  when  no  moving 
load  is  taken  up  in  the  panel  point,  P^,  becomes  a  function 
of  Z>i,  the  above  position  of  the  loads  corresponding  to  Z>j 
min.,  showing  how  difficult  it  would  be  to  determine  the 
correct  position  of  the  loads,  inducing  the  maximum  or 
minimum  stress,  if  /  had  to  be  taken  into  consideration  and 
how  necessary  it  is  to  eliminate/  in  defining  the  maximum 
or  minimum  of  the  stress. 

/'so  niax.  (—  D)— 

Max.  line  ^^  =  597 
Max.  span  =  (—  —  g\  +  r  =  90*3 

{'£)  = »--  - «'. 

Position  of  loads  as  for  Dn  min.  (see  Z^n  min.). 
P^  =  Dijtan  a'\  =  1*48  +  75,500  =  111,800 
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P«  max.  (—  D).— 

Max.  line  g^^  =  65*68 

Max.  span  =  {^^—gj^  +  ^  =  84-32 

^  =  16,464  H^2  —  2,016  W^ 

=  W-  1723  W^ 

First  wheel  6275  from  Abutment  A,  first  wheel  of  second 
tender  075  from  same  abutment,  corresponding  to  Z^m 
minimum. 

/«  =■  Z^iij  /^?«  a'\  =  0*92  X  93,000  =  85,600  pounds. 

{^Noie,—\\  is  necessary,  when  diagonals  in  tension  only  are  actine.  to  com- 
pute, in  every  instance ,  the  general  equations  of /^corresponding  to  minus  D, 
as  by  no  means  can  be  foretold  whether  plus  D  or  minus  D  will  produce  the 
greatest  stresses  in  the  posts.] 

(II)  Two  Diagonals  Acting  Together  at  the  End  of  the  Post. 

The  stresses  from  two  diagonals  in  tension  acting  together 
at  the  end  of  the  post,  are,  as  we  know,  smaller  than  those 
from  one  diagonal,  and  no  further  investigations  are  neces- 
sary. 

(III)  No  Diagonal  Acting  at  the  End  of  the  Post. 

As  known,  the  stress  is  smaller  than  the  vertical  compo- 
nent of  the  maximum  or  minimum  chord  stress. 

Maximum : 

P\h  =  ^18  ^^^.  X  016  =  —  64,200 

P^^  =  C^  min.  X  o-i6  =  —  71,000 

^46  =  ^45  w^.  X  o-i6  —  —  80,600 

^flo  =  Cio  tnin.  X  o-i6  =  —  82,500 

tan  //x  +  Ax  —  ^^'^  /ix  =  0'i6 

for  all  the  points. 

These  stresses  being  smaller  than  those  from  one 
diagonal,  no  further  investigation  is  necessary. 
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Minimum. — With  two  diagonals  in  tension  at  the  end  of 
the  posts,  it  is  evident  that  no  tensile  stress  can  occur  in  the 
post. 

Hence  P^^,  P^  P^  are  exempt  of  tensile  stresses,  not  soP^ 

/V — Remembering  that  the  bottom  chord  is  deciding 
the  maximum  and  minimum  stress  of  P,  we  see  that  P^  can 
have  only  one  diagonal  or  no  diagonal  acting  at  its  end. 

The  latter  position  is  in  so  far  different  from  the  other 
posts,  as  Dy  can  be  also  in  compression. 

Beginning  with  Tension  we  have,  to  start  with,  the  posi- 
tion of  Cjo  maximum,  which  chances  to  correspond  without 
further  shifting  to  P^  maximum,  as  Z>jv  is  negative, 

Dyf    =   0 

and 

Cflo  {tan  /ifi  —  tan  /^J 

the  greatest  value  possible. 
Hence 

P^  min,  =  96,600  X  016  =  15,500  tension. 

Check  from  top  chord. 

P^  =  Dy  tan  a^  +  Diy  tan  a^  +  p  ^  232,400  X  02  +  700  X 

^  0-52  +  31-200  =  15,600 

Compression  : 

Starting  with  C^^  min.,  we  find  Diy  positive.  Moving 
to  the  left  we  find  the  position  corresponding  to  Z>iv  =  o 
thus: 


I-    »  '  Ifr'  I     '   '    '  '     '      I  I  i  1  I     I  Ij 


Fig.  25. 


and 


P^  =  503  -800  X  016  =  80,600 
Check  from  top  chord. 

P^  ^  Dy  tan  a^-\-  p  =  217.700  X  0*2  ^    36,800  =  80,400 
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In  the  same  way  can  also  be  found  the  correct  values  of 
P  maximum  and  P  minimum,  when  two  diagonals  in  tension 
are  acting. 

With  these  data  the  actual  stresses  in  the  members  are 
calculated  as  follows : 

Chord  Members  : 

The  direction  of  the  stress  in  the  chord  members,  which 
cannot  be  foretold,  is  deducted  from  the  position  of  the  diago- 
nals in  the  panels.  For  this  reason  the  horizontal  compo- 
nent of  the  stresses  in  the  diagonal  or  Z>,  corresponding  to 
the  position  of  the  loads  producing  the  maximum  or  mini- 
mum stress  in  the  chord  members,  have  been  calculated 
(see  chord  stresses).  Computing  these  values  of  D  we  find 
the  direction  of  the  stresses  in  the  chords,  as  shown  in  Fig, 
26  and  Fig.  2j. 

Calling  fi  the  angle  of  the  member  with  the  horizontal, 
the  stress  in  the  inclined  chord  becomes 

Cjj  -T-  cos  fjij^ 

Top  Chord, — 

Maxima  (positive  moments,  top  chord  in  compression) : 


^'^n^^ 


Fig.  26. 
First  panel      —    62,600 

Second  panel  —  137,300 

Third  panel    —  233,100 

fourth  panel  =  260,600 
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Minima  (negative  moments,  top  chord  in  tension) : 


Fig.  27. 
First  panel      =  o 

Second  panel  =    56,400 

Third  panel    =131 ,900 

Fourth  panel  =  223,500 

Bottom  Cliord. — 

Maxima  (positive  moments,  bottom  chord  in  tension) : 


Fig.  28. 


First  Panel  Note, — 
fM 


k^)-"—" 


(M\ 

Hence  max.    =  min.  H  =  0 
Second  panel  =  +  16,700 
Third  panel    =   f  58,400 
Fourth  panel  =  +  111,400 
Fifth  panel      =  +  96,900 
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Minima    (negative  moments,   bottom  chord  in  compres- 


sion) 


Fig.  29. 
First  panel  =  495,200 
Second  panel  =  509,000 
Third  panel  =  542,700 
Fourth  panel  =  530,000 
Fifth  panel  =517,000 
Diagonals, — The  stress  in  the  inclined  member  will  be 

D  -i-  cos  a 
Maxima  : 

First  panel  =  +  112,000 
Second  panel  =  +  113,700 
Third  panel  =  +  121,000 
Fourth  panel  =  +  88,500 
Fifth  panel  =  —  265,600  (compression) 
Minima  : 

First  panel  =  -f  136,300 
Second  panel  =  -|-  135,200 
Third  panel  =  +  126,300 
Fourth  panel  =  +  75,900 
Fifth  panel  =  263,600  (tension). 
Posts : 

^15  =  —  114,500 

Vol.  CXXXIV.  30 
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^8e  =  —  125,300 
^45  =  —    93,500 

/eo  =  +    i5»500  (tension). 

/Vo  =  —    98,300  (compression). 

Fastening  of  Shoe. — The  bolts  fastening  the  shoe  have  to 
take  up  R  maximum  in  proportion  to  the  inclination  of  the 
seat  of  the  abutment. 

Adding  these  stresses  and  the  stresses  from  dead  load, 
we  find  the  following  strain  sheet  for  one  truss,  in  dividing 
the  figures  by  2. 


Fig.  30. 
\To  be  continued^ 
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PROCBBDINQS 


Chemical  Section 


KR^MKI^IN    iNSTIXUTa. 


[Proceedings  of  the  stated  meetings  held  Tuesday,  November  /j,  iSg2l\ 

Hall  of  the  Franklin  Institute, 
Philadelphia,  November  15,  1892 

Dr.  Wm.  H.  Wahl,  President,  in  the  chair. 

Dr.  Jayne  presented  a  report  on  behalf  of  the  special  committee  appointed 
to  arrange  for  a  reception  to  be  given  to  Professor  Wiley,  on  the  evening  of 
December  6,  1892. 

On  motion,  the  report  was  accepted  and  the  committee  was  given  power 
to  arrange  the  necessary  details. 

Nominations  for  officers  for  the  ensuing  year  were  then  made  as  follows  : 

Yor  President, {  ^T^^*  f  ^^t,' ^^  ^"'^'^' 

I  Dr.  Wm.  H.  Greene. 

For  Vice-Presidents  (two  to  be  elected).  .   A^'  ^""V ^''^.^^' 
^  '  I  Dr.  D.  K.  Tuttle. 

For  Secretary, Dr.  Wm.  C.  Day. 

For  Treasurer, Dr.  H.  W.  Jayne. 

For  Conservator, Dr.  Wm.  H.  Wahl. 

Mr.  H.  Pemberton,  Jr.,  on  behalf  of  himself  and  Mr.  George  P.  Tucker, 
read  a  paper  on  "  Deposits  of  Native  Soda  near  Laramie,  Wyoming.'* 
Referred  for  publication. 

Dr.  Wm.  H.  Wahl  read  a  paper,  entitled  "  Observations  on  Ferro- 
Tungsten.*'    Both  papers  called  forth  considerable  discussion. 

The  Section  then  adjourned. 

H.  Pemberton,  Jr.,  Secretary  pro  tefn. 
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REPORT    OF    THE    PROCEEDINGS    of    the     NINTH 

ANNUAL  MEETING  OF  OFFICIAL  AGRICULTURAL  CHEMISTS, 
HELD  AT  WASHINGTON,  AUGUST  25-27,  1 892,  WITH 
SPECIAL  REFERENCE  TO  THE  METHODS  ADOPTED  FOR  THE 
CONTROL  OF  THE  FERTILIZER  TRADE. 


By  Dr.  Bruno  Terne. 


\^Read  at  the  stated  meeting  of  the  Chemicat  Section,  held  Octoberi8,i8g2,'\ 

Mr.  President  and  Members  of  the  Chemical  Section  : 

Looking  over  the  wide  field  of  scientific  societies,  and 
more '  especially  over  the  chemical  organizations  of  our 
country,  I  know  of  none  which  has,  in  the  short  time  since 
its  creation,  done  so  much  practical  good  work  for  the  bene- 
fit of  the  interested  circles  as  the  Association  of  Official 
Agricultural  Chemists. 

Still,  when  we  come  to  criticise  its  work  of  the  last  few 
years,  we  cannot  deny  the  fact  that  the  results  gained  are 
not  in  proportion  to  the  work  done  Although  encouraging, 
the  results  are  far  from  being  final. 

A  short  historical  sketch  of  the  association  will  doubt- 
less interest  you,  and  serve  as  an  introduction  to  the 
remarks  which  I  propose  to  make  in  regard  to  the  results  of 
the  last  meeting  of  the  said  association. 

With  the  revival  of  business  in  the  Southern  States  the 
consumption  of  fertilizing  materials  for  the  cotton  planta- 
tions soon  assumed  enormous  proportions. 

The  valuation  of  this  material,  based  on  chemical  analy- 
sis, was  a  source  of  great  trouble  both  to  seller  and  buyer, 
caused  by  the  unconcerted  action  of  the  chemical  labora- 
tories. 

There  were  in  use  all  possible  methods  for  the  determi- 
nation of  the  different  ingredients. 

This  chaotic  st^te  of  affairs  has  been  changed  by  the 
concerted  action  of  the  analytical  chemists  interested  in  such 
work,  and  the  gain  of  this  very  important  point  is  the  fruit 
of  the  earnest  work  of  this  association. 
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The  beginning  of  the  organization  dates  from  the  follow- 
ing circular-letters : 

Department  of  Agriculture, 

Atlanta,  Ga.,  May  20,  1880. 

Dear  Sir  : — The  experience  of  the  last  fertilizer  season 
has  suggested  to  my  mind  the  importance  of  securing  such 
uniformity  of  method  in  determining,  by  chemical  analysis, 
the  percentage  of  valuable  ingredients  in  commercial  fertili- 
zers, as  will  give  more  uniform,  and  hence  more  satisfactory 
results.  This  is  especially  desirable  in  determining  reverted 
phosphoric  acid. 

With  a  view  to  accomplishing  so  desirable  an  object,  as 
well  as  others  which  may  be  deemed  proper,  I  have  the 
honor  to  suggest  the  calling  of  a  convention  of  the  several 
Commissioners  of  Agriculture,  representatives  from  State 
Boards  of  Agriculture,  State  chemists  and  professors  of 
chemistry  in  State  universities  and  State  agricultural  col- 
leges, in  those  States  using  large  amounts  of  commercial 
fertilizers,  to  meet  at  some  convenient  point  early  in  the 
nionth  of  July  next. 

I  would  be  glad  to  have  your  views  on  the  subject ;  and 
if  favorable  to  the  suggestion  please  nominate  some  gentle- 
man who,  by  general  assent,  may  be  informally  authorized 
to  fix  the  time  and  place  of  such  convention,  and  issue  the 
necessary  notices.  You  are  also  requested  to  give  me  the 
names  and  post-offices  of  gentlemen  in  your  State,  holding 
either  of  the  above  positions  indicated,  which  do  not  appear 
in  the  list  below,  that  copies  of  this  circular  may  be  sent  to 
them.     An  early  reply  is  desirable. 

Very  respectfully, 

J.  T.  Henderson, 
Comniissiofier  of  Agriculture, 


Department  of  Agriculture, 

Atlanta,  Ga.,  July  i,  1880. 
Dear  Sir  : — I  am  gratified  to  announce  that  the  recent 
circular-letter  which  I  had  the  honor  to  issue,   suggesting 
the  calling  of  a  convention  for  the  purpose  of  adopting  a 
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uniform  system  for  the  analysis  of  commercial  fertilizers, 
has  met  with  favorable  responses  from  a  large  majority  of 
the  gentlemen  to  whom  it  was  sent.  A  like  majority  has 
imposed  upon  me  the  duty  of  fixing  the  time  and  place  of  said 
convention,  and  issuing  the  necessary  notices  for  the  same. 
After  correspondence  with  others,  and  due  consideration  of 
the  interests  involved,  I  have  decided  upon  Wednesday,  the 
28th  of  July,  as  the  time,  and  Washington,  D.  C,  as  the  place 
for  the  assembling  of  the  proposed  convention.  You  are, 
accordingly,  respectfully  and  earnestly  invited  to  be  present 
and  participate  in  the  convention. 

Every  reasonable  facility  for  the  deliberations  of  the 
convention  will  be  afforded  by  Hon.  Wm.  G.  LeDuc,  Com- 
missioner of  Agriculture,  who  is  in  hearty  sympathy  with 
the  object  sought  to  be  accomplished.  I  have  appended 
hereto  a  list  of  the  names  of  gentlemen  to  whom  this  circu- 
lar will  be  sent. 

Trusting  that  you  will  find  it  convenient  to  attend  and 
give  the  convention  the  benefit  of  your  experience,  and 
requesting  that  you  will  at  once  inform  me  by  letter  whether 
you  will  attend,  I  am.  Respectfully, 

J.  T.  Henderson, 
Commissioner  of  Agriculture, 


The  first  convention  met  on  the  day  set  for  and  adopted 
methods  for  the  determination  of  phosphoric  acid,  nitrogen 
and  potash  to  be  used  during  the  ensuing  year. 

This  meeting  was  followed  by  meetings  in  Cincinnati, 
Atlanta,  and  in  1884  in  Philadelphia. 

The  convention  in  our  city  was  the  most  important  one 
for  the  organization,  because  the  association  adopted  (Sep- 
tember 9th)  the  new  Constitution,  and  made  itself  entirely 
independent  of  its  former  connections  as  a  subdivision  of 
the  Section  of  Chemistry  of  the  American  Society  for  the 
Advancement  of  Science, 

The  first  two  paragraphs  of  the  Constitution  are  of  general 
interest. 

(i)  "This  association  shall  be  known  as  the  Association 
of  Official  Agricultural  Chemists  in  the  United  States.     Its 
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object  shall  be  to  secure,  as  far  as  possible,  uniformity  in 
legislation  with  regard  to  the  regulation  of  the  sale  of  com- 
mercial fertilizers  in  the  different  States  and  uniformity  and 
accuracy  in  the  methods  and  results  of  fertilizer  analysis. 

(2)  "Analytical  chemists  connected  with  Departments  of 
Agriculture,  State  Agricultural  Experiment  Stations  and 
State  Boards,  exercising  an  oflBcial  fertilizer  control,  shall 
alone  be  eligible  to  membership ;  and  one  such  representa- 
tive from  each  of  these  institutions,  when  properly  accredited, 
shall  be  entitled  to  a  vote  in  the  association.  All  analytical 
chemists  and  others  interested  in  the  objects  of  the  asso- 
ciation may  attend  its  meetings  and  take  part  in  its  discus- 
sions, but  shall  have  no  vote  in  the  association." 

The  exclusion  of  all  chemists  not  -to  be  classified  as 
ofl&cials,  from  full  membership,  varies  from  the  custom  of 
England  and  Germany. 

It  is  not  my  intention  to  question  either  the  motive  or 
the  wisdom  of  this  regulation,  or  of  another  rule  denying 
the  right  to  enter  a  motion  which  has  been  in  force  since 
1891,  as  it  certainly  gives  the  excluded  more  liberty  to  criti- 
cise than  if  he  were  made  responsible  by  his  vote  for  the 
action  of  the  society. 

Since  the  Philadelphia  meeting  the  society  has  made  its 
headquarters  in  Washington,  where,  under  the  patronage 
of  the  Department  of  Agpriculture,  the  annual  meetings  are 
held.  The  untiring  efforts  of  the  Secretary  of  the  society, 
Mr.  Harvey  W.  Wiley,  Chief  Chemist  of  the  Department  of 
Agriculture,  have  secured  to  the  association  the  support  of 
the  Administration,  and  enabled  the  same  to  publish  the 
results  of  their  annual  work,  as  a  Bulletin  of  the  Depart- 
ment, division  of  chemistry. 

These  annual  reports  are  edited  by  the  able  pen  of  Pro- 
cessor Wiley  and  are  an  excellent  guide  for  all  connected 
with  the  interests  of  the  society. 

The  scope  of  work  of  the  association  has  extended  to  a 
wider  field  than  was  originally  planned,  including  at  present 
all  station  work  in  the  interest  of  the  farming  community^ 

Besides  the  fertilizers  analysis,  we  have  had  during  the 
last  year  reports   on   analysis  of  fermented  liquors,  dairy 
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products,  foods  rich  and  poor  in  carbohydrates,  and  on 
sugar. 

During  the  last  four  years  I  have  regularly  attended  the 
meetings  of  the  association  as  a  non-member,  and  taken 
much  interest  in  the  analysis  of  commercial  fertilizers. 

It  was  with  great  pleasjure  that  I  attended  the  meetings 
from  August  25th  to  27th  of  this  year. 

I  will  now  report  the  proceedings,  referring  for  the 
methods  in  use  to  the  official  Bulletin  No.  31,  1891 : 

REPORT  ON  POTASH. 


For  the  Association  of  Official  Agricultural  Chemists  of  the  Lmited  States. 


By  Dr.  George  F.  Payne,  Atlanta,  Ga. 


The  work  required  by  the  association,  of  the  reporter  on  potash  for  1892. 
was  an  investigation  as  to  whether  the  use  of  sodium  chloride  was  essential 
in  the  Lindo-Gladding  method  of  determining  potash. 

Four  samples  were  prepared  and  were  numbered  one,  two,  three  and 
four. 

No.  I  vi^as  a  hi^h  grade  sulphate  of  potash. 

No.  2  was  an  acid  phosphate  with  sulphate  of  potash  in  the  form  of 
kainit. 

No.  3  was  an  acid  phosphate  with  sulphate  of  potash  in  the  form  of 
kainit,  and  containing  five  per  cent,  of  double  sulphate  of  alumina  and 
ammonia. 

No.  4  was  identical  with  No.  3  with  the  substitution  of  five  per  cent,  of 
soluble  sodium  silicate  in  place  of  the  double  salt  of  alumina  and  ammonia. 

The  ingredients  of  each  sample  were  first  finely  powdered  and  thoroughly 
mixed,  then  sifted  through  a  very  fine  sieve,  then  again  intimately  mixed 
and  portions  taken  from  forty  different  parts  of  the  pile  were  well  re-mixed 
and  used  for  filling  the  bottles.  Only  the  best  XX  superfine  long  taper  corks 
were  used,  and  were  selected  long  enough  to  project  well  from  the  mouth  of 
the  vial  to  secure  easy  opening  and  air-tight  re-corking.  The  corks  were  all 
well  sealed  with  parafline.  With  each  package  a  circular  was  sent  request- 
ing that  the  determinations  be  made  as  soon  as  convenient  after  receiving 
samples  to  eliminate  as  far  as  possible  any  differences  likely  to  occur  from 
changes  in  the  amount  of  moisture  after  bottling. 

Each  chemist  was  also  requested  to  carry  out  the  method  as  ordinarily 
managed  in  his  laboratory,  working  each  sample  with  and  without  sodium 
chloride,  side  by  side,  and  as  nearly  as  possible  under  exactly  the  same 
conditions. 

Twenty-two  chemists  took  part  in  the  work  and  their  results  were  as 
follows :     [See  table  inserted  here.] 
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The  method  of  Lindo-Gladding  for  potash  determination 
is  a  very  satisfactory  one.  The  addition  of  NaCl  is  abso- 
lately  unnecessary,  and  will  now  be  stricken  out  of  the 
official  methods. 

The  great  differences  in  potash  which  often  arise  between 
guarantee  of  brand  and  anaylsis  are  not  to  be  attributed 
to  the  method,  but  in  most  of  the  cases  to  the  unequal 
mixing  of  the  products. 

I  have  shown  in  a  paper  read  before  the  association  at 
the  August  meeting  of  1891,  Bulletin  No.  31,  pp.  150,  152,  the 
extreme  difficulty  of  making  mechanical  mixtures  sufficiently 
uniform  to  cover  chemical  guarantees,  when  for  example 
eighty  pounds  or  even  100  pounds  of  high  grade  muriate  of 
potash  at  a  guarantee  of  fifty  per  cent,  potash,  the  bearer 
of  the  potash  in  a  ton  of  mixture. 

The  same  experience  has  been  made  by  others,  and  the 
reports  on  potash  give  a  vivid  picture  of  this  evil,  which 
seems  to  grow  as  we  go  further  South. 

The  report  on  determination  of  nitrogen  was  made  by 
Mr.  Van  Slyke,  of  Seneca.  N.  Y.  The  report  appears  in 
the  accompanying  table.     [See  p.  7.] 

The  work  on  determination  of  nitrogen  has,  from  the 
beginning,  given  the  most  satisfactory  results. 

The  introduction  of  the  Kjeldahl  methods  several  years 
ago  has  given  occasion  for  the  careful  testing  of  this 
method  in  its  original  and  modified  form. 

In  1887,  Prof.  M.  A.  Scovell,  of  Louisville,  Ky..  introduced 
a  modification  to  make  the  Kjeldahl  method  likewise  applic- 
able to  nitrates  by  the  use  of  salicylic  acid  {Bulletin  No.  16, 
i887,pp.  51-54)  which  at  the  meeting  of  1888  was  adopted  as 
official. 

The  methods  adopted  as  official  methods : 

(i)  The  absolute  or  cupric  oxide  method. 

(2)  The  Kjeldahl  method,  not  applicable  in  presence 

of  nitrate. 

(3)  The  Kjeldahl  method,  modified  by  Scovell,  applic- 

able to  all  fertilizers  containing  nitrates. 
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(4)  The  RuflBe  method,  applicable  for  all  fertilizers 

containing  nitrates. 

(5)  The  soda-lime  methods,  not  applicable  for  nitrates 

are  all  equally  reliable  in  the  hands  of  a  careful 
analyst. 

The  Kjeldahl  method  is  without  any  doubt  an  excellent 
method  and  especially  adapted  for  station  work,  where  the 
work  can  be  suitably  arranged  to  divide  labor  with  a  large 
quantity  of  samples  of  like  character. 

I  find  that  most  the  station  chemists  work  with  this 
method,  while  on  the  other  hand  the  trade  chemists  and 
most  the  chemists  of  manufacturers  are  using  the  soda-lime 
or  Ruffle  method,  because,  if  one  has  to  handle  only  a 
single  sample  at  a  time,  one  saves  time  in  doing  so. 

Diflferences  in  low  grade  goods  (two  to  three  per  cent, 
ammonia)  should  not  be  higher  than  0"i  per  cent.,  and  in 
high  grade  never  reach  0*5  per  cent. 

My  experience  during  the  last  fifteen  years  has  been  that 
I  never  had  material  difference  on  this  point  with  reliable 
trade  or  station  chemists,  but  not  so  with  chemists  who 
instead  of  normal  acid  use  diluted  muriatic  acid  to  absorb 
the  ammonia  and  simply  evaporate  and  weigh  as  muriate  of 
ammonia.     With  such  I  never  could  agree. 

It  is  hard  to  believe  that  at  the  present  day  such  means 
should  be  applied  by  analytical  chemists,  but  it  has  been 
the  case  until  very  recently,  and  is  so  doubtless  yet  in  single 
instances. 

On  the  whole  the  determination  of  nitrogen  by  the 
station  chemists  in  the  control  of  the  work  of  fertilizers  has 
given  general  satisfaction. 

The  most  important  part  of  a  fertilizer  material  is  with- 
out question  phosphoric  acid  in  its  different  forms,  as  water 
soluble,  reverted  or  citrate  of  ammonia  soluble,  and  insolu- 
ble, as  well  as  total. 

The  determination  of  phosphoric  acid  is  of  such  import- 
ance for  the  fertilizer  trade  that  since  the  first  meeting  of 
the  association  strenuous  efforts  have  been  made  to  give 
concordant  results. 
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How  far  the  association  has  been  successful  is  best  shown 
by  a  recapitulation  of  the  work  done.  I  have  gone  back  for 
five  years,  and  now  give  you  on  accompanying  tables  the 
different  reports  in  condensed  form. 


1888. 

August  x6,  17  and  18. 
Three  Samples  Sent  Out. 

{A )  South  Carolina  acid  phosphate. 

{B)  English  acid  phosphate. 

(C)  Navassa  acid  phosphate  laboratories  have  sent  results. 


Moisture.        Soluble.    |  Reverted.      Insoluble.         Total.      \  Available. 


6 '43 
6-3X 

7*3> 
5*40 
7*45 


963 

9*53 
lO'Si 

8-57 
860 
878 


5'7 
6-o6 
478 
6-88 
6*io 
6-68 


Averages  o  f 
Available 
Phosphoric 
Acid. 


I8I4 

5-58         • 

4'45 

3-6o 

13*63 

l8'33 

583         ; 

4*37 

3  40 

ia'6o 

— 

604 

4-09 

3'4X 

"•54 

20*96 

6*oo 

411 

338 

13-49 

1725 

6- 10 

4-65 

»-35 

l3*»o 

181O 

615         t 

i 

5-36 

3-17 

13-68 

»5'03 

9-38         1 

a-17 

*43 

11*98 

17-07 

948 

3-34 

.          '43 

13-15 

— 

9'3i         i 

3-33 

•30 

"'74 

16-15 

9*34 

3-41 

:il 

13*IO 

15-65 

9'35 

390 

13-10 

13-85 

9*36 

»-8i 

•50 

ia-57 

10-03 
io-»o 
10-13 
10' It 

10-75 

ii-5« 


"-55 
11*73 

"•54 
11  75 

13*35 
1 3 '07 


Mean,  >o'45 
Highest,  ii*5t 
Lowest,     10*03 

Difference,  i*4t 


Mean,  11-31 
Highest,  Ta'a5 
Lowest,     XI '54 

Difference,  o*7t 


4*73 

»9'53       1 

14-80 

4-11 

19-70       1 

15-59 

Mean,        15-31 

3-7« 

19-30 

»5-59 

Highest,    15*59 

4-06 

>9*5i       , 

«5-45 

Lowest,     X4-80 

4'35 

«9*a5 

15-00 

4*33 

10-78       j 

15-96 

Difference,  0-79 
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No.  1. 
No.  a. 
No.  3. 
No.  4. 
No.  5. 

.•89. 

Five  Samples  Sent  Out. 

Ground  South  Carolina  phos 
Ground  tankage. 
Ammoniated  super  phospha 
Dissolved  South  Carolina  pi 
Dissolved  Navassa  phospha 

AVERAGES. 

phate. 

te. 

losphate. 

te. 

Highest. 

Lowest. 

Number  of 
Determi- 
nations. 

Average. 

Difference. 

SampU  No.  t. 

Moisture. 

Phosphoric  acid, 

>7 
3' 

»7 
3» 

o'^5       ,          "  37 
a8*o7               98*t8 

•76 
37-47 

•6i 
1-31 

6-79 

SampU  No.  2. 

Moisture,   .... 
Phosphoric  acid, 

.r^ 

6  "03 
13*62 

1200 
600 

•83 

7-92 
9*63 

i-6x 
1-29 

Sample  No.  3. 

Moisture, 

.   . 

24 

32 
32 
3a 
3a 
32 

I 

1540              10  65 
7'ii       '          8*57 

8*4a                 9  60 

1*65                 3-ao 

io'07               >»*49 

765 
2-57 
1*47 
1-08 

X 

Soluble      phosphoric  acid,  . 
Rev.                   •*           "     . 
Available           "            "      . 
Insoluble            **           "      . 
Total                  "           *•     . 

SampUNo,4' 

Moisture, 

34 

3a 
3a 
3a 
3a 
3a 

9*6i                11*1^ 

1-21 

«a*37 
i-aS 

1518 

2*11 

Soluble      phosphoric  acid, . 
Rev.                   ••           "      . 
Available           "           "      . 
Insoluble           *'           *' 
Total                  "           "     . 

*  * 

xo-88 
1381 
15*76 

ix*5» 
5*21 

14-29 
a8i 

i6-ao 

a-84 
400 
1-92 

«"53 
foa 

Sample  No.  s. 

Meisture, 

a4 
3a 
3a 
3a 
3a 
3a 

9-63 
7*  5a 
7-50 
15*11 

18-51 

15-80 
1919 

8*09 
6-co 
4-48 
I4*5a 

7-71 
4*04 

•»3 
.-.5 

Soluble      phosphoric  acid, . 
Rev.                  "           »'     . 
Available           "           "     . 
Insoluble            "           "      . 
Total                  "           "     . 

.  . 
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1890. 

Three  Samples  Sent  Out, 
No.  X.    Guano. 
No.  9.    Acid  phosphate. 
No.  3     Ammoniated  super  phosphate. 
AVERAGES. 


Sample  No.  /. 

Moisture, 

Total  phosphoric  acid, 


Sample  No  2. 

Moisture, 

Soluble      phosphoric  acid, 

Rer.  "  «• 

Available 

Insoluble  "  " 

Total  "  " 


Sample  No.  j. 

Moisture, 

Sduble      phosphoric  acid, 
Rev.  "  " 

Available  "  «• 

Insoluble  "  " 

ToUl 


Number  of 

Determi- 

Average. 

Highest. 

Lowest. 

Difference. 

nations. 

8 

X3-9» 

x6'oa 

X9-05 

397 

15 

«-43 

aa'90 

ai-81 

109 

10 

«6*3S 

17-82 

i5*ao 

a-6a 

M 

10-97 

if'ai 

io'6o 

55 

>4 

ax5 

a-84 

i*8x 

X-03 

>5 

»3*i5 

X3*64 

ia*64 

X'OO 

15 

i-8x 

2-l6 

•Ml 

•63 

«S 

14-96 

'5-48 

X'lO 

8 

'2:?3 

13-65 

io*i8 

3'47 

X4 

7'o5 

6-61 

•44 

M 

ao4 

a'ai 

1-70 

•51 

»4 

8-8q 

9-ao 

853 

•67 

'4 

1-76 

a'oa 

«*57 

^ 

14 

10*67 

X1-04 

10-15 

i8gi. 
Three  Samples  Sent  Out. 
No.  X.    A  super  phosphate. 
No.  a.    A  complete  fertilizer 
No.  3.    A  compjete  fertilizer. 
(Containing  cotton-seed  meal  and  other  substances  difficult  to  oxidize.) 
AVERAGES. 


I  Number  of 
Determi- 
nations. 


Average. 


Sample  No.  i. 

Moisture, 

Soluble      phosphoric  acid, 
Insoluble  "  " 

ToUl 
AvaiUble  " 


Sample  No.  3. 

Moisture, 

Soluble      phosphoric  acid, 
Insoluble  '*  " 

Total  •'  •• 

AvaiUble  " 


16 


6*ai 
9*a6 
475 
»7*54 
12-79 


Sample  No.  s. 

Moisture, 

Soluble      phosphoric  acid, 
Insoluble  "  *• 

Total  *•  " 

Available  " 


'30 
11*40 
xo-io 


"3 

a3 
"3 


615 
6*4a 
a*94 
la'ax 
9*27 


Highest. 

Lowest. 

Difference. 

9-65 

S06 

4*59 

9b, 

8-77 

X-04 

18*30 

4-19 

1-64 

16-96 

»*34 

»3*56 

ii*4a 

a*i4 

«a-55 

7*44 

5*11 

6-87 
»*I5 

5'? 
0*87 

;:3 

la-ia 

10*96 

i*i6 

>0  37 

9'5i 

0-86 

IX -47 
7*o7 

?g 

1:3 

1          4'37 

a-3X 

a*o6 

X3-40 

ix*S7 

1-83 

9-98 

7*ao 

a-Ta 
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No.  1. 
No... 
No.  3. 
No.  4. 


189a. 

Four  Samples  Sent  Out. 

Super  phosphates  conuining  Keystone  (iroa  and  alumina)  phosphate. 
Regular  phosphate. 
Dtesolved  stoanMd  bones. 
Thomas  slag. 

AVERAGES. 


Number  of  1 
Determi- 1 
nations.  1 


Average. 


SampU  No,  /. 

Moisture, 

Soluble      phosphoric  acid, 

Insoluble  "  " 

Toul 

Available  "  " 


Sample  No.  2. 

Mobture, 

Soluble      phosphoric  add. 
Insoluble  <*  *« 

Toul  •'  •' 

Available  "  •* 


23 


SampU  N:  j. 

Moisture, 

Soluble     phosphoric  add. 
Insoluble  " 

Total  •«  «• 

AvaiUble  "  " 


Sample  No.  4. 

Moisture, 

Soluble      phosphoric  acid, 
Insoluble  •*  " 

Total  **  " 

Available  "  •* 


17 
3 

X7 

•  I  «7 


1*93 

7-92 

I7*ia 

990 


a'sa 

'395 
8*79 


Highest.    ,     Lowest. 


a*39 
9SI 

»773 
io*a3 


3;io 
S-So 
14-43 
xo'sS 


«*39 

a  61 

Sot 

ii-JS 

SI  94 

aa-7a   < 

«3*9J 

16-95 

.^ 

^ 

"*53 

.3a8 

18-40 
6-87 

9-96 

1-67 

16-97 
7*56 


a-x4 
3*37 
13-15 
8-^ 


Difference. 


1-75 
6*7a 
sx-aa 
11-47 


10*  It 
X7-69 
4*94 


o'7a 
x-98 
0-46 
9-77 


0*96 

1*28 
a*55 


0-86 
4*43 

5*4« 


3«7 
>*45 
5-02 


RECAPITULATION. 
Difference  in  available  phosphoric  add  in  the  samples  sent  out  by  the  assodation. 


■889, 
1890, 
1891, 
x89a, 


% 

1-48 

0*71 

t:!? 

x-o8 

x-9a 

x'oo 

0*67 

9'X4 

0-86 

••7a 

a-77 

a-55 

5-4» 

These  figures  speak  for  themselves  and  need  no  comment 
of  mine.  To  say  that  they  are  satisfactory  would  be  untrue. 
If  you  compare  the  results  of  the  last  five  years,  they 
apparently  show  a  movement  from  bad  to  worse,  but  this  is 
only  apparently. 

The  samples  of  the  first  four  years  were  mainly  acid  rocks, 
which  are  the  easiest  to  handle,  while  the  later  reports  are 
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composed  of  more  complicated  samples.  This  is  especially 
the  case  with  the  samples  of  this  year.  [See  full  report  of 
Professor  Lord,  table  herewith.] 

Sample  No.  i  contained  considerable  Keystone  phosphate, 
an  iron  alumina  high  grade  phosphate,  which  has  given  rise 
to  a  g^eat  many  controversies  between  chemists. 

No.  2  is  a  regular  mixture. 

No.  3  is  an  incompletely  dissolved  bone,  a  material  which 
always  presents  the  greatest  obstacles  to  proper  filtration. 

If  you  examine  the  results  of  No.  3  closely,  with  diflfer- 
ences  of  over  five  per  cent,  available  phosphoric  acid,  you 
might  assume  an  extraordinary  reason.  We  found  in  our 
laboratory  that  we  had  to  quadruple  the  filtering  paper 
before  we  could  have  a  clear  ammonia  citrate  solution, 
and  are  satisfied  that  the  main  reason  for  the  extraordinary 
diflferences  lay  right  there. 

Sample  No.  4,  the  Thomas  slag,  represents  a  new  class  of 
phosphates  of  lime,  a  quadribasic  phosphate.  It  will  take 
further  study  to  ascertain  if  this  class  of  products  can  be 
measured  with  the  same  rule  as  the  bibasic  phosphate  in  the 
common  run  of  the  fertilizers. 

I  have  to  call  your  attention  to  the  great  difference  in  the 
determination  of  moisture : 

Sample  No.  i.— Highest, 1306 

Lowest, 276 

Difference, 10*30 

Sample  No.  2.— Highest. 20-13 

Lowest, 9*40 

Difference, 1073 

Sample  No.  3.— Highest, 1353 

Lowest, 5*90 

Difference 8*63 

The  absolutely  unsatisfactory  results  of  the  determina- 
tion of  moisture  caused  the  association  to  discuss  the  reason 
for  it  at  great  length,  and  to  the  neglect  of  the  main  ques- 
tion  of  the  shortcomings  in  the  phosphoric  acid  determina- 
tion.    The  brief  time  devoted  to  this  year's  report  was 
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Moisture. 


Water  Solu- 
ble Acid. 


^    00       ^0>4HJ   O^9u00O«O«  00^   M  00>J   00e0,,'^<OHjNj         j 


W        woo        tJ0.^>4«O«0«>40aMvnW-^>OMM^MUi0JO« 


«        O  00  .    0p«O^O  O^,  ^O*^,  0p<O<OvO>O<O  oo  .     .NO  0p«O« 
M  O*  O     I     U*  U*  M*   N  UIU)  in*  V  C^•*'*  M    •»'••>*  O*  op   I      1  *«JUi    i^Ui 

O        U«   Ot       xM  O0.M   0\^  A,   OMnVOO<«JO«0\0  ••   o^«o  Ui 


Citrate  Am- 
monia Sol- 
uble. 


,      «o   .■•rulo»a«S>ooi^<o«o«4i^<out  ,  0  Ov«  -  w      I     « *   .  4 
I      ••;  c'  I  «  coui  o*  o'-^j  J^^'•^*^Oln  ^ *'*.*«»  I  o'  ^9^Q«  Moisturc. 

00        M  u<  O  inuiut  <0  ovM  0«  •^•^  U)  en      ui  «  >i  0  ^ 


M  M    •»     I   W    •»    M.  »    M    M    »   »    •»    »    «    M    M    M    B     I  M    U    N    U         I        Water    SoUl- 

«4        in  0«        O   0b<4  M  Os  5  <0   M   Na   9k  ODUi  wi  O)  m  «  ^   m  w        '  '^'^^ 
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00       op  00  .    0p«O  op  C    op  op  0p>O  OpO   op  00  op  op  00  .     I  <>   op  op« 
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Available. 


Moisture. 
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Water  Solu- 
ble. 
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absorbed  without  ventilating  the  serious  irregularities  in 
the  results  obtained  on  phosphoric  acid. 

What  can  be  the  reason  for  the  utter  failure  of  last  year's 
researches  on  phosphoric  acid  ? 

The  samples  sent  out  by  Professor  Lord  were  prepared 
with  the  utmost  care,  which  insured  absolute  uniformity. 
Should  we  assume  that  the  balances  have  not  been  rightly 
adjusted?  Professor  Payne  charges  manufacturers  with 
using  bricks  for  weights.  Have  some  of  the  gentlemen 
made  proportionate  mistakes  in  analysis? 

The  failure  to  reach  closer  results  in  moisture  shows  very 
plainly  that  the  necessary  care  has  not  been  taken  in  the  work, 
and  when  in  the  simplest  determination  of  all  analytical 
work  such  blunders  are  possible,  we  need  not  wonder 
at  the  differences  in  other  more  complicated  determina- 
tions. Analytical  work  will  always  bear  the  stamp  of  indi- 
viduality, and  no  absolute  identical  results  can  be  obtained, 
but  the  differences  should  not  rise  above  a  narrow  limit. 

The  proposition,  made  at  the  1890  session  of  the 
society,  by  Mr.  Charles  Gibson,  of  Chicago,  to  change  the 
oflBcial  method  of  phosphoric  acid  determination  by  making 
the  ammonia  citrate  solution  slightly  alkaline  (p.  170), 
caused  me  to  have  a  series  of  researches  made  in  my  labora- 
tory to  establish  to  a  certainty  if  such  an  addition  of 
ammonia  would  work  detrimentally  to  the  interest  of  acid 
phosphates  derived  from  lime  phosphates. 

The  result  of  numerous  analyses  has  clearly  demon- 
strated that  it  is  not  possible  to  show  any  difference 
between  the  results  obtained  with  a  neutral  solution  of 
citrate  of  ammonia  and  a  slightly  ammoniacal  solution. 

As  an  example,  I  will  give  only  two  analyses  made  with 
our  own  acid  phosphate : 

Ammontacal  Solu- 
tion   of   Citrate, 
Specific    Gravity 
Neutral  Solution  1-90,  added  to  too 

of    Citrate    of  cc.  Citrate  of  Am- 

Ammonta.  mania. 


No.  I.  No.  2.  No.  I,  No.  2. 

Total  available  phosphoric  acid,  .  1 2'66  13*34  12*66  13* 51 

Phosphoric  acid, 2*62  2*24  2*62  2*17 

Total  phosphoric  acid, 15-28  15*66  15*28  1568 

Vol.  CXXXIV.  31 
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Sample  No.  i  is  absolutely  identical  in  its  results. 

Sample  No.  2  shows  only  a  diflFerence  of  0*07. 

Being  satisfied  that  in  the  change  to  a  slight  ammoniacal 
solution  of  citrate  of  ammonia  from  the  strict  neutral  no 
direct  harm  will  be  done  to  the  valuation  of  phosphates 
derived  from  phosphates  of  lime,  our  curiosity  was  aroused 
to  see  what  acidity  would  show  in  the  same  material. 

Sample  No.  i.  Sample  No.  2. 

0'75  Gra  m  me  Citric  too  Gra  m  me  Citric 

Acid    tj    too    of  Acid  to  too  of 

Citrate  of  A  mmo-  C  itrate  of  A  m- 

nia.  monia. 

Total  available  phosphoric  acid, 12*85  '370 

Insoluble  phosphoric  acid 2*43  1*98 

Total  phosphoric  acid, 15*28  I5*6> 

Increase  of  available  phosphoric  acid,     019  0*29 

The  increase  of  the  available  phosphoric  acid  under 
such  strong  acidity  as  is  produced  by  the  addition  of 
o*75  grm.  and  i  grm.  citric  acid  to  lOO  of  the  normal  citrate 
of  ammonia  solution  is  only  0*19  and  0*29  per  centum, 
a  variation  which  is  generally  conceded  to  be  permissible 
in  analytical  work,  as  shown  by  all  previous  reports  of  the 
society,  proves  to  our  satisfaction  that  the  claim  so  often 
made,  that  the  change  of  the  ammonia  citrate  solution  from 
neutral  to  acid  causes  great  differences  in  the  results  of 
phosphoric  acid  determinations  is  not  borne  out  by  careful 
researches. 

In  order  to  test  the  stability  of  the  citrate  of  ammonia 
solution,  my  assistant,  Mr.  Bergami,  prepared,  October,  1890, 
a  bottle  of  normal  citrate  of  ammonia  solution,  which  has 
been  kept  in  one-half  litre  bottles,  glass  stoppered,  in  a 
closet,  and  from  time  to  time  tested;  the  last  test  was 
made  a  few  months  ago,  and  proved  the  absolute 
neutrality  of  the  solution. 

In  order  to  prevent  the  formation  of  fungus  in  the  solu- 
tion, we  have,  during  the  last  few  years,  added  to  a  quantity 
of  about  two  litres,  O'l  gramme  of  salicylic  acid.  Without 
impairing  the  nature  of  the  neutral  solution  in  the  least, 
this   minimum   quantity  has  successfully    prevented    the 
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formation  of  the  fungus  and  thereby  destroyed  the  possi- 
bility of  changing  the  neutral  condition  to  acidity. 

This  proves  to  our  satisfaction  that  the  claim  of  unrelia- 
bility  of  the  citrate  of  ammonia  solution  (p.  179,  180,  Rep. 
of  1890)  is  not  well  founded,  if  all  necessary  precautions 
are  taken  in  preparing  the  solution,  and  keeping  the  same 
in  not  too  large  bottles  well  stoppered,  as  recommended  long 
ago  by  Prof.  Paul  Wagner,  of  Darmstadt. 

The  claim,  made  by  the  advocates  of  the  ammoniacal 
citrate  of  ammonia  solution,  that  the  slightest  acidity  will 
impair  the  correctness  of  the  analysis  in  alumina  phos- 
phates or  producers,  was  almost  incredible,  and  the  publi- 
cation of  the  analysis  by  Mr.  Williams,  pp.  178-179  of 
the  last  report,  proves  that  the  fault  must  lie  somewhere 
else  and  not  in  the  normal  neutral  solution  of  citrate  of 
ammonia. 

There  are  numerous  other  points  in  the  determination  of 
available  phosphoric  acid,  which  might  let  in  small  varia- 
tions ;  temperature  variations  in  the  water-bath,  the  wash- 
ing of  the  portion  insoluble  in  citrate  of  ammonia,  may 
influence  the  results,  but  I  do  not  hesitate  a  moment  to 
say  that  if  the  oflBcial  methods  were  carefully  executed  by 
a  competent  analyst,  such  discrepancies  would  not  be 
possible,  even  in  case  of  iron  and  alumina  phosphate.  The 
Association  of  OflBcial  Agricultural  Chemists  has  given 
us  the  very  best  methods  for  the  investigation  of  fertili- 
zers — methods  that  are  accepted,  with  a  single  exception, 
over  the  whole  United  States  (New  Jersey  alone  determines 
available  phosphoric  acid  at  a  temperature  of  40°  C,  instead 
of  65°  C,  falling  thereby  one-half  per  cent,  lower  in  average 
result).  The  association  has  now  the  imperative  duty  to 
establish  the  fact,  that  it  only  needs  careful  and  competent 
workers  to  make  such  results  as  are  laid  before  you  to-night, 
absolutely  impossible. 

The  fact  that  diflferences  of  two  per  cent,  and  six  per 
cent,  insoluble  phosphoric  acid  are  possible  in  test  samples 
prepared  with  care  for  the  very  purpose  of  a  trial  of  methods 
is  calculated  to  upset  all  confidence  in  the  so-called  control 
work  of  the  Agricultural  Experiment  Stations. 
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The  difference  in  results  as  shown  by  the  reports  on  phos- 
phoric acid  has  very  serious  consequences  for  the  fertilizer 
trade  at  large. 

The  stations  have  assumed  the  roll  of  arbitrators  between 
buyer  and  seller.  They  have  gone  further,  and  act  as 
advisers  for  the  farmer  by  establishing  valuations  based  on 
chemical  analysis. 

I  will  not  ventilate  to-night  the  real  value  of  these  valu- 
ations, but  take  facts  as  I  find  them. 

The  market  valuation  as  adopted  by  the  Eastern  and 
Middle  States  is,  I  believe,  seven  and  one-half  or  eight  cents, 
per  unit  available  phosphate.  Supposing  it  is  eight  cents, 
and  take  sample  No.  3. 

The  first  analyst  makes  available  phosphoric  acid 

i6'95percent.  X  8 


|27*i2  valuation  per  2.000  pounds. 
The  second  analyst  makes  available  phosphoric  acid 

I ''47X8 
$18.35  per  ton. 

Or  difference  in  valuation  of  $8.67  per  ton.  On  which 
analysis  shall  we  buy?  is  a  question  which  readily  will  come 
to  the  farmer. 

Supposing  Sample  No.  3  represents  a  brand  guaranteed 
thirteen  per  cent,  of  available  phosphoric  acid. 

In  several  Southern  States  a  falling  off  of  ten  per  cent,  of 
the  guaranteed  analysis  makes  the  goods  liable  to  confis- 
cation. 

In  this  case  two  analyses  of  State  chemists,  the  second 
and  sixteenth,  will  brand  the  goods  as  to  be  condemned 
under  the  law.  But  if  the  manufacturer  should  have  been 
misled  by  one  of  the  numerous  high  results,  and  put  his 
guarantee  high,  he  made  himself  a  criminal  in  half  the 
States  of  which  you  have  the  returns  before  you. 

As  long  as  the  results  of  chemical  analysis  are  so  uncer- 
tain,  as   shown   by   the   work  of    the  official    association 
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under  the  most  favorable  examination,  the  public  should 
be  extremely  careful  in  forming  judgment  on  a  single  report 
of  a  station  if  the  same  should  show  a  remarkable  difference 
between  guaranty  and  results. 

The  fertilizer  trade  has  been  maltreated  by  suspicion, 
perhaps,  more  than  any  other  trade.  The  trade  has  been 
surrounded  by  an  endless  chain  of  different  State  laws; 
some  of  which  are  in  conflict  with  the  Constitution  of  the 
United  States,  and  these  laws  are,  to  a  great  extent,  based 
on  the  idea  of  the  infallibility  of  chemical  control.  How 
infallible  the  States*  control  can  be,  I  have  shown  you 
to-night  by  the  work  presented. 

The  work  of  the  Association  of  Agricultural  Chemists 
deserves  to  be  highly  commended  for  the  good  it  has  done, 
but  the  association  must  go  further,  before  it  can  hope  to 
be  recognfzed  as  the  arbitrator  in  the  fertilizer  trade. 

The  association  should  influence  State  legislation  through 
its  members,  to  the  end  that  the  laws  regulating  the  trade 
shall  be  made  to  conform  with  the  practical  results  of  their 
work. 

The  influence  of  the  association  should  be  exerted  like- 
wise in  the  legislation  of  New  Jersey,  to  effect  the  repeal 
of  an  antiquated  dictum  in  analytical  work  erroneously 
sanctioned  by  law ;  and  in  the  Southern  States,  where  unjust 
laws  have  been  based  on  the  belief  in  the  infallibility  of 
control  work  of  the  agricultural  station. 

DISCUSSION. 

Dr.  Wm.  J.  Williams. — I  have  listened  with  much  pleas- 
ure to  Dr.  Teme's  paper  on  the  discrepancies  found  in  the 
analyses  of  different  oflBcial  chemists  when  engaged  in 
analyzing  the  same  goods,  and  not  merely  the  same  goods, 
but  actually  the  same  (divided)  sample  of  the  same  goods. 

Dr.  Teme  has  called  attention  more  particularly  to  the 
analyses  of  bone — raw  and  partially  dissolved.  Similar 
cases  have  arisen  in  my  experience,  with  even  greater  dis- 
crepancies in  dealing  with  our  Keystone  concentrated 
phosphate,  a  concentrated  phosphate  of  iron  and  alumina. 
While  several  chemists  of  high  standing  in  the  profession^ 
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both  official  and  non-official  chemists,  gave  the  quantity  of 
available  phosphoric  acid  fairly  closely,  as,  for  instance : 

P*r  Cent.  Ptr  Cent. 

3060  3025 

30*87  30*35 

31-02  30-37 

32*35 

others  could  only  get  25*22  per  cent,  and  others  20*31,  19*40 
and  19*70  per  cent.  The  last  three  especially  show  a  differ- 
ence beyond  any  reasonable  limit. 

Now,  as  the  verdict  of  an  **  official  "  chemist  is  final  in  his 
State,  or  at  any  rate  his  figures  are  published  and  become 
generally  known,  such  discrepancies  work  great  injustice  to 
manufacturers,  and  if  the  official  chemists  could  make  some 
change  in  the  ''official"  method,  whereby  these  discrepancies 
could  be  minimized,  it  would  be  a  great  advantage  to  all  con- 
cerned. 

The  question  has  already  been  discussed  by  the  official 
chemists  in  convention,  but  up  to  this  time  no  solution  of  the 
difficulty  has  been  arrived  at. 

One  point  suggested  was  that  a  slight  acidity  or  alka- 
linity of  the  "  official  *'  neutral  ammonium  citrate  solution 
caused  the  greater  part  of  these  differences.  So  far  as  my 
own  investigations  go  (made  since  the  convention  above 
referred  to),  I  do  not  find  that  a  slight  acidity  or  alkalinity  of 
the  solution  makes  any  appreciable  difference  greater  than 
the  ordinary  errors  of  analysis. 

I  find,  however,  that  a  slight  difference  in  the  time  of 
exposure  of  the  material  at  65°  C.  does  make  considerable 
differences  in  the  results.  The  instructions  now  given  read : 
**  Cork  the  flask  securely  and  place  it  in  a  water-bath,  the  water 
of  which  stands  at  65  ^  C.  *  *  *  Raising  the  tempera- 
ture as  rapidly  as  practicable  to  65^  C,  which  is  subsequently 
maintained,  digest  for  thirty  minutes  from  the  instant  of  inser- 
tion,'' etc.  Up  to  1887,  I  think,  or  possibly  1888,  the  instruc- 
tions were  to  this  effect :  Place  the  flask  in  a  water-batu,  the 
temperature  of  the  water  in  which  is  65^  C,  raise  the  con- 
tents of  the  flask  up  to  65°  C.  as  rapidly  as  possible,  and 
maintain  at  that  temperature  for  thirty  minutes.     (I  cannot 
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give  at  the  moment  the  exact  words,  but  that  is  the  sub- 
stance.) 

Now,  it  would  appear  that  this  difference  of  instructions 
should  not  be  of  much  moment,  as  all  using  the  official 
method  are  working  under  the  same  instructions,  and  in  all 
cases  the  time  of  exposure  to  a  temperature  of  65°  C.  is  of 
equal  duration,  but  such  is  not  actually  the  case.  Under 
the  earlier  instructions  the  contents  of  the  flask  were  uni- 
formily  exposed  to  a  temperature  of  65°  C.  for  thirty  min- 
utes; and  under  these  conditions  these  great  discrepancies 
in  results  appeared  neither  so  frequently  nor  to  so  great 
an  extent.  But  when  the  instructions  were  changed  to  the 
present  form,  viz:  "  Digest  for  thirty  minutes  from  the  instant 
of  insertion,"  then  they  became  greater  and  more  frequent. 

This,  I  think,  is  due  to  the  differences  in  the  conditions  to 
which  the  material  is  exposed  in  the  water-bath ;  that  is  to 
say,  the  solution  of  exposed  neutral  ammonium  citrate 
reaches  65®  C.  much  quicker  in  some  cases  than  others.  I 
made  inquiries  from  many  chemists  on  this  point,  /.  r.,  how 
long  it  required  for  the  solution  in  the  flasks  to  reach  the 
temperature  of  65^  C.  after  insertion  in  the  water-bath.  The 
time  varied  from  three  to  nine  or  ten  minutes.  That  is  to  say, 
the  time  during  which  the  material  was  exposed  to  a  tem- 
perature of  65^  C.  varied  from  twenty  to  twenty-seven  min- 
utes, a  variation  which  is,  I  believe,  sufficient  to  account 
for  the  greater  part  of  the  discrepancies.  This  variation  in 
time  can  be  ascribed  to  many  causes,  e,  g,,  size  of  bath, 
depth  of  water,  quantity  of  heat  used,  thickness  or  shape  of 
flasks  or  other  vessel,  etc.,  and  it  would  appear  impossible 
to  produce  uniformity  of  conditions,  and,  therefore,  unifor- 
mity  of  results  under  the  present  directions.  I  think,  how- 
ever, if  the  instructions  were  modified,  so  as  to  secure  the 
exposure  of  the  material  to  a  temperature  of  65"^  C.  for  a 
uniform  fixed  time  of  thirty  minutes,  as  was  done  under  the 
original  form  of  instructions,  instead  of  to  a  variable  time 
ranging  from  twenty  to  twenty-seven  minutes,  as  under  the 
present  form  of  instructions,  that  the  results  would  be  far 
more  uniform  and  would  be  far  more  satisfactorj'  to  all  con- 
cerned. 
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OBSERVATIONS  on  FERRO-TUNGSTEN. 


ByWm  H.  Wahl. 


[^Read  at  the  stated  meeting  of  the  Chemical  Section,  held  November  i^,  i8g2^ 

In  the  course  of  an  investigation  carried  on  during  the 
past  two  years  by  the  writer,  in  conjunction  with  Dr.  William 
H.  Greene,  with  the  object  in  view  of  producing  pure  ferro- 
alloys, we  made  a  number  of  experiments  with  ferro-tung- 
sten. 

These  tungsten  alloys  exhibited  similar  physical  proper- 
ties possessing  considerable  hardness  and  toughness,  an  ex- 
tremely fine  crystalline  texture,  with  a  fracture  resembling 
that  of  tool-steel,  and  a  specific  gravity  ranging  between  9*3 
and  10*14. 

Some  of  the  fractures,  however,  exhibited  the  fact  that 
the  alloy  was  not  entirely  homogeneous,  disclosing  under 
the  glass  and  in  places  to  the  eye,  the  presence  of  what  are 
apparently  smooth  cleavages  of  imperfect  crystals  scattered 
through  the  finely-crystalline  matrix  of  the  alloy.  The 
specimen  shown  you  will  illustrate  my  statement. 

A  sample  of  the  alloy  of  10*14  specific  gravity  was 
analyzed  at  my  suggestion,  by  Mr.  J.  F.  de  Benneville  in  the 
laboratory  of  Dr.  Genth.  The  result  of  the  analysis 
exhibited  a  very  high  percentage  of  tungsten  in  the  sample, 
and  its  behavior  towards  liquid  and  fused  solvents  proved 
the  interesting  fact  that  a  large  proportion  of  the  tungsten 
was  present  in  the  uncombined  condition,  as  metallic  tung- 
sten, crystallized  in  the  matrix  of  the  alloy.  The  facts  upon 
which  Mr.  de  Benneville  has  founded  this  observation  will 
appear  in  the  following  extract  from  a  letter  describing 
briefly  the  method  pursued  in  his  analytical  work. 

^^Aqua  regia  attacked  it,  although  not  energetically,  and 
by  decanting  and  adding  fresh  portions  of  acid  from  time 
to  time  a  residue  was  obtained  which  resisted  further  action 
by  acids,  or  by  fusion  with  NajCOg  and  KNO3.  It  was  a 
heavy,  black,   pulverulent   substance,  and  in  its   negative 
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action  towards  solvents  answered  to  tungsten,  which  I  took 
it  to  be.  It  gave  22-54  per  cent,  of  the  original  material. 
A  second  portion  of  the  material  (powdered  in  a  steel  mor- 
tar)  was  fused  with  a  mixture  of  Na,COs  and  KNO3,  lixi- 
viated and  the  residue  weighed.  This  was  fused  again  and 
the  residue  weighed,  the  second  weighing  being  practically 
the  same,  and  yielding  22*80  per  cent,  of  the  original  mate- 
rial, using  strong  HCl  (r20Sp.gr.)  in  successive  portions, 
decanting,  igniting  the  residue  and  treating  again  with  acid, 
gave  me  2174  per  cent." 

The  foregoing  extract  appears  fully  to  justify  the  conclu- 
sion that  the  undissolved  residue  represents  the  metallic 
tungsten  present  in  the  alloy  in  the  uncombined  state. 

The  composition  of  the  metal  analyzed  by  Mr.  de  Benne- 
ville  is  as  follows : 

Per  Cent. 

C, 0-85 

P, 0041 

Si, 014 

Mn, trace 

Fe, 42-28 

W  (metal) 22* 54 

W  (alloy), 34-3S 


I00-20I 

A  study  of  these  figures  reveals  another  interesting  fact 
to  which  I  desire  to  call  your  attention. 

Taking  the  figures  of  the  iron  and  combined  tungsten 
(42-28  :  34-35)  and  calculating  the  percentage  of  tungsten 
which  this  ratio  represents,  we  obtain  44-82  per  cent,  tung- 
sten. A  calculation  shows  also  that  the  figures  represent- 
ing the  compound  Fe^W  are  almost  identical  with  the  ratio 
above-named,  to-wit : 

Fe^lV  Fe^lV 

Found.  By  Theory.  Difference. 

Fe,  55-18  per  cent.         Fe,  54*91  per  cent. 

w,  44-82      "  w,  45-09      "  —  0*27 


100-00  100*00 


The  conclusion  would  seem  to  be  justified  by  the  facts 
above  noted,  that  the  saturation  point  of  iron  for  tungsten 
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is  represented  by  the  ratio  exhibited  in  the  compound  Fe4W, 
and  that  any  excess  of  tungsten,  above  this  ratio,  present  in 
a  tungsten  iron  will  remain  uncombined. 

I  wish  to  express  this  statement  as  probably  the  correct 
interpretation  of  the  facts,  for  it  is  hazardous  to  make  a 
generalization  of  this  kind  on  the  results  of  a  single  analysis. 

It  may  be  interesting  to  note  in  conclusion  that  Howe,  in 
his  "  Metallurgy  of  Steel,"  refers  to  several  cases  of  ferro- 
tungsten  indicating  the  composition  Fe^W,  and  that  the 
works  on  metallurgy  as  a  rule  accept  without  question  the 
dictum  that  iron  and  tungsten  will  unite  in  all  proportions. 
In  the  light  of  the  facts  given  in  this  paper,  this  last  state- 
ment requires  qualification. 
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PROCKKDINGS 

OP  THB 

Klbctrical  Section 

OP  THB 

Rranklin  Insxitutb. 


[Stated  meeting,  held  Tuesday,  October  2j,  1892^] 

Hall  of  the  Franklin  Institute, 
Philadelphia,  October  25,  1892. 
Prof.  Edwin  J.  Houston,  President,  in  the  chair. 

Present,  thirty-four  members  and  visitors. 

The  minutes  of  the  previous  meeting  were  read  and  approved. 

The  Treasurer  reported  the  cash  balance  in  the  treasury,  and  presented 
bills  for  printing  and  clerical  work,  which  were  approved  and  ordered  paid. 

The  Committee  on  Admissions  reported  ten  elections  to  membership 
since  last  meeting.    Two  nominations  were  referred  to  this  committee. 

The  first  sentence  of  Article  IV  of  the  Section's  By-Laws  was  amended 
to  read,  "The  annual  dues  of  active,  corresponding  and  associate  members 
shall  be  two  dollars,  payable  annually  in  advance,  on  the  first  of  January  of. 
each  year." 

Mr.  Elmer  G.  Willyoung  exhibited  "A  New  Ballistic  Galvanometer,*'  and 
read  a  paper  describing  it.  The  instrument  is  made  by  Queen  &  Co.,  its 
principal  features  being  the  composite  coils  consisting  of  about  five  different 
sizes  of  wire  forming  portions  of  the  coils,  whose  shapes  arc  obtained  by  careful 
calculation  for  best  effect ;  the  magnetic  system  consisting  of  four  bell  magnets, 
the  lowest  one  carrying  a  movable  ring,  by  means  of  which  the  sensibility  of 
the  system  can  be  varied  without  using  a  controlling  magnet ;  and  the  quartz 
fibre  suspension.    The  paper  was  referred  for  publication. 

Mr.  Paul  A.  Winand  read  a  paper  "  On  the  Measurement  of  Energy  in 
the  Three- Phase  System,*'  in  which  he  described  the  best  methods  of  obtain- 
ing correct  results.     Referred  for  publication. 

A  communication  was  read  from  Mr.  E.  G.  Willyoung  inviting  the  Section 
to  visit  the  Electrical  Laboratory  of  Queen  &  Co.,  at  Ardmore,  Pa.,  and 
upon  motion  the  chair  appointed  Messrs.  E.  A.  Partridge  and  Rondinella  a 
committee  to  make  the  necessary  arrangements. 

The  meeting  then  adjourned. 

L.  F.  Rondinella,  Secretary. 
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A  NEW  BALLISTIC  GALVANOMETER. 


{a)  WITH  HIGH  INSULATION,  GRADED  COILS,  AND  OTHERWISE 
CONSTRUCTED  CLOSELY  TO  THEORY. 

{b)  WITH  A  NEW  METHOD  OF  VARYING  THE  SENSIBILITY  WITHIN 
THE  WIDEST  LIMITS  WITHOUT  T«E  USE  OF  A  CONTROL 
MAGNET. 


Bv  Elmer  G.  Willyoung. 


\^Read  at  the  stated  meeting  of  the  Electrical  Section,  Tuesday,  October 

23,  i8g2:\ 

{a)  The  galvanometer  which  I  am  about  to  present  to 
your  notice  is  not,  as  are  many  instruments,  the  result  of 
chance  development,  but  represents  the  fulfilment  of 
deliberate  intention  aided  by  close  application  of  theory 
and  experimental  data  systematically  obtained  for  the'  pur- 
pose. Some  six  or  eight  months  ago  it  became  necessary 
for  the  firm  with  which  I  am  connected  to  place  upon  the 
market  a  good  ballistic  galvanometer,  and  I  accordingly  set 
about  to  design  and  build  such  an  instrument.  After  a 
little  time  spent  in  looking  over  a  number  of  combinations 
and  general  styles  advocated  by  various  persons,  and  in 
pondering  different  theoretical  considerations,  I  designed 
an  instrument  somewhat  similar  to  that  which  you  see. 
(Fig,  /.)  This  first  instrument,  when  completed,  was  taken 
in  hand  at  the  laboratory  and  thoroughly  tested  under 
a  large  variety  of  conditions ;  its  law  of  deflection,  its 
leakage,  the  decrements  of  damping  with  coil  frames  open 
and  closed ;  with  coils  short-circuited,  and  in  series  with 
various  resistances,  were  all  found. 

Various  modes  of  suspension  and  of  constructing  systems 
were  also  tried.  In  particular,  a  considerable  time  was 
devoted  to  a  study  of  different  methods  of  varying  the 
sensibility  of  the  system  and  some  important  conclusions 
were  drawn.  After  this  earlier  and  systematic  study  of  the 
instrument  it  was  placed  in  the  laboratory,  and  used  for  the 
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regular  daily  work  of  determining  battery  curves,  condenser 
capacities,  making  hysteresis  determinations,  etc.,  which 
naturally  make  up  the  routine  of  a  working  laboratory. 
After  some  weeks  of  work  of  this  kind  and  accompanying 
*'  unconscious  cerebration "  of  the  writer,  and  of  one  of  his 
associates,  Mr.  Northrup,  who  made  most  of  the  systematic 
tests  first  referred  to,  the  matter  was  again  taken  up,  a 
modified  design  produced,  and  the  instrument  constructed 
which  you  see  here.  I  will  first  refer  to  more  general  points 
which  are.  to  be  noticed. 


Fig.  I. 
To  speak  of  the  general  plan  of  the  instrument  for  a 
moment,  the  coils  are  two  in  number  and  equal  in  size;  they 
close  upon  the  magnetic  system,  which  hangs  in  a  diameter 
between  them,  and  are  supported  upon  highly  polished  and 
corrugated  hard  rubber  pillars.  These  pillars  are  two  and 
seven-sixteenths  inches  high,  and,  since  the  corrugations  are 
sides  of  equilateral  triangles,  they  are  equivalent  to  plain 
pillars  of  just  twice  the  surface  or  about  five  inches  high. 
The  surface  resistance  to  leakage  is,  therefore,  very  great. 
Upon  the  rubber  pillars  are  brass  rods  joined  at  the  top  by 
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a  cross  bar,  which  carries  the  torsion  head  and  its  suspen- 
sion. The  suspension  is,  when  in  position,  a  trifle  over  two 
and  three-fourths  inches  long.  The  torsion  head  is  divided 
into  15°  divisions,  and  by  its  means  the  coefficient  of  torsion 
of  any  suspension  may  be  quickly  obtained.  I  want  to  call 
particular  attention  to  the  coils  of  this  galvanometer ;  in 
this  regard  the  instrument  has  been  as  closely  conformed  to 
theory  as  possible.  It  is,  of  course,  a  fundamental  fact 
of  galvanometer  theory  that  the  electro-magfnetic  eflfect  of 
a  coil  upon  a  magnet  is  directly  proportional  to  the  num- 
ber of  turns  in  the  coil,  and  hence,  in  a  very  sensitive 
instrument,  the  windings  must  be  as  many  as  possible ;  a 
moment's  thought,  however,  makes  it  clear  that  there  is 
a  practical  limit  to  the  number  of  turns  which  may  be 
used,  and  that  this  limit  is  reached  when  the  coil  has 
obtained  such  a  diameter  that  the  loss  of  electro-mag- 
netic action  due  to  increased  resistance  is  equal  to  the 
gain  effected  by  the  extra  turn.  In  this  we  are  a'^>suming 
that  but  one  size  of  wire  is  used  in  the  winding ;  if  now 
we  increase  the  cross-section  of  the  wire  suitably  we  may 
still  increase  efficiency  by  adding  turns,  and  this  to  an 
indefinite  extent  by  continuing  to  increase  the  cross-section 
as  a  function  of  the  increased  diameter ;  by  doing  this,  how- 
ever, the  coil  would  soon  become  of  unniana^eable  pro- 
portions. It  can  also  easily  be  shown  that  the  exterior 
bounding  surface  of  a  galvanometer  coil,  for  maximum 
effect,  is  a  surface  of  revolution  the  equation  of  whose 
meridional  section  is  u^  =z  (^  sin  d  where  ^  is  a  constant.* 
The  form  of  this  curve  is  shown  in  Fig,  2^  which  represents 
a  meridional  cross-section  of  a  properly-shaped  coil,  where 
there  are  several  curves  based  on  different  values  of  c.  It 
is  obviously  not  commercially  possible  to  vary  the  wire  as 
continuously  as  rigid  conformity  to  theory  would  require,  as 
this  would  mean  a  continuous  wire  tapering  uniformly  from 
one  end  to  the  other;  instead  of  this  we  may,  however, 
obtain  an  approximation  to  theory  by  changing  the  sizes  of 
wire  used  a  greater  or  less  number  of  times.     This  is  what 

*  Maxwell's  Elec,  and  Magnetism,  Vo\  ii,  p.  361  (3d  ed.). 
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has  been  done  in  the  coils  before  you,*  and,  indeed,  is  what  is 
being  done  now  in  all  galvanometers  made  by  our  firm.  The 
usual  number  of  changes  which  we  make  is  five,  and  that 
number  has  been  employed  here.  Galvanometer  coils  wound 
in  this  way  are  called  "  graded  '*  coils.  In  effecting  this 
grading  we  first  decide  upon  the  total  resistance  of  the  coil 
and  then  by  an  application  of  the  mathematical  theory,  as 
given  in  Maxwell,  determine  the  exact  diameters  of  the 
wires  which  must  be  used  and  the  positions  and  shapes  of 
their  bounding  surfaces,  the  latter,  of  course,  satisfying  the 
equation  «*  =  ^  sin  0.  The  labor  involved  in  making 
these  calculations  is  considerable,  as  the  insulation  thick- 
ness of  the  wire  is  a  complicating  factor  which  must  be 
allowed  for;  it  is,  in  fact,  necessary  to  obtain  the  final 
result  by  a  series  of  approximations  of  at  least  three  in 
number,  first  substituting  an  approximate  value  of  5,  the 
ratio  of  insulation  thickness  to  the  radius  of  the  bare  wire, 
from  which  we  obtain  an  approximate  value  of  this  bare 
wire  radius ;  we  then  substitute  a  more  correct  value  of  d 
and  solve  again  and  at  last  use  the  nearest  gauge  number 
to  the  obtained  diameter.  We  do  not,  of  course,  work  all 
these  calculations  out  every  time  we  wind  a  pair  of  coils,  as 
that  would  not  be  commercially  possible.  Our  coils  on  all 
our  galvanometers  are  of  the  same  size,  or  rather  are  reduced 
to  several  standard  sizes  and  gauges  are  used  for  each  size. 
Consequently  we  have  been  enabled  to  work  out  the  com- 
plete winding  for  each  size  of  coil  for  every  resistance  likely 
to  be  desired  from  one-half  ohm  to  10,000  ohms ;  we  have  a 
typical  drawing,  properly  lettered,  and  all  that  is  done  is  to 
wind  wire  until  the  bounding  curve  of  the  wire  surface 
calipers  to  the  determined  data.f  I  have  here  {Fig.j)  one  of 
the  forms  upon  which  the  coils  are  wound.  We  have  a 
number  of  these  for  each  of  the  two  or  three  types  of  coils, 
all  of  each  type  being  rigidly  the  same  size.  They  are  made 
so  that  after  a  coil  is  wound  the  sides  and  core  can  readily 

*  A  specimen  coil,  wound  and  ready  to  slip  into  any  galvanometer  frame, 
was  here  shown. 

t  This  typical  drawing  was  here  bhown  together  with  the  table  of  calcu- 
lated data  accompanying  it  from  which  coils  are  actually  wound. 
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be  slipped  away.  The  core  is  of  steel,  in  order  that  it  may 
be  very  small  and  yet  be  of  sufficient  strength.  Note  the 
peculiar  curve  {A,  Fig,  j)  at  one  side ;  this  is  a  mathematically 
determined  curve,  and  is  so  shaped  as  to  secure  the  maxi- 
mum action  upon  the  needle  of  the  windings  lying  close  to 
the  magnets.  Here  is  a  wound  coil  ready  for  slipping  into 
the  frame ;  I  think  you  can  all  see  the  lines  of  separation 
of  the  various  windings,  and  that  they  have  a  greater  diame- 
ter upon  the  one  side  than  upon  the  other.  In  the  pair  of 
coils  used  in  this  instrument  the  space  surrounding  the 
magnets  has  been  made  very  small,  so  as  to  make  use  of  the 
exceedingly  valuable  space  lying  close  to  the  centre.  To  show 
the  practical  advantage  of  grading  coils,  if  the  coils  of  this 
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Fig.  2.  Fig.  3. 

galvanometer  had  been  wound  to  the  same  resistance  with 
but  one  size  of  wire,  and  occupying  the  same  volume,  the 
sensibility  would  have  been  but  four-ninths  as  much.  The 
difference  in  cost  is  very  inconsiderable. 

The  clearance  between  the  coils  in  this  instrument  is  but 
one-twentieth  of  an  inch,  leaving  only  just  enough  room 
for  the  shaft  of  the  system  to  work  freely.  The  coils  may 
be  used  in  any  way  desired,  either  singly  or  in  series  or  in 
multiple,  thus  giving  one  three  instruments  in  one,  e,  g., 
the  present  instrument  is  of  about  5,000  ohms  resistance 
with  the  coils  in  series;  using  either  coil  singly  the  re- 
sistance is  2,500  ohms  and  in  multiple  1,250  ohms.  The 
various   connections   are   quickly  made  by  means  of   the 
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little  plug  tipped  flexible  cords  (/?,  Fig.  /),  which  plug  into 
little  receptacles  P  on  the  coil  frames.  In  case  a  greater 
range  even  than  this  is  desired,  the  coils  are  made  inter- 
changeable and  may  readily  be  removed  from  the  instrument 
by  simply  loosening  one  screw  on  each  frame.  The  binding 
posts  B  are  placed  at  the  extremities  of  brass  rods  which 
pass  through  the  case  and  screw  upon  lugs  attached  to  the 
coil  frames ;  where  the  rods  pass  through  the  case,  the  case 
holes  G  are  bored  somewhat  larger  and  a  rubber  collar  D 
fits  upon  the  rod  and  fills  up  the  holes  in  the  case,  keeping 
out  dust  and  dirt ;  when  the  instrument  is  to  be  used  the 
collars  are  drawn  back  so  that  there  is  no  possibility  of 
leakage  taking  place  through  the  case,  and  the  entire 
instrument  is  still  supported  by  the  corrugated  rubber 
pillars. 

It  will  be  noticed  that  there  are  no  levels  upon  this 
instrument;  they  are  left  off  purposely.  I  don't  know 
that  I  had  ever  seen  a  good  galvanometer  without  levels 
attached  until  I  began  to  leave  them  oflf  of  our  instruments. 
I  had  never  questioned  the  utility  of  them  while  I  was  sim- 
ply a  user  of  apparatus,  although  I  never  made  any  use  of 
them  myself,  but  when  it  became  a  matter  of  business  and 
my  attention  had  to  be  given  to  the  subject  of  designing 
the  best  for  the  lowest  cost,  I  soon  came  to  look  upon  the 
level  as  an  utterly  superfluous  appendage.  Theoretically, 
of  course,  the  level  has  been  upon  the  instruments  for  the 
purpose  of  adjusting  them  to  the  system,  so  that  when  the 
bubble  was  in  its  proper  position  the  system  would  hang 
perfectly  free ;  practically,  however,  the  clearance  allowed 
in  a  good  galvanometer  is  so  small  that  the  slightest  lack 
of  perfection  in  the  adjustment  or  change  of  position  of  the 
torsion  head  would  cause  the  system  to  stick ;  the  smallest 
hair  or  shred  of  insulating  material  or  stray  fibre  would 
operate  in  the  same  way,  so  that  actually  the  user  has 
always  found  it  far  more  convenient  to  level  the  instrument 
up  by  means  of  the  levelling  screws,  until,  by  observing  the 
mirror,  the  system  was  seen  to  swing  free.  If  this  was  not 
easily  attained  the  coils  would  be  swung  apart,  and  the  sys- 
tem and  faces  of  the  coils  closely  inspected  to  ascertain  the 
Vol.  CXXXIV.  32 
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cause  of  difficulty.  I  have  inquired  of  many  experienced 
users  of  these  delicate  galvanometers,  and  have  always 
received  the  same  reply,  viz :  that  they  never  thought  of 
using  the  levels  and  found  them  entirely  unnecessary,  thus 
confirming  my  own  experience.  In  order  quickly  to  inspect 
the  system,  the  coils  are  pivoted  so  as  to  be  easily  thrown 
open  by  merely  removing  the  binding  post  rods  and  raising 


^/" 


Fig.  s- 
In  practice  the  first  coil  only  is 


Fig.  4. 

the  milled  screw  clamp  F. 
swung  away. 

{b)  Having  thus  described  the  more  general  characteris- 
tics of  the  instrument,  I  want  to  speak  more  particularly  of 
an  improvement  in  galvanometers  having  moving  systems 
composed  of  magnets  which  has  been  devised  in  our  labora- 
tory and  applied  for  the  first  time  in  this  form  of  instru- 
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ment.  The  improvement  consists  in  a  means  of  varying 
the  sensibility  of  the  instrument  within  the  widest  limits  in 
an  exceedingly  simple  way,  and  in  a  manner  which  entirely 
does  away  with  some  of  the  annoying  inconveniences  and 
sources  of  inaccuracy  which  have  been  experienced  hereto- 
fore when  using  instruments  of  this  character.  The  usual 
method  of  varying  the  sensibility  of  galvanometers  of  this 
kind  has  been,  as  is  well  known,  by  neutralizing  to  a  greater 
or  less  degree;  the  influence  of  the  earth's  field  upon  the 
system  by  means  of  a  control  magnet  suitably  placed  upon 
the  instrument.  This  magnet  has  usually  been  placed  upon 
a  standard  attached  to  the  instrument  and  rising  from  its 
centre  above  as  in  the  galvanometer  shown  in  Fig,  4..  Occa- 
sionally this  magnet  has  been  placed  below  instead  of 
above,  and  in  one  or  two  patterns  at  the  front  or  back.  This 
magfnet  could  be  raised  or  lowered  to  change  the  intensity 
of  its  field  at  the  needle,  or  oriented,  in  order  to  change  its 
plane ;  occasionally,  also,  a  means  of  changing  the  inten- 
sity of  the  control  or  its  plane  without  moving  it  to  or  away 
from  the  needle  has  been  employed.*  All  these  plans  have 
been  somewhat  expensive  to  use,  and  all,  except  the  last, 
have  been  open  to  the  objection  that  they  could  not  be  used 
without  jarring  and  disturbing  the  instrument.  But  the 
most  serious  difficulty  has  been  due  to  an  entirely  different 
cause,  which  I  will  endeavor  to  point  out.  Let  us  conceive 
of  the  case  of  a  system  composed  of  two  sets  of  magnets, 
B  and  D,  Fig.  j,  the  upper  set  composed  of  four  magnets 
with  their  north  poles  pointing  in  one  direction,  and  the 
lower  set  composed  of  three  magnets  of  the  same  length  as 
the  upper  set,  and  with  their  north  poles  pointing  in  the 
opposite  direction ;  this  combination  is  known  as  an  "astatic*' 
system,  since  the  controlling  force  of  the  earth's  field  is  only 
the  difference  of  the  magnetic  moments  of  the  two  systems. 
In  the  case  supposed,  the  upper  set  "  controls,**  and  the 
north  poles  of  the  upper  system  will  point  to  the  north.  If 
now  we  wish  to  make  the  system  still  more  astatic  we 
weaken  the  earth *s  field  upon  the  upper  needle  by  means  of 

*  See  Kittler*s  Handbuch  <Ur  Eiektrotechnik,  pp.  226,  227,  228.  Vol.  i,  1886. 
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a  control  magnet  suitably  placed  near  it.*  We  now  have 
the  magnetic  system  subject  to  the  influence  of  two  fields, 
one  the  earth's  and  the  other  the  field  of  the  control  mag- 
net. We  may  represent  these  two  fields  in  strength  and 
direction  by  lines  suitably  drawn ;  let  us  also  suppose  that 
these  fields  are  placed  to  oppose  one  another,  but  with  planes 
not  rigidly  parallel.  Fig,  6  {a)  shows  this  with  A  B  repre- 
senting the  earth's  field  in  strength  and  direction,  and  A  C 
that  of  the  control  magnet.  Completing  the  parallelogram 
we  obtain  A  D,  which  represents  the  resultant  field  in  direc- 
tion and  intensity.  Let  us  suppose,  now,  that  the  earth's 
field  slightly  changes  in  direction,  as  is  shown  in  (p)  Fig.  6. 
The  resultant  now  point,  nearly  directly  opposite  to  its  first 
position,  and  though  the  earth's  field  has  moved  through 
but  an  exceedingly  small  angle,  we  see  that  the  resultant 
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Fig.  6. 

will  have  moved  through  nearly  180^,  so  that  the  slightest 
shifting  of  the  earth's  meridian  causes  an  immensely  magni- 
fied movement  of  the  resultant.  This  theoretical  conclu- 
sion is  thoroughly  realized  in  practice,  although  but  few  who 
are  annoyed  by  it  are  aware  of  its  cause.  It  is,  of  course, 
seen  that  this  magnification  varies  with  the  sensibility  and 
is  largest  when  the  instrument  is  most  sensitive.  In  gal- 
vanometer work  this  phenomenon  is  known  as  the  "  drift " 
of  the  needles,  and  the  tyro  in  galvanometer  practice  is  very 
apt  to  think  his  instrument  bewitched  for  some  time  after 

*  This  is  the  method  which  has  always  been  employed  in  instruments 
which  have  been  used  ;  it  is,  however,  not  theoretically  the  best  way,  which 
would  be  to  place  a  standard  at  right  angles  to  the  earth's  meridian  and 
midway  between  the  sets  of  magnets,  and  place  upon  this  standard  a  control 
magnet,  rotating  upon  it  in  a  plane  at  right  angles  to  the  standard  ;  its  hori- 
zontal component  would  vary  with  its  phase. 
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making  its  acquaintance.  There  are  none  of  us,  probably 
but  who  have  experienced  it ;  we  work  at  an  instrument, 
adjust  the  telescope  and  get  the  mirror  nicely  on  zero.  In  a 
few  minutes  we  look  again  and  find  some  other  number  of 
the  scale  before  us,  and  if  we  watch  for  a  time,  we  may  see 
the  scale  travelling  along  the  mirror,  until  often  it  disap- 
pears entirely,  the  mirror  having  entirely  left  it ;  if  we  let 
it  alone  it  will  very  likely  come  back  later  in  the  day  and  go 
in  the  other  direction.  The  mirror  is  never  still,  going  now 
one  way  and  now  another,  though  more  stable  during  some 
parts  of  the  day  than  at  others.  This  is  apt  to  be  a  very 
serious  hindrance  in  making  exact  observations  when  the 
instrument  is  very  sensitive,  as  when  the  mirror  fails  to 
return  to  zero  after  a  deflection  we  are  unable  to  tell  definitely 
whether  this  is  due  to  the  cause  just  mentioned  or  to  some 
other,  and,  if  the  former,  as  to  just  how  much  must  be 
added  to  or  subtracted  from  the  observed  deflection  on  this 
account.  It  also  necessitates  frequent  re-adjustment  and 
hence,  re-determination  of  the  constant  of  the  instrument 
to  prevent  the  mirror  going  entirely  oflf  the  scale.  I  will 
now  explain  the  improvement  embodied  in  this  instrument^ 
and  npw  for  the  first  time  made  public.  The  device  is  the 
invention  of  Mr.  E.  F.  Northrup,  of  Queen  &  Co.'s  labora. 
tory,  and  I  regard  it  as  one  of  the  most  important  additions 
to  galvanometer  practice  which  has  been  made  for  many 
years.  By  its  use  all  the  annoyances  of  **  drift  "  are  elimi- 
nated and  the  instrument  rendered  much  more  certain  in  its 
indications  besides  being  less  costly  to  manufacture.  Ref- 
erence to  Fig,  7  will  show  the  principle  of  the  device ;  M  is 
an  ordinary  horseshoe  magnet  at  the  bend  of  which  is  a 
bar  of  soft  iron  A  B\  the  distribution  of  the  lines  of  force 
is  practically  unaltered  by  this  bar.  In  {B)  we  have  the 
same  magnet,  but  with  the  bar  moved  about  half-way  up 
towards  the  poles ;  the  lines  of  force  are  now  considerably 
deformed,  and  many  have  been  drawn  down  so  as  to  pass 
through  the  soft  iron  armature.  In  (r)  the  armature  has 
been  pushed  up  to  the  very  poles,  and  almost  all  the  lines 
are  now  passing  through  it,  the  magnet  thus  being  short- 
circuited  and  made  about  as  ineffective,  as  regards  its  exter- 
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nal  field,  as  would  be  a  mass  of  soft  iron  of  the  same  shape. 
Now,  let  us  look  at  Fig,  8,  which  represents  the  system 
used  in  this  instrument.  The  system  is  seen  to  be  com- 
posed of  four  "  bell  '*  magnets  of  the  well-known  Siemens 
type ;  the  upper  and  lower  have  their  poles  turned  in  the 
same  direction  while  the  centre  magnets  have  their  poles 
also  in  the  same  direction  but  opposite  to  that  of  the  out- 
side magnets.  The  upper  and  lower  magnets  thus  make  up 
one  set  of  an  ordinary  astatic  system,  and  correspond  with 


Fig.  8. 


Fig.  9. 


the  set  B,  Fig,  5,  while  the  centre  magnets  correspond 
with  the  set  D.  The  outside  magnets  are,  as  will  be 
noticed,  slightly  longer  than  the  inner  ones,  and  will,  con- 
sequently, if  all  are  magnetized  in  practically  the  same 
way,  be  the  stronger,  and  will  "control"  the  system.  If 
now  we  weaken  one  or  both  of  these  outside  magnets  their 
control  will  be  lessened,  and  the  period  of  the  system  will 
be  increased,  until  finally  the  influence  of  the  inner  mag- 
nets will  begin  to  predominate,  and  the  system  will  swing 
round  through  180°.     The  means  by  which  this  weakening 
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is  accomplished  are  in  this  instrument  very  simple.  The 
lower  magnet  has  cut  upon  it  a  very  fine  screw  thread,  and 
upon  this  thread  is  fitted  a  narrow  and  light  ring  of  soft 
iron  W.  When  the  ring  is  at  the  bottom  of  the  magnet  its 
influence  is  nil ;  if  we  desire  a  greater  sensibility  we  simply 
screw  the  ring  up  until  this  sensibility  is  attained.  In  order 
to  do  this  easily,  the  system  is  attached  to  the  fibre  by 
means  of  an  exceedingly  small  hook  /,  and  may  readily  be 
removed  by  simply  lifting  it  oflf  with  the  aid  of  a  small  pair 
of  forceps  when  the  ring  may  be  moved  a  trifle,  the  system 
replaced  and  the  vibration  period  observed.  In  practice 
all  this  can  be  done  in  a  very  few  minutes.  It  might  be 
objected  that  in  thus  ** short-circuiting"  this  outside  magnet 
we  lose  a  portion  of  the  deflecting  moment  of  this  magnet, 
which  is,  of  course,  acted  upon  by  the  coil.  This  is  true 
but  the  loss  is  very  small,  the  effective  couple  of  these 
outside  magnets  being  vastly  less  than  that  of  the  inner. 
The  best  proof,  however,  is  the  result,  and  here  are  some  of 
the  results  obtained  with  this  instrument.  Using  the  old 
method  of  control,  /.  e,,  an  exterior  control  magnet,  we  had : 

Period  (single  swing), 4iJ  seconds. 

Mean  deflection  }  M.  F.  at  1*44  volts 100  mms. 

Drift  in  5  minutes 2*5  mms. 

With  Northrup's  method : 

Period  (single  swing), iij\^  seconds 

Mean  deflection  \  M.  F.  at  r44  volts 21 '5  mms. 

Drift  in  5  minutes Inappreciable. 

And  making  still  more  astatic : 

Period  (single  swing) 21*6  seconds. 

Mean  deflection  ^  M.  F.  at  1*44  volts, 237  mms. 

Drift  in  5  minutes, Inappreciable. 

The  large  vibration  period  of  over  forty  seconds  for  a 
complete  swing  obtained  without  "drift"  is  extraordinary 
in  my  experience;  it  may  readily  be  made  much  greater, 
however,  and  the  instrument  correspondingly  more  sensi- 
tive if  desired  by  this  method.  I  have  here  a  system  made 
in  the  same  way  as  the  one  in  the  instrument  before  you, 
but   larger,  so  that   I   may  illustrate  the  working  of  this 
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device.  It  is  hung  by  a  silk  fibre  with  the  short-circuiting- 
ring  at  the  bottom,  and  the  system  is  as  insensitive  as  it 
can  be  made  with  the  outside  magnets  controlling.  I  start 
it  vibrating,  and  we  note  that  the  period  is  very  short,  some 
thing  like  three  seconds  {s.  i/.).  I  now  screw  up  the  ring 
about  four  turns  and  you  will  notice  that  the  period  is  con- 
siderably lengthened  and  is  now  about  ten  seconds  {s,  v). 
Now,  it  is  about  twenty  seconds  {s,  v.),  and  by  screwing  it 
up  further  I  can  completely  reverse  the  plane  of  the  system ; 
if  I  continue  to  still  further  weaken  the  lower  magnet  I  shall 
obviously  make  the  system  less  and  less  sensitive,  since  the 
centre  magnets  will  control  more  and  more  strongly.  Instead 
of  screwing  this  ring  on  we  may,  of  course,  merely  slip  it 
on,  allowing  it  to  hold  by  its  own  friction  only.  We  may  also 
apply  it  to  the  upper  instead  of  the  lower  magnet,  or  to 
both  if  we  desire.  The  application  of  this  same  method  to 
the  orthodox  light  system  is  obvious  and  may  be  made  in  a 
variety  of  ways.  Fig^.  j  represents  in  diagram  such  a  system 
as  used  in  the  Thomson  four-coil  galvanometer  as  made  by 
us,  and  Fi^-.  g  the  system  as  it  might  be  modified  to  use 
Northrup  s  device.  Here  there  are  two  sets  of  magnets,  B 
and  D,  which  would  lie  in  the  centre  of  the  upper  and  lower 
pair  of  coils,  respectively. 

To  use  the  new  device  we  make  the  shaft  of  the  system 
long  enough  to  extend  down  a  little  below  the  bottom  of 
the  lower  coil  and  place  upon  it  an  extra  magnet  C,  as  shown 
in  the  figure,  with  its  poles  placed  in  the  same  direction  as 
those  of  the  upper  set.  At  the  back  of  this  little  extra 
magnet  we  pivot  a  small  piece  of  soft  iron  Z,  of  about  the 
same  size  and  shape  as  the  magnet,  so  that  it  may  be  rotated 
to  be  either  perpendicular  or  parallel  to  it.  When  in  the 
former  position,  the  little  extra  magnet  is  allowed  to  assist 
the  upper  set  which  consequently  controls;  when  in  the 
latter,  the  extra  magnet  is  short-circuited,  and  the  influence 
of  the  lower  set  of  magnets,  being  a  trifle  longer,  predomi- 
nates. The  weight  added  to  the  system  by  this  construction 
may  be  so  small  as  to  be  inappreciable  in  all  except  the 
most  delicate  instruments.  We  ourselves,  however,  have  not 
yet  adopted  this  device  as  applied  to  very  light  and  small 
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systems,  on  account  of  the  excessive  delicacy  of  construction 
involved  and  of  lack  of  time  in  which  to  work  this  out  with 
thoroughness.  The  necessary  delicacy  of  such  a  "light" 
system  is  so  very  gfreat,*  mechanically,  that  I  have  doubts 
as  to  whether  the  device  had  best  be  applied  to  such.  In 
the  instrument  before  you,  I  use  an  exterior  control  magnet 
when  the  light  system  is  used.  This  magnet  you  see  in 
position  upon  the  base  {Fig,  /);  a  middle  head  E  works  a 
screw  through  a  block  O,  so  that  the  position  of  the  magnet 
with  reference  to  the  system  is  easily  varied.  When  the 
ballistic  system  is  used,  this  magnet  is  easily  removed  by 
unscrewing  the  small  head  K  upon  the  upper  part  of  the 
base. 

The  general  construction  of  the  system  used  in  this 
instrument  is  well  worth  looking  at,  as  considerable  pains 
have  been  taken  to  work  out  one  thoroughly  adapted  to  the 
requirements.  As  is  well  known,  a  perfect  ballistic  system 
must  have  so  large  a  moment  of  inertia  that  the  entire 
quantity  of  electricity  which  it  is  designed  to  measure  must 
have  time  to  pass  through  the  coils  before  the  system  is 
able  to  move.  In  addition  it  must  be  so  shaped  as  to  have  a 
minimum  damping  either  of  air  friction  or  magnetic  or 
otherwise.  To  avoid  air  friction,  the  system  must  be  of 
small  diameter  and  shaped  so  as  not  to  scoop  and  carry  air 
before  it  and  it  must  be  very  heavy  in  order  to  give  it  the 
required  large  moment  of  inertia.  This  system,  I  think, 
thoroughly  conforms  to  all  the  requirements.  The  magnets 
are  cylindrical  bell-shaped  magnets  of  but  thirteen-sixty- 
fourths  inches  in  diameter  and  are  threaded  upon  a  shaft  of 
quartz  rod ;  in  order  to  make  them  very  heavy  they  are  filled 
with  small'  fragments  of  lead,  held  in  place  by  means  of  a 
little  hard  wax ;  after  being  filled  thus  a  little  brass  washer 
is  placed  in  the  end  of  each  magnet  with  the  shaft  passing 
directly  through  its  centre ;  this  is  for  the  purpose  of  hold- 
ing the  magnets  in  place  in  a  perfectly  symmetrical  manner. 
The   whole   weight  of  this   system    is  4-5  grammes.     It  is 

*  A  light  system,  as  made  by  us  for  Thomson  reflecting  galvanometers, 
weighs  somewhat  less  than  350  milligrammes. 
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made  with  a  small  hook,  /,  above,  so  that  it  can  be  quickly- 
unhooked  from  the  fibre  for  adjustment  or  to  be  replaced 
by  another  kind  of  system.  The  fibre  also  hooks  into  place 
and  can  be  quickly  removed  in  correspondence  with  the 
system  which  is  to  be  used.  For  the  most  delicate  work 
the  use  of  hooks  introduces  a  slight  error  as  the  two  hooks 
will  **  ride  *'  upon  one  another  through  a  very  small  angle 
and  thus  the  system  will  deflect  without  torsion  of  the  sus- 
pension. In  such  cases  a  small  drop  of  hot  beeswax  touched 
to  the  hooks  will  cement  them  together  in  a  perfectly  satis- 
factory manner,  and  they  are  readily  separable  again  by 
touching  for  an  instant  with  a  warm  iron  or  brass  wire. 

The  suspension  itself  of  quartz  and  is  about  \(^\^^  of  an 
inch  in  diameter;  quartz  is  used  because  it  has  absolutely 
no  set  whatever,  a  statement  which  is  true  of  no  other  sus- 
pension, metallic  or  otherwise,  of  which  I  have  knowledge, 
its  elasticity  is  almost  perfect  through  extremely  large  lim- 
its. According  to  Professor  Threlfall  a  quartz  fibre  will  stand 
one-third  of  a  turn  for  every  one-half  inch  in  a  fibre  x^Jmr 
inch  in  diameter.  It  is  also  unaffected  by  ordinary  atmos- 
pheric or  temperature  changes,  and  has  so  great  a  tensile 
strength  that,  for  the  same  system,  its  coefficient  of  torsion 
will  be  less  than  that  of  the  finest  silk  fibre.  We  are  able 
now  to  draw  these  fibres  out  to  any  length  and  to  any  de- 
gree of  fineness  with  great  facility.  You  may  wonder  how 
the  hooks  are  placed  upon  the  fibre :  by  simply  platinizing 
the  ends  and  soldering  the  hooks  to  them.  When  we  first 
established  our  laboratory  at  Ardmore,  all  the  suspensions 
of  all  our  galvanometers  on  this  general  type  were  ot  silk ; 
now  I  doubt  whether  a  silk  fibre  can  be  found  anywhere,  all 
are  either  quartz  or  metallic.  Some  of  these  fibres  have 
been  made  and  are  occasionally  used  for  the  most  delicate 
suspensions,  so  fine  that  it  has  been  impossible  to  see  them 
except  by  the  interference  colors  which  are  produced ;  to  the 
eye  there  is  a  flash  of  beautiful  iridescence,  nothing  more. 
Their  tensile  strength  is  very  great,  over  150,000  pounds  to 
the  square  inch  in  the  finer  sizes.  I  made  mention  of  the 
fact  that  the  magnets  of  the  system  are  threaded  upon  a 
quartz  rod ;  there  is  a  reason  for  this  also,  which  we  have 
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discovered,  and  which,  as  far  as  I  know,  has  not  been  thought 
of  by  others.  It  is  simply  this :  any  wire,  during  drawing, 
is  put  under  mechanical  strain  and  forced  into  a  certain  con- 
dition which  will  gradually  work  itself  out.  The  resistance 
of  wires  of  all  kinds  is  greater  immediately  after  drawing 
than  it  will  be  a  little  later,  speaking,  of  course,  with  refer- 
ence purely  to  mechanical  changes  and  not  to  chemical 
ones.  The  wire  is  hardened  by  drawing  and  slowly  anneals 
by  contact  with  ordinary  atmospheric  temperatures.  The 
same  is  true  of  glass  as  is  well  illustrated  by  the  changes 
which  take  place  in  thermometers  after  they  have  first  been 
made,  unless  the  glass  used  has  been  kept  in  the  tube  form 
for  a  great  length  of  time.  Good  thermometer  makers  con- 
sider it  necessary  to  hold  glass  for  several  years  before  being 
used,  if  the  thermometers  are  to  be  really  standard.  All 
this  is  not  true,  however,  of  quartz,  and  if  it  were  possible 
to  obtain  quartz  in  the  right  shape  or  to  get  it  into  that 
shape  and  work  it,  we  should  be  able  to  make  thermometers 
almost  absolutely  correct  and  which  would  remain  so.  Now, 
let  us  again  look  at  the  system  shown  in  Fig,  5.  Here  there 
are  two  sets  of  magnets,  or,  essentially,  two  magnets,  with 
their  poles  in  opposite  directions.  Let  Fig.  10  represent,  dia- 
gramatically,  these  two  magnets  opposed  to  one  another 
but  not  quite  in  the  same  plane.  These  two  magnets  are 
evidently  equivalent  to  another  magnet  whose  plane  will  be 
somewhere  in  the  angle  d\  let  us  suppose  that  it  lies  in  the 
position  indicated  by  the  dotted  line ;  this  dotted  line  will, 
therefore,  lie  in  the  plane  of  the  earth's  meridian,  assuming 
for  convenience  that  no  other  field  but  that  of  the  earth  is 
operative.  If,  now,  either  of  the  magnets  shifts  its  plane 
with  reference  to  the  other  there  will  be  a  corresponding 
shifting  of  the  resultant  plane  or  the  system  will  rotate  until 
the  tiew  plane  is  in  the  earth's  meridian.  We  will,  therefore, 
have  **  drift  '*  again  but  due  to  another  cause.  If  we  use 
aluminum  or  other  metal  wire  the  twist  produced  by  the 
original  drawing  of  the  wire  will  slowly  work  itself  out,  per- 
haps taking  months  to  do  so,  and  we  will  always  be  more  or 
less  bothered  by  the  consequent  drift.  Glass  is  equally 
bad  as  metal.    Quartz,  however,  will  not  alter  and  is  perfect 
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for  this  purpose.  To  prove  our  hypothesis  we  took  aluminum 
wire  upon  which  was  a  system,  and  in  which  there  was  but 
little  drift,  and  gave  the  wire  a  slight  twist ;  drift  invaria- 
bly followed  and  in  the  direction  which  theory  would  lead 
us  to  expect  from  the  direction  of  twisting. 
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Witz,  A.     ThermO'dynamiqu€  a  r usage  des  ingknieurs. 
Duquesnay.     Resistance  des  materiaux, 
Madamet,  A.     Tiroirs  et  distributeurs  de  vapeur, 
Sauvage,  Ed.     Les  divers  types  de  moteurs  d,  vapeur, 
Madamet.     Detente  variable  de  la  vapeur,     Dispositi/s  qui  la  produisent, 
Picou,  R.  V.     Dis  ribution  de  relectricite  par  usincs  centrales, 
Alheilig.     Recette^  conservation    et  travail  des  bois,      Outils  et  machines- 

outils  employes  dansce  travail, 
Oouilly,  Al.     Transmission  de  la  force  motrice  par  air  comprime  ou  rarefie. 
Picou,  R.  V.     Distribution  de  relectriciti  par  installations  isolees, 
Dwelshauvers-Dery.     itude  experimentale  calorimetrique  de  la  machine  h 

vapeur, 
Le  Chatelier,  H.    Le  Grisou, 
Magnier  de  la  Source,  Dr.  L.     Analyse  des  vins, 
Schloesing  fils,  Th.     Notions  de  chimie  a^ricole, 
Lindel,  Dr.  L.     La  biere. 

The  contributions  which  have  already  appeared  are  the  work  of  distin- 
guished specialists,  and  fully  justify  the  pledge  of  the  publishers  that  the 
promised  series  should  be  encyclopaedic  and  thoroughly  reliable.  A 
specially  valuable  feature  of  this  encyclopaedia,  which  will  doubtless  add 
greatly  to  its  popularity,  is  the  fact  that  the  volumes  will  be  sold  separately, 
each  comprising  a  single  subject  and  being  complete  in  itself.  Another  useful 
feature  of  the  work  is  the  addition  at  the  close  of  each  volume  of  a  list  of  the 
principal  works  pertaining  to  the  subject.  W. 


Experiments  with  Alternate  Currents  of  High  Potential  and  High  Fre- 
quency, By  Nikola  Tesla.  New  York :  The  W.  J.  Johnston  Company. 
Limited,  167  Times  Building.     1892. 

This  volume  is  a  reprint  of  the  classic  lecture  delivered  by  its  brilliant 
author,  before  the  Institution  of  Electrical  Engineers,  London,  and  with 
which  electricians  of  both  hemispheres  are  familiar.  The  publication 
of  the  lecture  in  book-form  by  making  it  conveniently  accessible  to  elec- 
trical engineers  and  students,  should  insure  for  the  work  a  large  demand. 
The  work  is  prefaced  by  a  portrait  and  biographical  sketch  of  the  author. 

W. 
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The  Galvanic  Circuit  Investigated  Mathematically,  By  Dr.  G.  S.  Ohm. 
Translated  by  William  Francis,  with  a  preface  by  the  editor,  Thomas 
D.  Lockwood,  M.I.E.E.  New  York:  D.  Van  Nostrand  Company,  23 
Murray  Street.     1891.     Price,  50  cents. 

The  volume  above-named  constitutes  No.  102  of  the  well-known  Van 
Nostrand*s  Science  Series,  and  is  a  translation  of  the  classic  researches  of 
the  illustrious  scientist  who  first  investigated  and  determined  the  quantitative 
relations  of  the  galvanic  circuit  and  formulated  the  same  in  the  law  to  which 
his  name  is  attached.  Of  the  host  of  electricians  who  quote  and  use  Ohm*s 
law  in  daily  lecture  or  practice,  few  have  probably  had  the  opportunity  of 
reading  the  original  investigations  by  which  the  law  was  established  in  1827. 
This  is  due,  so  far  as  English  and  American  students  are  concerned,  in  part 
to  the  circumstance  that  the  only  known  translation  of  Ohm's  original  work 
by  Francis  (that  of  Taylor's  Scientific  Memoirs)  is  difficultly  procurable. 
Mr.  Lockwood  has  rendered  a  service  to  students  of  the  subject  by  placing 
this  masterly  work  at  their  service  in  such  convenient  form.  W. 


Die  Elektrischen  Verlfrauchs-Messer,    Von  Etienne  de  Foder.     Wien,  Pest, 
Leipzig.    A.  Hartleben's  Verlag.     1891. 

The  present  volume  on  electric  meters  forms  the  forty-third  of  the  well- 
known  and  popular  "  Elektro-technische  Biblothek  *'  series  of  this  publishing 
house. 

So  far  as  we  know  this  is  the  first  attempt  to  collect  and  classify  in  book- 
form  the  data  concerning  the  important  subiect  of  electric  meters,  and  a 
glance  through  its  pages  will  suffice  to  exhibit  the  fact  that  the  author  has 
displayed  not  only  commendable  zeal  in  his  search  through  the  literature  to 
render  his  work  as  complete  as  possible,  but  also  his  thorough  familiarity 
with  the  subject  by  his  scientific  arrangement  and  discussion  of  the  merits  of 
these  instruments.  It  may  be  a  surprise  to  some  of  our  readers  to  know  that 
the  author  describes  more  or  less  fully  no  less  than  ninety  electric  meters. 
The  book  is  profusely  illustrated  and  is  an  extremely  useful  addition  to  the 
literature  of  applied  electricity.  W. 


Brick  for  Street  Pavements,  An  account  of  tests  made  of  bricks  and  pav- 
ing blocks,  wiih  a  brief  discussion  of  street  pavements  and  the  method 
of  constructing  them.  By  M.  D.  Burke,  C.E.  Cincinnati :  Robert  Clarke 
&  Co.     1892.     8vo.     Paper.     Price,  50  cents. 

This  work  is  in  the  form  of  a  neatly-printed  pamphlet  with  cover,  being  a 
reproduction  of  a  report  made  by  the  author  in  his  official  capacity  of  engi- 
neer to  the  village  of  Avondale,  O.,  on  the  tests  made  by  him  of  various 
materials  adapted  for  street  paving.  It  embraces  results  of  a  series  of  tests 
of  fifteen  different  varieties  of  clay  products — bricks,  paving  blocks,  etc. 
The  samples  submitted  to  examination  were  from  as  many  different  manu- 
facturers, and  may  be  regarded  as  representing  fairly  the  average  character 
of  the  paving  bricks  made  in  the  United  States. 
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The  tests  made  by  the  author  included  the  estimation  of  the  following 
features :  Chemical  composition  ;  absorption  coefificient  for  water ;  specific 
gravity  ;  strength,  transverse  and  crushing  ;  and  resistance  to  abrasion  and 
impact.  The  atithor  describes  in  full  detail  the  methods  pursued  in  making 
the  tests,  and  presents  his  results  in  tabulated  form.  The  report  contains 
also  an  interesting  discussion  of  the  subject  of  street  paving  in  general,  and 
of  the  subject  of  the  construction  and  maintainanceof  public  works  from  the 
standpoint  of  the  engineer. 

The  pamphlet  should  be  useful  not  only  to  the  engineer  but  also  to  the 
manufacturer  of  paving  materials,  containing  as  it  does  the  results  of  a  care- 
fully conducted  series  of  actual  tests  of  materials  in  common  use,  and  its 
utility  is  in  nowise  impaired  by  the  author's  intelligent  comments  on  the 
general  subject.  W. 

Ice-making  Machines.  The  theory  of  the  action  of  the  various  forms  of 
cold-producing,  or  so-called  ice  machines.  Translated  from  the  French 
of  M.  Ledoux,  ingenieur  des  mines.  Revised  and  transformed  to  English 
units  by  J.  E.  Denton,  D.  S.  Jacobus  and  A.  Riesenberger.  New  York : 
D.  Van  Nostra nd  Company,  23  Murray  Street.     1892.     Price,  50  cents. 

The  essay  of  M.  Ledoux,  which  originally  appeared  in  the  Annaies  des 
Mines,  was  translated  and  published  in  Van  Nostrand's  Science  Series  in 
1879.  ^^  *s  a  masterly  discussion  of  the  thermo-dynamic  relations  of  the 
various  fluids  available  for  the  production  of  cold,  and  the  numerical  results 
announced  by  him  have  been  accepted  by  the  leading  manufacturers  of 
refrigerating  machinery. 

Since  the  publication  above  stated,  some  of  the  constants  have  been 
re-determined  experimentally,  and  the  present  translators  have  given  the 
results  of  these  newer  determinations  in  an  appendix  and  several  new 
tables  containing  data  of  value  to  the  student  of  the  subject  have  been  added. 
One  feature  which  will  make  the  work  of  Ledoux  more  available  to  Ameri- 
can students  has  been  introduced  in  the  present  edition,  namely,  the  trans- 
formation of  numerical  values  and  results  into  EngUsh  units.  W. 


The  Railway  Officials'  Directory.  A  Guide  for  the  Use  of  Railway  Men  and 
Dealers  m  Railway  Supplies.  Chicago  :  Railway  Age  and  Northwestern 
Railroader.     1892. 

This  work,  issued  in  pocket  book  form,  and  formerly  known  as  The 
Supply  Men's  Directory,  contains  the  addresses  of  Chairmen  of  Boards, 
Presidents,  General  Managers,  General  Superintendents,  Purchasing  Agents, 
Chief  Engineers,  Superintendents  of  Motive-power,  Master  Mechanics  and 
Master  Car-builders  of  all  the  railway  companies  of  the  United  States, 
Canada  and  Mexico.  The  book  is  well  indexed,  making  the  task  of  refer- 
ence easy.  It  must  prove  a  useful  publication  for  all  whose  professional 
and  business  pursuits  demand  an  acquaintance  with  railway  officials.  The 
source  from  which  it  emanates  should  be  sufficient  guaranty  for  the  accuracy 
of  the  compilation.  W. 
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Franklin    Institute. 


\Stated  meeting  held  Wednesday ^  November  id^  iSg^J] 

Hall  of  the  Franklin  Institute, 
Philadelphia,  November  i6,  1892. 

Mr.  J.  M.  Wilson,  President,  in  the  chair. 

Present,  194  members  and  thirty  visitors. 

Additions  to  membership  since  last  report,  seventeen. 

Mr.  William  E.  Lockwood  presented  a  paper,  entitled  *'  The  Present 
status  of  the  Question  of  the  Hammer-blow  of  a  Locomotive's  Driving 
Wheels ;  and  as  supplementary  to  the  above,  the  Richards  Balanced  Loco- 
motive, illustrated  with  working  model  under  steam." 

Mr.  Lockwood's  communications  were  fully  illustrated  with  the  aid  of 
working  models  and  lantern  slides,  and  called  forth  considerable  discussion. 

Mr.  Emil  K.  Winkler,  manager  of  the  Paul  Von  Janko  Conservatory  of 
Music,  New  York,  exhibited  a  new  key -board,  invented  by  Mr.  Paul  Von 
Janko,  and  described  its  advantages  over  the  old  form  of  piano  key-boards. 

The  communication  of  Professor  Winkler  was  illustrated  by  a  piano  of 
Decker  Brothers,  of  New  York,  furnished  with  the  Von  Janko  key-board ;  a 
demonstration  of  the  capabilities  of  the  invention  was  given  by  Miss  New- 
comb,  of  New  York,  who  executed  a  number  of  difficult  compositions  upon 
it  with  great  success. 

At  the  suggestion  of  the  President,  the  invention  was  referred  to  the 
Committee  on  Science  and  the  Arts  for  fuller  investigation  and  suitable 
recognition  of  its  merits. 

Mr.  Ives  exhibited  a  number  of  color  photographs  with  the  heliochromo- 
scope  in  connection  with  the  originals  for  comparison  of  the  truthfulness  of 
the  rendition  of  color. 

Mr.  Robert  B.  Haines,  Jr.,  presented  a  brief  communication,  descriptive 
of  a  new  automatic  micrometer  gauge,  an  invention  for  gauging  the  thickness 
of  metal  plates  in  rolling. 

On  account  of  the  lateness  of  the  hour,  the  Secretary's  report  was  dis- 
pensed with,  and  the  meeting  adjourned. 

Wm.  H.  Wahl,  Secretary. 
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HIGGINS' 

(ESTABLISHED  1880.) 

Are  the  Slandard  Liquid  Drawing  Inks  of  the  World.  They  ai-e 
used  and  endorsed  Uy  the  leading  Schools,  Colleges  and  Institutes. 
Three-fourths  of  the  professional  draughtsmen  of  this  country  use 
no  other  drawing  Ink. 

Tiie  manufacturei-a  have  never  solicited  a  single  testimonial,  vet  the 
merltij  of  the  inks  have  called  forth  endorsement  from  the  most  famous 
and  exj^rienced  users  of  drawing  inks  in  various  professions,  real  mas- 
ters of  their  arts. 

■Jo,  Pennell  says :  "  There  is  no  ink  eqtial  to  it  for  half  a  dozen  reasons." 
A.  B.  Frottt  says :  "  I  use  a  great  deal  of  it,  and  It  is  certainly  the  best." 

Black»— Two  kinds,  Waterproof  (insoluble  when  dry)  and  General  (soluble). 
Colon*— Carmine,  Scarlet,  Vermilion,  Brick  Red,  Blue,  Yellow,  Green,  Orange,  Brown, 
Indigo,  Violet. 

PRICES,  V  OZ.  BOTTLES,  25  CTS. ;  ilALF  PINT^,  $2.00. 

For  sale  by  all  dealers  in  Artists*  Materials  and  Stationers  generally. 

CHAS.  M.  HIGGINS  &  CO, 

SOLE  MANUFACTURERS, 

168  to  172  Eighth  Street,  Brooklyn,  N.  Y.,  U.  S.  A. 

English  Depot  at  7  and  9  St.  Bride  St,  E.  C,  Cooper,  Denniton  and  Walkden. 


NOTICEI 

The  following  Reports  of  the  Examiners  of  the  International  Electrical 
Exhibition  of  the  FRAI^KLIN  mSTITUTE,  held  in  1884,  have  been  published  in 
pamphlet  form,  and  will  be  mailed  to  any  address  on  receipt  of  the  price  named. 
Sect.  V,  VI  and  VIII. — Electric  Lamps,  Carbons  for  Arc  Lamps,  20c, 

"  X. — Boilers 20c. 

"  XL — Steam  Engines,   .    ., 25c. 

«*         XII. — Gas  engines, 20c, 

XIV  and  XVI— Batteries 20c. 

•'    XVIII. — Underground  Conduits, .  20c. 

"       XIX.— Electric  Telegraphs,   .    .' 20c. 

•'       XXI. — Fire  and  Burglar  Alarms loc. 

"      XXII. — Electric  Railway  Signaling  Apparatus,     .    .    .  50c. 

«<    XXIII. — Electro-Medical  Apparatus, 20c. 

"    XXIV.— Electro  Dental  Apparatus 20c. 

"      XXV  and  XXVI.— Application  of  Electricity  to  Art, 

Artistic  Effects  and  Music,     .    .    .  20c. 
XXVII. — Application  of  Electricity  to  Warfare,  ....  20c. 

**    XXIX. — Educational  Apparatus, 20c. 

<*      XXX. — Machinery  and  Mechanical  Appliances,    .    ,    .  20c. 
Special  Report. — Efficiency   and    Duration   of  Incandescent 

Lamps, 50c. 

**'  "       — Dynamo-Electric  Machines, 50c 

Report  of  Chairman  on  Exhibition  Committee, 25c. 
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Caligraph  New  Special  No.  3. 


GREATEST  SPEED. 

BEST  FOR  MANIFOLDING. 

100,000  Dally  Users. 


Single  Case,  No.  1 S70.00 

Double    **  **     2 85.00 

New  Special,   ''8 lOO.OO 


We  are  now  prepared  to  fur- 
nish the  New  Special  No.  3, 
having  78  characters,  fitted  wiih 
an  extra  platen  for  Manifolding 
(platen  can  be  changed  in  two 
minutes). 

A  new  ribbon  movement 
carrying  the  ribbon  back  and 
forth,  as  well  as  across  the 
disk. 

This  special  machine,  in 
quality  of  material  and  fineness 
of  workmanship,  excels  any- 
thing ever  before  placed  on  the 
market,  and  has  been  brought 
out  10  meet  the  demands  of 
those  requiring  the  best  that 
can  be  produced. 


THE  AMERICAN  WRITING  MACHINE  CO.,  Hartford,  Conn. 


BRANCH  OFFICKSi 
14  W.  4TH  ST.,  CINCINNATI,  O. 


«37  BROADWAY,  N.  T. 

1008  ARCH  ST.,  PHILADELPHIA. 


Jeffrey  ChaiK. 
OF  VARIOUS  STYLES 
INCLUDING 

ROLLER,  LINK,  OBORN,   CABLE,   DRAG  AND 
SPECIAL  CHAINS 

FOR 

Elevating  and  Conveying  JWachinery. 

For  Handling:  Material  of  all  kinds. 

ALSO  MANUFACTURE 

Jeffrey  Mining  Machines,  Drills,  Motor  Cars  and 
Mining  Supplies. 

For  Catalogue  and  Prices,  address 

The  Jeffrey  Mfg.  Co.,  coiumbus.o. 


NKW  YOHK  HR  VNCH, 

ir»  C'ortlandt  St. 


CHICAGO, 

48  8.  Canal  St. 
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